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INTRODUCTION 


General 


This report provides, in convenient summary 
form, principal statistics on individual manufacturing 
industries and industry groups for Canada, its regions 
and provinces as derived from the 1978 Census of 
Manufactures. The main tables consolidate, on a 
national, regional and provincial basis, with expanded 
detail on total activity, the 1978 statistics in Table 1 of 
the 119 individual industry reports. The purpose of 
those reports is to provide detailed principal and 
commodity statistics on individual industries; of this 
report, to give a comprehensive picture, on the basis of 
principal statistics, of the geographical dispersion, 
down to the provincial level, of as many of the 112 
three-digit and their component four-digit manufac- 
turing industries as the confidentiality provisions of 
the Statistics Act permit. A companion report, Prod- 
ucts Shipped by Canadian Manufacturers (Catalogue 
31-211) provides similar comprehensive coverage of 
commodity shipments for Canada and the provinces. 
Principal statistics on the manufacturing industries for 
subprovincial areas (economic regions, Census Divi- 
sions, counties or their equivalents, Census Metropo- 
litan Areas, selected Census Agglomerations and muni- 
cipalities) are published in the Manufacturing Indus- 
tries of Canada: Sub-provincial Areas (Catalogue 
31-209). 


The main tables on industries and industry 
groups in this report are supplemented by those 
containing selected historical statistics, statistics on 
leading industries and the numbers of establishments, 
by industry and employment size count. The latter 
provide what is, in effect, an industrial profile of each 
province and region. 


Three tables in Section “0” at the end of this 
publication show principal statistics stratified by type 
of organization and by size of establishment. These 
tables used to be included in Catalogue 31-210 which 
was discontinued following the 1976 issue due to 
budgetary restraints. 


Impact of Improved Survey Coverage 


In an attempt to attain as nearly perfect survey 
coverage of manufacturing activity in Canada as 
possible, a large number of establishments were added 
to our survey list and a total of 3,820 turned out to 
be bonafide manufacturing establishments and have 
been included in the statistics shown in this publica- 
tion. These new firms accounted for 12.0% of the total 
establishment count in 1978, but since the great 
majority were very small, the increase in manufactured 
shipments was much less significant with the new 
firms accounting for only 1.7% of the 1978 total. 


Généralités 

Le présent bulletin renferme, sous forme condensée 
et pratique, les statistiques principales se rapportant aux 
industries manufacturiéres et aux groupes d’industries du 
Canada, des provinces et des régions, tirées du recense- 
ment des manufactures pour 1978. Le tableau 1 groupe, 
aux niveaux national provincial et régional les statistiques 
de 1978 fournies par les 119 bulletins sur les industries et 
présente une vue détaillé de l’activité totale. Les déclara- 
tions des industries ont pour but de recueillir des 
statistiques principales et des données par marchandise; ce 
bulletin vise à présenter, à partir des statistiques princi- 
pales, la répartition géographique complète, jusqu’au 
niveau provincial, des 112 industries manufacturières à 
trois chiffres et de leurs composantes à quatre chiffres, 
compte tenu des dispositions de la Loi sur la statistique 
concernant la confidentialité des données. Une publica- 
tion du même genre intitulée Produits livrés par les 
fabricants canadiens (n° 31-211 au catalogue) renferme 
des données aussi complètes sur les livraisons de marchan- 
dises au Canada et dans les provinces. Les statistiques 
principales des industries manufacturières situées dans des 
régions infraprovinciales (régions économiques, divi- 
sions de recensement, comtés ou leurs équivalents, ré- 
gions métropolitaines de recensement, ou leurs équiva- 
lents, régions métropolitaines de recensement, certaines 
agglomérations de recensement et municipalités) figu- 
rent dans le bulletin Industries manufacturières du Ca- 
nada: Niveau infraprovincial (n° 31-209 au catalogue). 


Dans cette publication, les tableaux principaux sur 
les industries et les groupes d’industries sont complétés 
par d’autres tableaux qui contiennent certaines statis- 
tiques chronologiques, des statistiques sur les principales 
industries et le nombre d’établissements selon l’activité et 
les effectifs. Ces derniers tableaux illustrent, dans les faits, 
le profil industriel de chaque province et région. 


Les trois tableaux dans la Section “O0” à la fin 
de cette publication présentent les statistiques princi- 
pales selon la forme d’organisation et la taille des éta- 
blissements. Ces tableaux paraissaient auparavant dans 
no 31-210 au catalogue et des contraintes budgétaires 
nous ont forcés à l’annuler après la parution de 1976. 


Conséquences d’un champ d’observation amélioré 


Afin d’essayer d’obtenir un champ d’observation 
aussi parfait que possible de l’activité manufacturière 
au Canada, on a ajouté un grand nombre d’établisse- 
ments à notre liste d'enquête, et un total de 3,820 éta- 
blissements se sont révélés être des établissements manu- 
facturiers à part entière qui ont été pris en compte dans 
la statistique présentée ici. Ces nouvelles firmes repré- 
sentent 12.0% du nombre total d'établissements en 
1978, mais comme la grande majorité d’entre elles étaient 
très petites, l'augmentation des livraisons manufacturières 
a été beaucoup moins importante, puisque les nouvelles 
firmes n’ont représenté que 1.7 % du total de 1978. 


An outline of the impact of this improved 
survey coverage on the (1) number of establishments, 
(2) manufactured shipments, (3) total employees 
and (4) total value added, in each major industry 
group is given in Table I. 


Statistical Highlights 

The total value of shipments of goods of own 
manufacture reported by manufacturing establishments 
in Canada for 1978 came to $129.0 billion up 18.5% 
from $108.9 billion in 1977 and 31.3% higher than the 
$98.3 billion recorded in 1976. 


It will be noted that Table II compares manu- 
factured shipments in this issue whereas total ship- 
ments were used in previous years. This change has 
been made to more accurately reflect the true level of 
manufacturing activity in Canada and eliminate the 
impact of goods purchased for resale which have 
become quite large in certain industries. 


Analysing this strong growth on a provincial 
basis it is noted that the prime contributors to the 
18.5% increase over 1977 were Alberta with a rise of 
23.3% on 5.8% of the national total; British Columbia 
up 21.5% on 9.5% of the Canadian total and Nova 
Scotia which rose 23.5% on 2.1% of the national 
ageregate. The largest percentage gains were recorded 
by the North (Yukon and Northwest Territories) up 
34.4% and by Prince Edward Island which gained 
31.5%, but on very small volumes. Ontario which 
accounted for 50.5% of the national total was ahead 
by 17.1% while Quebec with 25.8% of the national 
aggregate rose by 18.8%, as both major provinces were 
close to the national average. There were no provinces 
falling significantly below the national average as 
Manitoba, up 16.4% and Saskatchewan, up 16.5% 
were the only provinces besides Ontario falling under 
the national average increase of 18.5%. 


In terms of geographic concentration the pro- 
vince of Ontario continues to dominate with 50.5% of 
the national total, down slightly from 51.1% in 1977. 
Quebec has the next largest share of the Nation’s 
manufacturing with 25.8% (up from 25.7%) followed 
by British Columbia with 9.5% (up from 9.2%) and 
Alberta with 5.8% (up from 5.5%). No other province 
accounted for more than 2.5% of the national total. 


Analysing the 1978 increase by major industry 
group it is noted that the Wood Industries Group 
showed the strongest growth with a 25.6% gain over 
the 1977 shipments value to $7.5 billion in 1978. 
Other groups showing particularly strong growth 
include primary metal industries up 23.4% to $10.1 
billion; leather industries up 23.2% to $849 million 
and miscellaneous manufacturing industries, up 23.0% 
to $2.7 billion. The weakest performance was turned 
in by the tobacco industries group which gained only 


Le tableau I présente les conséquences de cette 
amélioration du champ d’observation sur (1) le nombre 
d’établissements, (2) les livraisons manufacturières, 
(3) le nombre total d'employés et (4) la valeur ajoutée 
totale, dans chaque grand groupe d’industries. 


Faits saillants 


La valeur totale des livraisons de produits de propre 
fabrication déclarée par les établissements manufacturiers 
au Canada s’est élevée en 1978 à $129.0 milliards, soit 
18.5 % de plus qu’en 1977 ($108.9 milliards) et 31.3 % 
de plus qu’en 1976 ($98.3 milliards). 


On notera que le tableau II compare cette année 
les livraisons manufacturières, alors que l’on comparait 
les livraisons totales les années précédentes. On a apporté 
ce changement afin de mieux rendre compte du niveau 
réel de l’activité manufacturière au Canada et d’éliminer 
Pimpact des biens achetés pour la revente, qui ont pris de 
Pimportance dans certaines industries. 


Si l’on reporte cette forte progression de 18.5 % au 
niveau provincial, on constate que ce sont l’Alberta, la 
Colombie-Britannique et la Nouvelle-Écosse qui ont le 
plus contribué (par rapport à 1977) avec des progressions 
de 23.3 % (5.8 % du total national), de 21.5 % (9.5 % du 
total national) et 23.5 % (2.1 % du total national) respec- 
tivement. On observe les plus fortes progressions en pour- 
centage dans le Nord (Yukon et Territoires du Nord- 
Ouest) et dans l’Île-du-Prince-Édouard, qui augmentent 
de 34.4% et de 31.5 % respectivement, mais pour des 
volumes très faibles. L’Ontario, qui compte pour 50.5 % 
du total national, progresse de 17.1%, tandis que le 
Québec, représentant 25.8 % du total national, augmente 
de 18.8%, alors que les deux grandes provinces sont 
proches de la moyenne nationale. Aucune province ne 
se trouve loin de la moyenne nationale, puisque le 
Manitoba (+ 16.4 %) et la Saskatchewan (+ 16.5 %) ont 
été les seules provinces, avec l’Ontario, à ne pas atteindre 
l'augmentation moyenne nationale de 18.5 %. 


Sur le plan de la concentration géographique, 
l'Ontario continue à dominer, avec 50.5 % du total 
national, en légère baisse par rapport à 1977 (51.1 %). 
Le Québec vient ensuite, avec 25.8 % (contre 25.7 %), 
suivi de la Colombie-Britannique avec 9.5% (9.2% en 
1977) et de PAlberta avec 5.8 % (5.5 %). Aucune autre 
province n’a compté pour plus de 2.5 % du total national. 


Une analyse de la croissance en 1978 par groupe 
d'industries montre que c’est le groupe de l’industrie du 
bois qui accuse la plus forte croissance, avec une pro- 
gression de 25.6 % par rapport aux livraisons de 1977, 
d’une valeur de $7.5 milliards en 1978. Les autres groupes 
accusant une croissance particulièrement forte compren- 
nent l’industrie de la première transformation des métaux 
(+ 23.4 %, $10.1milliards), l’industrie du cuir (+ 23.2 %, 
$849 millions) et les industries manufacturiéres diverses 
(+ 23.0 %, $2.7 milliards). C’est l’industrie du tabac qui 


5.7% over the previous year. Two other groups with 
significantly below-average growth in 1978 were the 
knitting mills group up 11.6% to $712 million and the 
electrical products industry group which gained only 
11.8% to $5.4 billion. All other groups recorded 
increases of 14% or greater. 


Measuring the actual size of the increases for the 
four major groups which gained over 23% we find 
wood industries up by $1,524 million, primary metal 
industries up by $1,918 million; leather industries up 
$160 million and miscellaneous manufacturing indus- 
tries up by $512 million. The sum of these four in- 
creases comes to $4,114 million or 20.4%, which gives 
some indication of how relatively evenly the increases 
were spread over the various industry groups this year. 


Further analysis of the larger major group 
increases by province shows that wood industries with 
a national growth of 25.6% was spread remarkably 
evenly across the country with the three largest produ- 
cing provinces all showing gains of between 23.9% and 
27.0%. British Columbia with 55.4% of the national 
total rose 27.0%, Quebec with 18.2% of this group 
showed a gain of 25.2%; while Ontario with 14.4% of 
the national aggregate increased 23.9%. Other pro- 
vinces showed gains of between 17.1% and 27.0% 
except for Prince Edward Island which more than 
doubled its small shipments figure. 


Looking at the primary metal industries group 
which had the next largest percentage increase at 
23.4%, a more clear cut geographic concentration of 
the industry’s growth is apparant as Quebec recorded a 
strong 33.8% gain on 27.5% of the national total. 
Ontario, which had 58.3% of the national total, 
showed a gain of 19.6%. The next largest province was 
British Columbia which rose 17.7% on 6.2% of the 
Canada total. The leather industries group was the 
third best performer with a gain of 23.2% and this 
industry is almost entirely located in Ontario and 
Quebec. Ontario’s shipments rose 26.4% on 54.6% 
of the national total while Quebec increased 19.7% on 
a 38.7% share of the Canadian aggregate. The fourth 
best improvement was turned in by the miscellaneous 
manufacturing industries group with a 23.0% rise in 
1978. Of the national total, Ontario accounted for 
69.0% and recorded a gain of 24.6%. The only other 
province with a significant volume of shipments in 
this group was Quebec with 23.8% of the national 
aggregate and here the increase in 1978 was 20.2%. 


The above increases indicate a remarkably broad 
base to the overall national increase in manufactured 
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a la pertormance la plus médiocre, avec une progression de 
5.7% seulement par rapport à l’année précédente. Les 
deux autres grands groupes qui ont eu une croissance 
sensiblement inférieure 4 la moyenne en 1978 ont été le 
groupe de la Bonneterie (+ 11.6 %, $712 millions) et 
celui des produits électriques (+ 11.8% seulement, 
$5.4 milliards). Tous les autres groupes enregistrent des 
augmentations de 14 % ou plus. 


Les augmentations en dollars réels pour les quatre 
groupes qui ont progressé plus de 23 % se classent ainsi: 
industrie du bois, $1,524 millions, premiére transforma- 
tion des métaux, $1,918 millions, industrie du cuir, 
$160 millions et industries manufacturiéres diverses, 
$512 millions. La somme de ces quatre augmentations 
est $4,114 millions, ou 20.4 %, ce qui donne une certaine 
indication de la répartition relativement égale des augmen- 
tations entre les divers groupes d’industries cette année. 


Une analyse plus poussée des augmentations des 
principaux grands groupes par province montre que la 
croissance nationale de 25.6 % de l’industrie du bois se 
répartit de façon remarquablement égale à travers le pays 
et que les trois principales provinces productrices accu- 
sent d’autres progressions comprises entre 23.9% et 
27.0 %. La Colombie-Britannique, qui représente 55.4 % 
du total national, progresse de 27.0 %, le Québec, repré- 
sentant 18.2 % du total national, s’accroit de 25.2 %, et 
l'Ontario, avec 14.4% du total national, de 23.9 %. Les 
autres provinces font ressortir des progressions comprises 
entre 17.1% et 27.0 %, à l'exception de l’Île-du-Prince- 
Édouard qui fait plus que doubler le chiffre, peu impor- 
tant, de ses livraisons. 


Si l’on considère l’industrie de la première transfor- 
mation des métaux, qui a la deuxième augmentation 
en pourcentage, avec 23.4 %, on observe une concentra- 
tion géographique plus clairement définie de la crois- 
sance de l’industrie, alors que le Québec accuse une forte 
progression de 33.8% pour 27.5% du total national, 
L’Ontario, qui compte pour 58.3 % du total national, 
accuse une progression de 19.6 %. La Colombie-Britan- 
nique vient ensuite avec une progression de 17.7 %, pour 
62% du total national. L'industrie du cuir se classe 
en troisième position pour la meilleure performance et 
progresse de 23.2 %; cette industrie est presque entiére- 
ment située en Ontario et au Québec. Les livraisons de 
POntario augmentent de 26.4 % pour représenter 54.6 % 
du total national, tandis que les chiffres respectifs pour le 
Québec sont de 19.7 % et de 38.7 %. En quatrième place 
se classent les industries manufacturières diverses, avec 
une progression de 23.0 % en 1978. Pour ce qui est du 
total national, l'Ontario compte pour 69.0% et fait 
ressortir une hausse de 24.6 %. La seule autre province 
dont le volume des livraisons est important dans ce cas 
est le Québec, avec 23.8 % du total national et une 
augmentation de 20.2 % en 1978. 


Ces augmentations produisent une base remarqua- 
blement étendue pour les augmentations au niveau na- 


shipments in 1978, with almost all industries and 
areas showing strong gains. Unlike the previous two 
years it is not possible to isolate four or five industry 
groups, each in one or two provinces, and thereby 
account for a very major portion of the overall in- 
crease. This would indicate a generally broad under- 
lying strength in all sectors of the economy and in all 
regions of the country. 


Proceeding to analyse these increases in relation 
to the corresponding increases in the Industrial Selling 
Price Index (ISPI) reveals that of the overall 18.5% 
increase in shipments in 1978 over 1977, more than 
half may be attributed to a 9.2% increase in the ISPI. 
Adjusting the 1977 shipments to 1978 prices we find 
the true increase in volume to be 8.5%, which repre- 
sents a substantial improvement over the 3.2% increase 
due to real growth recorded in 1977 over 1976. 


If the ISPI is related to the four major industry 
groups with the largest percentage gains, as noted 
above, it is observed that the wood industries group 
increase of 25.6% reflected an inflation rate of 19.4% 
and real growth of only 5.2%. The primary metal 
industries group on the other hand gained 23.4% 
with only 9.1% attributable to inflation thus leaving 
a real growth rate of 13.1%. The leather industries 
group rose 23.2% which after inflation of 10.5% left 
to a real growth rate of 11.5%. The miscellaneous 
manufacturing industries group which had the fourth 
largest increase at 23.0% cannot be analysed for infla- 
tion as the ISPI for that group had to be suppressed 
to meet confidentiality regulations. 


Methodology and Data Collection 


The basic data for this report, as in those for 
1970 and subsequent years, have been compiled 
according to the 1970 revision of the ‘‘Standard 
Industrial Classification”’.1 A list of the industries 
included in the census, together with their SIC codes, is 
published as Appendix D. Readers wishing information 
on the effect of implementing the 1970 revision of the 
Standard Industrial Classification are referred to the 
1970 issue of this report. 


Data are collected by means of two main types 
of questionnaires mailed to reporting units classified to 
the manufacturing industries. The “long form” is sent 
to large establishments, requesting detailed information 
on principal statistics and on commodity inputs and 
outputs, while the “head office” form is sent to head 


1 Statistics Canada: Standard Industrial Classification 
Manual, Revised 1970 (Catalogue 12-501). 


xii 


tional des livraisons manufacturiéres en 1978, puisque 
pratiquement toutes les industries et tous les secteurs 
font ressortir de fortes progressions. Contrairement aux 
deux années précédentes, il n’est pas possible d’isoler 
quatre ou cinq groupes d’industries, chacun dans une ou 
deux provinces, et par conséquent représentant une trés 
importante partie de l’accroissement global. Ceci signi- 
fierait une fermeté sous-jacente dans l’ensemble générale 
pour tous les secteurs de l’économie et dans toutes les 
régions du pays. 


Une analyse de ces augmentations par rapport aux 
augmentations correspondantes de l’indice des prix de 
vente dans l’industrie (IPVI) montre que sur l’augmenta- 
tion globale de 18.5 % des livraisons en 1978 par rapport 
à 1977, plus de la moitié peut être attribuable à une 
progression de 9.2 % de l’IPVI. Si l’on ajuste les livraisons 
de 1977 aux prix de 1978, nous constatons que l’augmen- 
tation vraie en volume est de 8.5 %, ce qui constitue un 
progrès appréciable par rapport à l’accroissement de 
3.2 % imputable à la croissance réelle observée en 1977 
par rapport à 1976. 


Si l’on tient compte de l’IPVI dans l’examen des 
quatre groupes ayant le plus progressé, on constate que, 
l’augmentation de 25.6 % de l’industrie du bois traduit un 
taux d'inflation de 19.4 % et une croissance réelle de 
seulement 5.2 %. Par contre, le groupe de la première 
transformation des métaux s'accroît de 23.4%, dont 
9.1 % seulement est attribuable à l'inflation, ce qui donne 
un taux de croissance réelle de 13.1 %. L'industrie du cuir 
progresse de 23.2 %, ce qui, compte tenu d’un taux d’in- 
flation de 10.5 %, donne un taux de croissance réel de 
11.5 %. Les industries manufacturières diverses, qui se 
classent en quatrième position avec une augmentation de 
23.0 %, ne peuvent être analysées au titre de l’inflation, 
puisqu'il a fallu éliminer l’IPVI de ce groupe afin de 
respecter les dispositions relatives à la confidentialité des 
données. 


Méthodologie et collecte des données 


Les données de base du présent bulletin ainsi que 
celles de 1970 et des années suivantes ont été compilées 
d’après la version revisée de 1970 de la “Classification des 
activités économiques”’1. L’appendice D renferme la liste 
des industries recensées ainsi que leurs codes de la CAE. 
Pour plus de renseignements sur les répercussions qu’a 
causées l’application de la nouvelle Classification des 
activités économiques, le lecteur est prié de consulter 
l'édition de 1970 de la présente publication. 


Les données sont collectées au moyen de deux 
genres principaux de questionnaires envoyés par la poste 
aux unités déclarantes classées parmi les industries manu- 
facturières. Le “questionnaire long” est envoyé aux grands 
établissements afin de recueillir des renseignements détail- 
lés sur les statistiques principales et les entrées et sorties 


1 Statistique Canada: Classification des activités économi- 
ques, révisée en 1970 (n° 12-501F au catalogue). 


offices and ancillary units which report separately. 


Beginning with the 1976 Census, data used for 
small establishments have been, with some exceptions, 
obtained from administrative records of Revenue 
Canada, as provided for by legislation. These data are 
strictly confidential as regards particulars relating to 
specific individuals or businesses and are used only by 
Statistics Canada to produce aggregations or summary 
calculations. 


Where administrative records for small establish- 
ments are not available, such establishments are sent a 
“short form’? or abbreviated questionnaire which asks 
only for certain information usually found in the 
financial statement of a business. Respondents may 
omit completing the questionnaire if they return a 
copy of their financial statement. 


The criteria for differentiating ‘“‘large’’ and 
“small”? establishments vary by industry and province 
(and from year to year) but, in general, are governed 
by the objective of minimizing the burden on respon- 
dents without the loss of a significant amount of 
detail on the types of products shipped, materials 
consumed, etc. 


Concepts and Definitions 


An abbreviated version of the major concepts 
and definitions used in the Census of Manufactures is 
printed as “Explanatory Notes” on the inside back 
cover of this report. 


Detailed information may be obtained by order- 
ing Concepts and Definitions of the Census of Manu- 
factures, Catalogue 31-528, (price $1.40) by writing 
to Publications Distribution, Statistics Canada, Ottawa, 
Ontario, K1A OT6. 


Changes Affecting Historical Comparability of Data 


Questionnaires are thoroughly reviewed each 
year in order to ensure they reflect changes in condi- 
tions in the manufacturing industries and in the eco- 
nomic significance of various reporting units and 
data items. Although alterations are kept to a 
minimum in order to minimize breaks in historical 
continuity, some changes are inevitable. The following 
summary of the more important changes in question- 
naires, concepts and coverage in recent years may be 
useful to those readers particularly interested in this 
aspect: 
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de marchandises; le questionnaire du “siège social”? est 
envoyé aux siéges sociaux et aux unités auxiliaires qui 
produisent une déclaration distincte. 


A partir du recensement de 1976, les données 
utilisées pour les petits établissements proviennent à 
quelques exceptions près, des dossiers administratifs de 
Revenu Canada, conformément aux dispositions de la loi. 
Les données ayant trait aux particuliers et aux entreprises 
individuelles sont strictement confidentielles et seul Statis- 
tique Canada peut les utiliser pour produire des regroupe- 
ments ou des calculs sommaires. 


Lorsque les dossiers administratifs des petits établis- 
sements ne sont pas disponibles, on envoie à ces derniers 
une formule abrégée dans le but d’obtenir certains 
renseignements que l’on trouve habituellement dans l’état 
financier d’une entreprise. Les enquétés peuvent ne pas 
répondre au questionnaire s’ils renvoient un exemplaire de 
leur état financier. 


Les critères servant à distinguer les “‘grands’’ des 
“petits” établissements varient selon l’industrie et la 
province (et aussi d’une année à l’autre); toutefois, ils ont 
pour tâche commune de réduire le plus possible le fardeau 
des répondants sans pour autant perdre un volume 
important de données sur les livraisons de marchandises 
par type de produits, matériaux consommés, etc. 


Concepts et définitions 


Une version abrégée des principaux concepts et 
définitions utilisés dans le cadre du recensement des 
manufactures figure dans les “Notes explicatives”, au 
recto de la couverture arrière de la publication. 


On peut obtenir des renseignements détaillés en 
commandant la publication 31-528, intitulée Concepts et 
définitions du recensement des manufactures (prix $1.40) 
à l’adresse suivante: Distribution des publications, Statis- 
tique Canada, Ottawa, Ontario K1 A OT6. 


Modifications influant sur la comparabilité chronologique 
des données 


Chaque année, on revoit entièrement les question- 
naires afin de tenir compte de toute situation nouvelle 
dans le secteur manufacturier et de l’importance économi- 
que des diverses unités de déclaration et des données 
qu’elles produisent. On essaie de réduire au minimum les 
solutions de continuité, cependant, certaines modifi- 
cations sont nécessaires. Voici, à titre d’information, un 
résumé des plus importantes modifications qui ont été 
apportées au cours des dernières années aux question- 
naires, aux concepts et au champ d’enquéte: 


(a) The 1970 Revision of the Short Form 


One of the more significant changes in recent years 
was the introduction in 1970 of a considerably 
simplified short form which is briefly described 
under ‘‘Small Establishments” in the “Explanatory 
Notes” on the inside back cover. Changes intro- 
duced at that time affect virtually all items of 
principal statistics for small establishments and are 
most noticeable in industries or provinces where 
small establishments account for a significant pro- 
portion of the total. 


As the revised short form consists substantially 
of information usually found in a financial state- 
ment of a business, definitions and data editing 
procedures applicable to short form apply essen- 
tially to small establishment data derived from ad- 
ministrative records of Revenue Canada as described 
above. 


(b) Change in Fiscal Year Accepted 


Data for a few industries were significantly affected 
by changes in 1970 in the fiscal year acceptable for 
Census reporting purposes. In the 1969 Census of 
Manufactures and for many years preceding, data 
would be accepted for fiscal years ending as late as 
June 30 of the calendar year following the refer- 
ence year. In the interests of timeliness of Census 
results, this rule was changed effective with the 
1970 Census. Henceforth fiscal years were to be 
accepted ending as early as April 1 of the reference 
year or as late as March 31 of the following 
calendar year. 


Returns on a calendar year basis are the most 
frequent case. In 1970 establishments making 
returns for years ending in December accounted for 
73% of shipments of goods of own manufacture; in 
1978, 70.0%. 


An outline of “Definitions for small establish- 
ments” is available on pages 40 to 44 of the Publica- 
tion 31-528 mentioned above. 


(c) Effect of Small-establishment Reporting on Fuel 
and Electricity 


As indicated in the “Explanatory Notes” on the 
inside back cover, information on the cost of fuel 
and electricity is not collected separately for small 
establishments but is included in ‘‘cost of materials 
and supplies”, beginning with 1970. Although this 
does not affect the calculation of “value added’’, it 
does understate the value of fuel and electricity, 
especially in those industries and provinces where 
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a) Révision de 1970 du questionnaire abrégé 


L’une des modifications les plus importantes au cours 
des derniéres années a été le lancement, en 1970, 
d’un questionnaire grandement simplifié, dont une 
brève description paraît à la rubrique “Petits établis- 
sements” des ‘Notes explicatives”, au recto de la 
couverture arrière. Les changements effectués à cette 
date influent sur presque toutes les statistiques princi- 
pales relatives aux petits établissements, surtout dans 
les provinces et les industries où les petits établis- 
sements représentent une part importante du nombre 
total d’établissements. 


Étant donné que les formules abrégées renferment 
essentiellement les mêmes renseignements que l’on 
trouve dans l’état financier d’une entreprise, les défi- 
nitions et les méthodes de vérification des données 
relatives aux formules abrégées s’appliquent essentiel- 
lement aux données des petits établissements qui sont 
tirées des dossiers administratifs de Revenu Canada, 
comme il est décrit ci-dessus. 


b) Modification des années financières acceptées 


Les données pour quelques industries ont été considé- 
rablement touchées par deux modifications apportées 
en 1970 à l’année financière choisie aux fins du 
recensement. Au recensement des manufactures pour 
1969 et depuis bien des années, on acceptait les 
données des années financières pouvant se terminer 
jusqu’au 30 juin de l’année civile suivant l’année de 
référence. Afin de hâter la publication des résultats du 
recensement, cette règle a été modifiée lors du recense- 
ment de 1970. Désormais, on n’accepterait plus que les 
années financières commencées le 11 avril de l’année de 
référence ou terminées au plus tard le 31 mars de 
l’année civile suivante. 


Les déclarations produites selon l’année civile sont les 
plus fréquentes; en 1970, les établissements qui ont 
présenté des déclarations pour des années terminées en 
décembre on représenté 73 % des livraisons des pro- 
duits de propre fabrication (70.0 % en 1978). 


Un aperçu des “définitions des petits établisse- 


ments” figure aux pages 40 à 44 de la publication 31-528 
dont il est fait mention plus haut. 


c) Répercussions des déclarations des petits établissements 


sur les statistiques du combustible et de l'électricité 


Comme il est mentionné dans les “Notes explicatives”, 
au recto de la couverture arrière, les renseignements 
concernant le coût du combustible et de l’électricité ne 
sont pas recueillis séparément auprès des petits établis- 
sements mais sont compris, depuis 1970, dans le coût 
des matières et fournitures. Bien que cette pratique 
n’influe pas sur le calcul de la valeur ajoutée, elle 
entraine une sous-estimation de la valeur du combus- 


small establishments account for a significant pro- 
portion of the total. In fact, “nil” entries may 
appear in the column for “Cost of Fuel and 
Electricity”, a somewhat unrealistic situation in an 
era of rapidly increasing costs for these items. 
Readers are cautioned, therefore, in their use of 
these data. 


(d) Imputation of Man-hours and Employees for Small 
Establishments 


As indicated in the ‘““Explanatory Notes”, beginning 
with 1970 data, employees in small establishments 
have been imputed from reported salaries and 
wages; this also applies to man-hours paid. The 
following is a brief explanation of the method of 
imputation for man-hours and employees in small 
establishments: 


(1) The number of man hours paid is calculated by 
dividing the wages and salaries reported by the 
estimated average hourly earnings for the rele- 
vant industry and province. 


(2) The number of man-hours worked is calculated 
using the appropriate ratio of man-hours 
worked to man-hours paid. 


(3) The number of employees is calculated using 
the appropriate average man-hours paid per 
year. (If the total man-hours paid for an 
establishment is the equivalent of less than 0.5 
employees per year, then no employees are 
imputed but the man-hours figures are retained 
for the industry.) 


(4) Total employees are distributed into male and 
female using relevant ratios. All employees are 
considered to be production workers engaged in 
manufacturing activity except in the case of 
SIC 288, publishing only, where they are con- 
sidered to be administrative, office and other 
non-manufacturing employees. 


Although small establishments accounted for 
53.3% of the total number of establishments in 1978, 
their wages and salaries were only 5.8%, and their ma- 
nufactured shipments only 3.7%, of the totals for all 
manufacturing. The number of employees for these 
establishments, based on the imputation procedures 
described above, was 152,424 or 8.5% of all employees 
accounted for in the 1978 Census of Manufactures. 


(e) Deletion of Establishments Without Employees 


Because of difficulties in maintaining effective sur- 
vey coverage of the universe of small establishments 
having no paid employees, unincorporated estab- 
lishments in this category having less than a 
minimum value of shipments as shown by the 1974 
Census of Manufactures were dropped commencing 
with the 1975 Census of Manufactures. The large 
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tible et de l'électricité dans les industries et les 
provinces où les petits établissements représentent une 
proportion importante du total. De fait, les répondants 
peuvent avoir inscrit “néant” dans la colonne “coût du 
combustible et de l’électricité”, ce qui constitue une 
situation quelque peu irréelle en cette période 
d’augmentation rapide des prix. Ces données sont donc 
sujettes a caution. 


d) Imputation des années-homme et des effectifs des 
petits établissements 


Comme il est mentionné dans les “Notes explicatives” a 
partir de 1970, les effectifs des petits établissements 
sont imputés à partir des traitements et salaires 
déclarés; cette régle s’applique également aux heures- 
homme rémunérées. Voici une bréve explication de la 
méthode utilisée pour imputer les heures-homme et les 
effectifs des petits établissements: 


(1) Le nombre d’heures-homme est établi en divisant 
les traitements et salaires déclarés par les gains 
horaires moyens estimés dans l’industrie ou la pro- 
vince en question. 


(2) Le nombre d’heures-homme travaillées est calculé 
à l’aide du rapport entre les heures-homme travail- 
lées et les heures-homme rémunérées. 


(3) Le nombre de salariés est établi à partir de la 
moyenne annuelle des heures-homme rémunérées. 
(Si le le total des heures-homme rémunérées d’un 
établissement équivaut à moins de 0.5 salarié par 
année, aucune imputation n’est faite, mais on 
conservera le chiffre des heures-homme rémunérées 
au niveau de l’industrie.) 


(4) Le nombre total de salariés est réparti selon le sexe 
à l’aide des rapports appropriés. Tous les salariés 
sont considérés comme étant des travailleurs de la 
production participant à l’activité manufacturière, 
a l’exception de ceux de la classe 288 de la CAE 
“Edition seulement”, qui sont des employés admi- 
nistratifs, de bureau et autres non préposés à la 
fabrication. 


Bien que les petits établissements représentaient 
53.3 % du nombre total d'établissements en 1978, leurs 
traitements et salaires n’ont atteint que 5.8 %, et leurs 
livraisons manufacturières 3.7 %, de ceux de toute l’acti- 
vité manufacturière. L’effectif de ces établissements, cal- 
culé à partir des méthodes d‘imputation présentées ci- 
dessus, s’est chiffré à 152,424 ou 8.5 % de tous les salariés 
déclarés au recensement des manufactures pour 1978. 


e) Suppression des établissements sans salariés 


Comme il était difficile de prendre en compte tout 
l'univers des petits établissements qui n’avaient aucun 
effectif salarié, on a éliminé du recensement des 
manufactures pour 1975 les établissements non cons- 
titués en société de cette catégorie dont la valeur des 


livraisons était inférieure à celle indiquée par le 
recensement des manufactures pour 1974. L’influence 


drop in establishment numbers, reflecting deletion 
of about 1,400 establishments which accounted for 
only 0.03% of the shipments of all establishments 
in 1974, continued to be largely reflected in the 
1978 Census. The treatment of such establishments 
is currently under review. 


(f) Changes in Data on Working Owners and Partners 
and Withdrawals 


Questions on the number of working owners and 
partners were dropped from the short form (for 
small establishments) in 1970. A study of past data 
showed that, for each establishment reporting 
withdrawals, it would be sufficiently accurate to 
impute one working owner for each establishment 
classified as an “individual ownership” and two 
working owners or, partners for each establishment 
classified as a “partnership”. (By definition, 
working owners and partners do not exist in the 
other types of business organization.) Due to 
difficulties in collecting consistent, reliable infor- 
mation on withdrawals, this question was deleted 
from both the long and short forms in 1975 (the 
data themselves were last published for 1972). 
Beginning with 1975, the imputation of numbers of 
working owners and partners for short-form re- 
spondents has been made solely on the basis of 
type of organization. This change results in an 
apparent increase in the number of working owners 
and partners as, in the past, not every establishment 
classified as an individual ownership or a partner- 
ship reported withdrawals every year. Numbers of 
working owners and partners for long-form re- 
spondents (sent to large establishments) have been 
taken as reported for all years. 


(g) Changes in “Cost of Materials, Supplies and 
Goods for Resale” 


Effective with the year 1976, the “Cost of mate- 
rials, supplies and goods for resale’? shown under 
Total Activity reflects a slight change in methods. 
Previously this statistic included purchases of goods 
for resale in the same condition as purchased; now 
cost of goods sold with respect to such activity is 
included instead, thus removing the effect of changes 
in inventories of such goods on the cost of materials 
reported. (“Value added, total activity”, was 
always calculated so as to exclude distortions from 
fluctuations in these inventories.) 


Confidentiality of Data for Individual Businesses 


Statistics Canada is prohibited by law from 
publishing any statistics which would divulge infor- 
mation relating to any indentifiable business without 
the previous consent in writing of that business. In 
practice, this means that, for the Census of Manu- 
factures, no data except for number, type and location 
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des quelque 1,400 établissements ainsi éliminés, qui 
intervenaient pour seulement 0.03 % des livraisons de 
tous les établissements en 1974, a continué de se faire 
fortement sentir au recensement pour 1978. Le cas de 
ces établissements est présentement à l'étude. 


f) Modifications apportées aux données sur les proprié- 
taires et associés actifs et retraits 


À partir de 1970, les questions relatives aux proprié- 
taires et associés actifs ont été supprimées de la formule 
abrégée (destinée aux petits établissements). En re- 
voyant les données antérieures, nous avons constaté 
que, dans le cas des établissements déclarant des 
retraits, il suffirait d’imputer un propriétaire actif à 
chaque établissement “à propriétaire unique”? et deux 
propriétaires ou associés actifs à chaque “société en 
nom collectif”. (Par définition, les propriétaires et 
associés actifs n’existent pas dans les autres genres 
d’entreprise.) Etant donné qu’il est difficile de recueillir 
des renseignements uniformes et fiables sur les retraits, 
cette question a été supprimée en 1975 des question- 
naires longs et abrégés (les données ont été publiées 
pour la dernière fois en 1972). À partir de 1975, le 
nombre de propriétaires et d’associés actifs, dans le cas 
des enquétés sur la formule abrégée, est imputé unique- 
ment selon la forme juridique. Cette modification se 
traduit par une augmentation apparente du nombre 
de propriétaires et d’associés actifs puisque, dans le 
passé, les établissements “à propriétaire unique” et ceux 
classés comme “société en nom collectif” n’ont pas 
tous déclaré des retraits chaque année. Pour les enqué- 
tés utilisant la formule longue (envoyée aux grands 
établissements), le nombre de propriétaires et d’associés 
actifs est recueilli comme par les années précédentes. 


g) Modifications apportées au ‘‘coût des matières, des four- 
nitures, et des marchandises destinées à la revente”? 


À compter de 1976, le “Coût des matières, des fourni- 
tures et des marchandises destinées à la revente” 
montré sous la catégorie de l’activité totale reflète un 
léger changement de méthode. Auparavant cette statis- 
tique comprenait les achats de marchandises pour la 
revente en l’état; maintenant le coût des marchandises 
vendues en ce qui concerne l’activité totale est désor- 
mais compris à la place, de façon à éliminer l’effet des 
changements dans les inventaires de telles marchandises 
sur le coût des matières. (“La valeur ajoutée, activité 
totale a toujours été calculée de façon à exclure les 
distortions entrainées par les fluctuations dans les 
inventaires’’.) 


Confidentialité des données présentées par les entreprises 
particuliéres 

La loi interdit 4 Statistique Canada de diffuser 
des données qui pourraient servir 4 identifier une entre- 
prise, sans avoir obtenu au préalable l’autorisation écrite 
de cette derniére. Du point de vue pratique, cela 
signifie qu’aux fins du recensement des manufactures, 
aucune donnée, à l’exception du nombre, du genre et de 


of establishments are shown for industrial or geogra- 
phic aggregations composed of fewer than three 
companies or of three or more if these are dominated 
by one or two companies. The names, addresses and 
employment size codes of large establishments classi- 
fied to individual manufacturing industries are pub- 
lished in the relevant Census of Manufactures industry 
report. 


In order to provide a systematic publication 
pattern which will prevent indirect (or residual) dis- 
closure of information relating to individual establish- 
ments, choices must often be made between the 
publication or suppression of different levels of indus- 
trial or geographic data. Such decisions are made in 
accordance with an order of precedence designed to 
provide as detailed data as possible consistent with 
provisions of the Statistics Act and with requirements 
for industrial and regional analysis. Thus, for individual 
industries, Canada is given precedence over provinces. 
Within provinces or regions, two-digit industry groups 
are normally given precedence over their component 
three- and four-digit industries. 


Where a choice must be made between publi- 
cation of three-digit industry and one or more of its 
constituent four-digit industries, factors such as the 
economic significance of the industry in the province or 
region and maintenance of historical continuity are 
taken into consideration. For example, a four-digit 
industry (e.g., SIC 2513, Sawmills and Planing Mills) 
may be given preference over its three-digit “parent” 
(SIC 251, Sawmill, Planing and Shingle Mills) because 
the former is considered more meaningful and there is 
relatively little difference between the total for SIC’s 
2513 and 251. 


Additivity of Data 


The user is cautioned against adding data from 
Table 3 or the equivalent regional and provincial tables 


in a manner resulting in double counting. In order to 
maximize the amount of data publishable within the 
confidentiality provisions of the Statistics Act, sta- 
tistics are shown not only for three-digit industries but 
for as many of their four-digit components as possible. 
Care must therefore be taken, when adding data to the 
two-digit level, not to add figures for both three-digit 
industries and their four-digit components. 


More Recent Data 


A summary report of this nature is necessarily 
less up-to-date than the reports on individual indus- 
tries, issued one by one as data on particular industries 
become complete for the current Census of Manu- 
factures. Prior to release of each report, advance 


XVli 


lemplacement des établissements, n’est publiée sur des 
groupements industriels ou géographiques de moins de 
trois entreprises ou de trois entreprises ou plus que 
dominent une ou deux sociétés. Le nom, l’adresse et le 
code de taille d’effectif des grands établissements faisant 
partie des industries manufacturières particulières figurent 
dans la publication appropriée du recensement des manu- 
factures. 


Afin de produire une méthode systématique de 
publication des données qui empêche la divulgation 
indirecte (ou par recoupement) de renseignements relatifs 
aux établissements particuliers, on doit souvent choisir 
entre la diffusion ou la suppression de divers niveaux de 
données industrielles ou géographiques. À cette fin, on a 
conçu un ordre de priorité nous permettant de produire 
quand même des données très détaillées qui respectent les 
dispositions de la Loi sur la statistique et les besoins en 
analyse au niveau de l’industrie ou de la région. Pour ce 
qui est des industries particulières, les données pour le 
Canada ont priorité sur celles des provinces. Dans le cas 
des provinces et des régions, les statistiques des groupes 
d'industries à deux chiffres passent habituellement avant 
celles de leurs composantes à trois et quatre chiffres. 


Si l’on doit choisir entre les données d’une industrie 
à trois chiffres et celles d’une ou de plusieurs de ses 
composantes à quatre chiffres, on tient compte, entre 
autres choses, de l’impact économique de cette industrie 
dans la province ou la région et de la continuité 
chronologique des données. Ainsi, une industrie à quatre 
chiffres (par ex., CAE 2513, “Scieries et ateliers de 
rabotage”’) peut avoir priorité sur l’industrie mère (CAE 
251, “Scieries, ateliers de rabotage et usines de bar- 
deaux’’) du fait qu’elle soit plus représentative et qu’on ne 
constate qu’une différence relativement faible entre les 
totaux de la classe 251 et ceux de la sous-classe 2513. 


Caractère additif des tableaux 


Le lecteur devra veiller à ne pas compter certaines 
données en double en additionnant les données du tableau 
3 ou celles des tableaux provinciaux et régionaux corres- 
pondants. Dans le but d’accroître le nombre de données 
publiables tout en respectant les exigences de confiden- 
tialité de la Loi sur la statistique, on a produit des 
statistiques non seulement pour les industries à trois 
chiffres, mais également pour le plus grand nombre 
possible de leurs composantes à quatre chiffres. On doit 
donc prendre garde, lorsque l’on additionne des données 
relatives aux industries à deux chiffres, de ne pas inclure 
les chiffres se rapportant aux industries à trois chiffres et à 
leurs composantes à quatre chiffres. 


Statistiques plus récentes 


Un bulletin récapitulatif comme celui-ci ne peut 
évidemment pas donner de statistiques aussi récentes que 
les publications consacrées aux industries particulières, qui 
paraissent au fur et à mesure que les données du 
recensement des manufactures pour une industrie sont 


summary information on individual industries is pu- 
blished in the Statistics Canada Daily. 


Current estimates of the values of shipments of 
goods of own manufacture are published each month 
in Inventories, Shipments and Orders in Manufacturing 
Industries (Catalogue 31-001). Along with estimated 
values of inventories and orders where applicable, the 
shipments values are published in that report for the 20 
industry groups within the manufacturing industry and 
for 93 three-digit or four-digit manufacturing indus- 
tries. Among other series in the publication are 
estimates of the total values of shipments of goods of 
own manufacture in all provinces except Prince 
Edward Island and the Territories and for many 
industry groups within the provinces. These preliminary 
estimates, based on a monthly survey of manufacturers, 
are available about six weeks after the end of the 
month of reference. Each year when annual Census of 
Manufactures data become available, all series are 
adjusted to the new census totals. 


Data in CANSIM 


Selected data on the principal statistics as pu- 
blished in this report are available in CANSIM. 


(a) Data for Canada only is available for the years 1961 
to 1971 based on the 1960 SIC (CANSIM matrices 
3300 to 3318). 


(b) Data for Canada, the provinces and for the Atlantic 
and Prairie regions is available for the years 1970 to 
the most current year, based on the 1970 SIC 
(CANSIM matrices 7481 to 7710). 


(c) Starting with the 1974 Census of Manufactures 
data, the quantities and values of purchased fuel 
and electricity used by industry by province are 
also available in CANSIM (matrices 7711 to 7940). 
These figures are a breakdown by commodity of 
the “cost of fuel and electricity’’ figures shown in 
this publication. Information is available on quanti- 
ty and value of the following fuels: 


— coal and coke 

— natural gas 

— gasoline 

— kerosene, stove oil (No. 1 fuel oil) 

— diesel oil 

— light fuel oil (No.’s 2 and 3) 

— heavy fuel oil (No.’s 4, 5 and 6) 

— liquefied petroleum gases (propane, butane, etc.) 
— electricity purchased (including service charge) 
— other fuels (value only) 


These statistics are published in the new annual 
publication,Consumption of Purchased Fuel and Elec- 
tricity by the Manufacturing, Mining and Electric 
Power Industries (Catalogue 57-208). 


complètes. Avant la sortie de chaque bulletin, des rensei- 
gnements préliminaires sur les industries particuliéres sont 
publiés dans le Quotidien de Statistique Canada. 


Les estimations courantes de la valeur des livraisons 
de produits de propre fabrication paraissent chaque mois 
dans la publication Stocks, livraisons et commandes des 
industries manufacturières (n° 31-001 au catalogue). 
Outre les estimations de la valeur des stocks et des 
commandes, la publication présente la valeur des livraisons 
des 20 groupes d’industries du secteur manufacturier et 
des 93 industries manufacturières à trois ou quatre 
chiffres. Les autres séries de la publication illustrent la 
valeur estimative totale des livraisons de produits de 
propre fabrication dans toutes les provinces, sauf à 
l’Île-du-Prince-Édouard et les Territoires et pour de nom- 
breux groupes d’industries dans les provinces. Ces estima- 
tions préliminaires, qui sont fondées sur une enquéte 
mensuelle menée auprés des fabricants, sortent environ six 
semaines après la fin du mois de référence. Chaque année, 
lors de la parution des données du recensement des manu- 
factures, toutes les séries sont rectifiées selon les nouveaux 
totaux obtenus. 


Données introduites dans le système CANSIM 


Certaines statistiques principales du présent bulletin 
peuvent être extraites du CANSIM. 


a) Les données se rapportant au Canada seulement peu- 
vent être obtenues pour les années 1961 à 1971 selon la 
CTI de 1960 (matrices CANSIM 3300 à 3318). 


b) Les données relatives au Canada, aux provinces ainsi 
qu’aux régions de l’Atlantique et des Prairies sorit 
disponibles à partir de 1970 selon la CAE de 1970 
(matrices CANSIM 7481 a 7710). 


c) A partir du recensement des manufactures de 1974, les 
données sur la quantité et la valeur du combustible et 
de l’électricité achetés et utilisés par l’industrie selon la 
province figurent également dans CANSIM (matrices 
7711 à 7940). Ces chiffres constituent une ventilation 


de la rubrique “coût du combustible et de l’électricité”? 
que renferme cette publication. On peut également 
obtenir des renseignements sur la quantité et la valeur 
des combustibles suivants: 


— charbon et coke 

— gaz naturel 

— essence 

— kéroséne, mazout pour poêle (mazout n° 1) 

— huiles diesel 

— mazout légers (n°S 2 et 3) 

— mazout lourds (n°S 4, 5 et 6) 

— gaz de pétrole liquéfiés (propane, butane, etc.) 
— électricité achetée (y compris le coût de service) 
— autres combustibles (valeur seulement) 


Ces statistiques paraissent dans la nouvelle publication 
annuelle intitulée Consommation de combustible et 
d'électricité achetés dans les industries manufacturières et 
minières et l'industrie des services d'électricité (n° 57-208 
au catalogue). 


Census of Manufactures Computer Tapes 


Principal statistics of the Census of Manufactures 
are available for Canada and the provinces on user- 
supplied computer tape from the Manufacturing and 
Primary Industries Division. The tape available contains 
data for Canada, the provinces, the Atlantic region, the 
Prairie Region and the Yukon and Northwest Terri- 
tories for the years 1961 to 1971, inclusive, on the 
1960 SIC basis (including modifications) and for the 
years from 1970 to the current data on the 1970 SIC 
basis. Data available on the tape are those published in 
the main tables of this report, by industry and industry 
group. 


For further information concerning these tapes 
and their cost, contact the Regional Statistics Unit, 
Manufacturing and Primary Industries Division, Statis- 
tics Canada, Ottawa, K1A OT6 (telephone: 992-7328). 


Bandes d’ordinateur produites à partir du recensement des 
manufactures 


La Division des industries manufacturières, et pri- 
maires reproduira sur une bande que lui fournira l’utilisa- 
teur les statistiques principales du recensement des manu- 
factures pour le Canada et les provinces. Les chiffres se 
rapportent au Canada, aux provinces, à la région de 
P Atlantique et des Prairies ainsi qu’au Yukon et aux terri- 
toires du Nord-Ouest, pour la période allant de 1961 à 
1971 inclusivement et sont fondés sur la CTI de 1960 (y 
compris les modifications); les statistiques de 1970 jus- 
qu’aux données actuelles ont pour base la CAE de 1970. 
Les données sur bande sont tirées des principaux tableaux 
de cette publication, selon l’industrie et le groupe d’indus- 
tries. 


Pour plus de renseignements sur ces bandes et leur 
prix, veuillez vous adresser à la Sous-Section de la statis- 
tique régionale, Division des industries manufacturières 
et primaires, Statistique Canada, Ottawa K1A OT6 (télé- 
phone: 992-7328). 
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TABLE I. Impact of Improved Survey Coverage on 1978 Survey Results 


TABLEAU I. Conséquences de l’amélioration du champ d’observation sur les résultats de l’enquête de 1978 


Total value added 


Establishments Manufactured shipments Total employees 


Établissements Livraisons manufacturières Total des salariés Valeur ajoutée totale 
Percentage Percentage Percentage Percentage 
Due to improved Due to improved Due to improved Due to | improved 
improved | coverage improved coverage improved | coverage improved | coverage 
coverage of total coverage of total coverage of total coverage | of total 
= = = = Total = = Se = 
Meilleur Meilleur Meilleur Meilleur Meilleur Meilleur Meilleur | Meilleur 
champ champ champ champ champ champ champ champ 
d’observa- | d’observa- d’observa- | d’observa- d’observa- | d’observa- d’observa- | d’observa- 
tion tion en tion tion en tion tion en tion tion en 
pourcentage pourcentage pourcentage jpourcentage 
Code du total du total du total du total 


ie number — nombre number — nombre 
20 Major industry groups 


20 grands groupes d’industries 


1 Food and beverage industries — Indus- 
trie des aliments et boissons. . . .. 4,535 390 8.6 | 21,955,726 380,335 17 229,906 3,690 1.6 | 7,463,167 85,851 12 
3 Rubber and plastics products indus- 
tries — Industrie du caoutchouc, 
produits en plastique. . ....... 938 133 14.2 3,059,906 93,039 3.0 60,455 1,918 3.2| 1,540,584 40,954 2 
4 Leather industries — Industrie du cuir 407 30 7.4 848,962 7,070 0.8 24,415 252 1.0 422,907 3,207 0.8 
5 Textile industries — Industrie textile 914 97 10.6 3,403,350 50,897 15 67,808 1,281 1.9 | 1,498,008 19,282 13 
6 Knitting mills — Bonneterie , ..... 273 14 sil 711,796 10,053 1.4 20,003 229 soil 334,487 3,396 1:0 
7 Clothing industries — Industrie de 
l'habillement ie em me 2,074 200 9.6 3,114,860 99,254 3:2 99,517 4,590 4.6| 1,605,907 57,334 3.6 
8 Wood industries — Industrie du bois 2,928 352 12.0 7,476,619 179,015 2.4 119,004 3917 2.8 | 3,549,741 715319 | 22 
9 Furniture and fixtures industries — 
Industrie du meuble et des articles 
-AMCUDIEMEN TE EEE 1,964 267 13.6 1,703,827 62,359 37. 46,613 1,767 3.8 900,483 30,478 3.4 
10 Paper and allied industries — Industrie 
du papier et activités annexes. . .. 699 34 4.9 10,197,285 32,390 0.3 126,783 S14) 0.4] 4,564,847 12,897 0.3 
11 Printing, publishing and allied indus- 
tries — Imprimerie, édition et acti- 


VILÉSANNEXES MERE MEN © 3,756 438 1487 4,089,680 104,897 2.6 98,037 2,904 3.0} 2,635,354 SD oo 2:0 
12 Primary metal industries — Première 

transformation des métaux ..... 402 20 5.0] 10,119,542 31,435 0.3 121,996 546 0.4| 4,347,605 15,587 0.4 
13 Metal fabricating industries — Fabri- 

cation de produits en métal..... 4,496 641 14.3 8,464,875 321,692 3.8 156,665 6,696 4.3| 4,381,864 157,948 3.6 
14 Machinery industries — Fabrication 

démachines ME so tele £323 157 11.9 5,037,502 143,096 2.8 92115 2,395 2.6| 2,720,441 66,760 25 
15 Transportation equipment  indus- 

tries — Fabrication d'équipement 

de‘transporf. "4... 0 1,078 163 151 18,022,888 147,895 0.8 178,636 2,893 1.6| 6,469,376 64,332 1.0 
16 Electrical products industries — Fabri- 

cation de produits électriques. . .. 966 147 152 5,435,292 121,465 22 114,279 2,724 2.4| 3,178,007 56,810 1.8 
17 Non-metallic mineral products indus- 

tries — Produits minéraux non mé- 

talliqg Neste, FS a0 Le ee one 1,516 261 17.2 3,602,657 153,846 4.3 55,843 2,291 4.1| 1,978,295 75,369 3.8 
19 Chemical and chemical products in- | 

dustries — Industrie chimique. . . . 1,189 131 11.0 7,591,825 219783 2.9 84,786 1,540 1.8| 3,777,481 | 103,355 2 
20 Miscellaneous manufacturing indus- 

tries — Industries manufacturières 

GIVETSES: $55 piece Re ane, ER 2,376 339 14.3 2136112 95,045 375 64,829 2,401 3.7| 1,574,546 46,674 3.0 


(2+18)| Tobacco plus petroleum and coal 


products industries — Industries du 

tabac plus du pétrole et du charbon 129 6 4.7 11,445,855 3,964 = 29,161 210 0.7} 1,691,510 1,963 0.1 

Manufacturing industries — Total — 

Industries manufacturières . . . . 31,963 3,820 12.0 | 129,019,220] 2,257,481 1.7 | 1,790,849 42,161 2.4 |54,634,611 | 973,309 1.8 
Province and territory 
Province et territoire 
Newfoundland — Terre-Neuve. . ... 269 43 16.0 840,982 14,391 197 16,127 303 1.9 394,845 4,838 12 
Prince Edward Island — Île-du-Prince- 

Édouard ORNE RE NS 130 18 13.8 171,451 5,365 Sal 2,781 161 5.8 63,445 2,136 3.4 
Nova Scotia — Nouvelle-Écosse . . . . 714 74 10.4 2,719,913 37,966 1.4 36,219 899 25 961,438 E2155 1.8 
New Brunswick — Nouveau-Brunswick 579 70 12.1 2,434,849 28,136 12 31,267 652 2.1 782,601 12,220 1.6 
QUÉPEC TES cin Ronin PE asters ~ 9,701 PSL 11.9| 33,272,837 760,069 23 523,529 15,324 2.9 114,633,193 | 309,278 24 
ONTATIO EL ee more 13,079 1,496 11.4! 65,111,869 815,433 153 880,806 16,492 1.9 |27,787,323 | 372,448 1.3; 
Manitobar somone oat eee 1,263 119 9.4 3,277,879 54,157 fe 53,358] 1,077 2.0} 1,338,676 20,679 15 
Saskatche wanes Lee eiehs 676 73 10.8 1,513,768 22,218 LES 19,215 428 2.2 567,984 11,161 2.0 
Albertac. at aims AM te ER RÉ 2,050 264 12.9 7,429,273 283,380 3.8 73,669 2,869 3.9} 2,544,160 | 125,482 4.9 
British Columbia — 

Colombie-Britannique ........ 3,478 506 14.5 12,225,848 235,248 1.9 153,616 3,905 251052552853 97,281 1.8 
Yukon and Northwest Territories — 

Yukon et Territoires du Nord-ouest 24 6 25.0 20,551 1,118 5.4 262 SE 19.5 8,092 630 7.8 

31,963 3,820| 12.0| 129,019,220} 2,257,481 é 1,790,849 42,161 54,634,611 | 973,309 
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TABLE II. Comparative Summary by Major Industry Group, 1978 and 1977 
TABLEAU II. Sommaire comparatif par groupe majeur d’industries, 1978 et 1977 


Manufactured shipments 


Increase or 


= (decrease) 
Major industry group Livraisons manufacturiéres - 
= eee Accroissement 
Groupe majeur d’industries ou 
1978 1977 (décroissement) 
$000 GA 
Canada 
Food and beverage industries — Industrie des aliments et boissons. . . . . . . ....... 21,955,726 18,901,593 16.2 
Tobacco products industries — Industrie du tabac. . . . . . ......... ....... 996,429 942,583 57 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 3,059,906 2,532,361 20.8 
Peatherandusines Industrie dUrCUi = 6 atta ee 6 LR mE nt ae pa red 848,962 688,839 23.2 
Mextileindustries: Industrie textile... MMV Ge nn een rene ir 3,403,350 2,955,433 15.2 
Knitting nmiliss"Bonneterie meer cr ren a ee BS tee 711,796 637,937 11.6 
Clothing industries = Industrie de l'habillement. M. 0.65622 ss tee 3,114,860 2,662,395 17.0 
Wood industties — mdusee du'bois. |... ARE nn die cases à à à re à 7,476,619 5,952,465 25.6 
Furniture and fixture industries — Industrie du meuble et des articles d’ameublement . . 1,703,827 1,456,511 17.0 
Paper and allied ‘industries — Industrie du papier et activités annexes . . . . ........ 10,197,285 8,937,685 eI 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . 4,089,680 3,512,897 16.4 
Primary metal industry — Premiére transformatio ÉUUR EE RSR en ein 10,119,542 8,201,473 23.4 
Metal fabricating industries — Fabrication de produits en métal. ...... TT .... 8,464,875 7,234,836 17.0 
Machinery industries — Fabrication de machines. ....................... 5,037,502 4,159,762 21e 
Transportation equipment industries — Fabrication d'équipement de transport . . . . .. 18,022,888 15,064,813 19.6 
Electrical products industries — Fabrication de produits électriques. . . . . . .. Le een 5,435,292 4,860,023 11.8 
Non-metallic mineral products industries — Produits minéraux non métalliques . . . . .. 3,602,657 2,990,944 20.5 
Petroleum and coal products industries — Produits du pétrole et ducharbon........ 10,449,426 8,532,666 2255 
Chemical and chemical products industries — Industrie chimique .............. 7,591,825 6,431,471 18.0 
Miscellaneous manufacturing industries — Industries manufacturières diverses....... 2,180 102 2,225,270 23.0 
HOUR Er CRM Er. Lee OR A ee Ce Se ee re nr à 129,019,220 108,881,959 18.5 
Newfoundland — Terre-Neuve 
Food and beverage industries — Industrie des aliments et boissons. . . . .......... 369,259 309,834 19,2 
TRobaccoiproductsundustries "Industrie duntabac sn. ee vote vn © fortes ei ere wer ie eee x x X 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique = = = 
Meathemindisctries Industrie du CUITE Cet: à M eae ln ie ee Te x x x 
Textileundustries "Industrie textile: ee eee Gee ne en 245 x x 
Knitting mills —sBOnneterie. ye vers ye Pete acs ce nn 55 toe oer st it Gr ie Smart = nS = 
Glothinovindustties “Industrie de lthabillement yr ce. Git feos een ot = = = 
Woodindustries —industricld UW DOIS. Eee ce ee ere 17,140 13,759 24.6 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement . . x 786 x 
Paper and allied industries — Industrie du papier et activités annexes . . . . ........ x x x 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . X 14,585 x 
Primary metal industry — Première transformation des métaux ............... = = = 
Metal fabricating industries — Fabrication de produits en métal............... 18,053 x x 
Machineryndustriest— wb abrication deanachines en ee on. à x x x 
Transportation equipment industries — Fabrication d’équipement de transport. . . . .. X 10,436 x 
Electrical products industries — Fabrication de produits électriques. . ........... - X = x 
Non-metallic mineral products industries — Produits minéraux non métalliques..... . 26,865 22,881 4 
Petroleum and coal products industries — Produits du pétrole et du charbon........ x x x 
Chemical and chemical products industries — Industrie chimique .............. 57,261 59,346 (3.5) 
Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . .. 2,520 2,153 17.0 
MRO Calton to ete: AN CMOS. ORNE Cu cope Na enr ane 840,982 697,466 20.6 
Prince Edward Island — Île-du-Prince-Édouard 
Food and beverage industries — Industrie des aliments et boissons. . . ........... 133,663 104,765 27.6 
Mobaccoiproducts moustries-Industnie dutabace eh he ois * — = — 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique = = = 
eathemindustries —.Industricrd uc CUins <n. «. EE MR. ed creme sue x x x 
mextiemmdusines = AIndustre textile CRETE E  n cc X x x 
Knittinenulls 1 UO. eee Geren. o ott 5 cn hace eo = - - 
Giothingsindustries—slndustrie de habilement pw. 0< 2 persue nae — — — 
Woodiindustries Industrie duDOis 2 8 RL eee PET 7,153 3,381 111.6 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement . . 194 61 218.2 
Paper and allied industries — Industrie du papier et activités annexes . . .. ........ — = = 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . 6,181 x x 
Primary metal industry — Première transformation des métaux ............... — = = 
Metal fabricating industries — Fabrication de produits en métal. .............. x x x 
Machinery industries — Fabrication de machines. . ...................... 3,702 225173 43.9 
Transportation equipment industries — Fabrication d'équipement de transport . . . . .. 4,673 x x 
Electrical products industries — Fabrication de produits électriques............. x as x 
Non-metallic mineral products industries — Produits minéraux non métalliques..... . 1,841 1,407 30.9 
Petroleum and coal products industries — Produits du pétrole et ducharbon........ = = = 
Chemical and chemical products industries — Industrie chimique .............. 8,074 x x 
Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . .. 1,164 x x 
GRUP Ss oa 3A igh 318 55'S 5G PES AO ee lS hy ES Le nent ee sduet 171,451 130,374 31.5 


sex 


Code 


TABLE II. Comparative Summary by Major Industry Group, 1978 and 1977 — Continued 


TABLEAU II. Sommaire comparatif par groupe majeur d’industries, 1978 et 1977 — suite 


Major industry group 


Groupe majeur d’industries 


Livraisons manufacturiéres 


Manufactured shipments 


1978 


Increase or 
(decrease) 
Accroissement 
ou 
(décroissement 
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Nova Scotia — Nouvelle-Écosse 


Food and beverage industries — Industrie des aliments et boissons ............. 
Tobacco; products mdustnies Industrie duitabacewa AN MERE TC ME EU ale 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
Éeatherimdusines=ndustrie (UCI +c) PRET RE CT et cd ours 
rextiemadustres=pindusttie texte PRE Rte, 
Knitting mills; Bonneterio RE ate ae eek kale trame Rome 
Glothingyndustniesi—sindustrie de habilement PE M alc cc. sce © cel ees 
Woodiindustriesi-seindustrie du bois ein. AAG eee MR eee emote ONE 
Furniture and fixture industries — Industrie du meuble et des articles d’ameublement . . 
Paper and allied industries — Industrie du papier et activités annexes. ........... 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . 
Primary metal industry — Première transformation des métaux ............... 
Metal fabricating industries — Fabrication de produits en métal............... 
Machmeryundustnes Fabrication de machines fas... 45 a Se eee ee ele cals 
Transportation equipment industries — Fabrication d’équipement de transport. ..... 
Electrical products industries — Fabrication de produits électriques ............ 
Non-metallic mineral products industries — Produits minéraux non métalliques..... . 
Petroleum and coal products industries — Produits du pétrole et du charbon ....... 
Chemical and chemical products industries — Industrie chimique . . ............ 
Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . . . 


New Brunswick — Nouveau-Brunswick 


Food and beverage industries — Industrie des aliments et boissons ............. 
Mobaccowproductsindustries—sindustrie dUMADAICR ER ee ce cle ie 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
eathenmindusines Industrie AU CUITE 0 EE CR TR CT & 
dextilemndustiies.—inGgustnestextile. PT ER CE Ce sn ce ee D Oo 
Knitting mis =, Bonne teric. ca ei. eee ee eee RL ne ee 
Clothing industries. Industrierde habillement cr 
Wood industrics!—Industiie du bOIS 2 TRACE CR io ce 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement . . 
Paper and allied industries — Industrie du papier et activités annexes. . .......... 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes . .. 
Primary metal industry — Première transformation des métaux ............... 
Metal fabricating industries — Fabrication de produits en métal .............. 
Machinery industries — Fabrication de machines ........ PR PAPA oy xO ee 
Transportation equipment industries — Fabrication d’équipement de transport. . . ... 
Electrical products industries — Fabrication de produits électriques . .:+........ 
Non-metallic mineral products industries — Produits minéraux non métalliques. . . : .. 


Petroleum and coal products industries — Produits du pétrole et du charbon ....... 


Chemical and chemical products industries — Industrie chimique . ............. 
Miscellaneous manufacturing industries — Industries manufacturières diverses ...... 


OA l'es sis de eee eee de ‘ous ee M D ele à imite e ee eme om NaS es 


Québec 


Food and beverage industries — Industrie des aliments et boissons ............. 
Tobaccoyproductssindustries —sndustriedu tabacsee...... samen a cents EN ements 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
Keatherindusiries—Industrieid ui CUIR see ieee Gee cel see cw CT ci Oo 
Mextileindustres —Industie textile cme cielo) 0e à sae wn eon mon ae ke owe 
Knitting ymilist— BOnnCtCTIC ets toy sq ele ee eee 2 eh le <M eNom 
Clothing industries—sindustriede Ichabillement > 2... PR ne nomen one. 
Woodtindustrics—aIndustrieidw | bOIsiy paren ER RE RC Re 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement . . 
Paper and allied industries — Industrie du papier et activités annexes............ 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . 
Primary metal industry — Première transformation des métaux ............... 
Metal fabricating industries — Fabrication de produitsen métal .............. 
Machinery industries Fabrication de MAChINES A. ET cm Te 
Transportation equipment industries — Fabrication d'équipement de transport . . . . .. 
Electrical products industries — Fabrication de produits électriques ............ 
Non-metallic mineral products industries — Produits minéraux non métalliques. . . . .. 
Petroleum and coal products industries — Produits du pétrole et du charbon . ...... 
Chemical and chemical products industries — Industrie chimique . ............. 
Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . .. 


Total (seat Sue cola ee IR POE Oot al <0! 5) ssl Sooners 


xxii 


661,650 
x 
Xx 
xs 
45,780 
x 
2,706 
85,921 
8,756 
281,427 
47,466 


x 
68,677 
x 
159,175 
47,914 
43,075 
768,335 
x 
9,514 


2,719,913 


580,207 
x 
7 
x 

9,363 


x 
183,631 
20,970 
549,375 
34,736 
x 
63,951 
14,229 
x 
x 
79,433 
x 
52,271 
x 


2,434,849 


5,789,481 
439,320 
677,046 
328,826 

1,622,081 
446,640 

2,019,251 

1,358,868 
596,448 

3,401,682 

1,201,402 

2,787,223 

1,860,827 
785,291 

2,171,210 

1,444,006 
834,620 

2,937,785 

1,920,252 
650,576 


33,272,837 


518,222 
x 
X 
xX 
38,362 
xX 
2,678 
67,651 
9,562 
256,747 
41,171 


x 
52,901 
x 

135,503 
26,730 
33,385 

680,682 
55,819 

8,310 


2,201,480 


507,002 
x 
x 
x 
3,200 
x 


xX 

144,560 
15,601 

519,412 
29,662 
x 
51,819 
11,819 
xX 
33,471 
69,112 
xX 
42,115 
xX 


2,040,500 


4,934,881 
424,149 
579,747 
274,776 

1,419,239 
407,523 

1,745,789 

1,085,049 
503,427 

2,894,500 

1,039,622 

2,082,986 

1,620,520 
655,617 

1,635,455 

1,238,560 
743,959 

2,554,696 

1,628,459 
541,301 


28,010,255 


VA 
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TABLE II. Comparative Summary by Major Industry Group, 1978 and 1977 — Continued 


TABLEAU II. Sommaire comparatif par groupe majeur d'industries, 1978 et 1977 — suite 


Manufactured shipments Increase or 
M 


ajor industry group 


Groupe majeur d'industries 


Ontario 


Food and beverage industries — Industrie des aliments et boissons ............ 
Hopaécoproducts industries "Industrie dUHADAC EE CE Te ce ier attic > 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
Reatherindustries,sindustriesdu:Cuitmy.... PR LR ec cree 
Hexuiemaustries Industrie XUIC PR EME or el gts! a) reel 
Keonitine- miss Bonne tetera. PI em a ts Ge er ce mie ee ue 
Clothimemdustnes — Industrietdelihabillement EC M EEE CC EN ee 
Woodindusties=Industrie dUIDOIS oe ARE ee ie elec ses eee 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement. . 
Paper and allied industries — Industrie du papier et activités annexes ........... 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes . . . 
Primary metal industry — Première transformation des métaux .............. 
Metal fabricating industries — Fabrication de produits en métal .............. 
Machinerv industries Fabrication de machines..." ...... 
Transportation equipment industries — Fabrication d'équipement de transport ..... 
Electrical products industries — Fabrication de produits électriques . . . ......... 
Non-metallic mineral products industries — Produits minéraux non métalliques .... . 
Petroleum and coal products industries — Produits du pétrole et du charbon. . ..... 


| Chemical and chemical products industries — Industrie chimique ............. 


Miscellaneous manufacturing industries — Industries manufacturières diverses . . . . .. 


Manitoba 


Food and beverage industries — Industrie des aliments et boissons . . ........... 
Hobaccoiproducts industries Industrie dul tabaci items areas RE ee 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
Peatherindustricss— Industrie dU CURE CE 1 cei Te ene eee 
mextileindustries: Industrie tex lo sameeren ets acne ee nate ery oo 
Knitlin cami ispewBONNCLETIC..ssuche ee ne tte. ee se ava emacs see er char eet arate 
Clothingindustries —industrie:dedihabillementes so RER fsa sche 
WoodinagUStiics——sITduStiiesd uD OIS rane rite ee tents etka Stee) a lease us ue 
Furniture and fixture industries — Industrie du meuble et des articles d’ameublement. . 
Paper and allied industries — Industrie du papier et activités annexes ........... 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes . . . 
Primary metal industry — Première transformation des métaux .............. 
Metal fabricating industries — Fabrication de produits en métal .............. 
Machinery industries =Fabricationtde Machines ee... LL M ee 
Transportation equipment industries — Fabrication d'équipement de transport ..... 
Electrical products industries — Fabrication de produits électriques . . . . . ....... 
Non-metallic mineral products industries — Produits minéraux non métalliques . . . .. 
Petroleum and coal products industries — Produits du pétrole et du charbon . . ..... 
Chemical and chemical products industries — Industrie chimique ............. 
Miscellaneous manufacturing industries — Industries manufacturières diverses . . . . .. 


Saskatchewan 


Food and beverage industries — Industrie des aliments et boissons............. 
Mobacco productsindusiries!— industrie:dujtabac) ss. - 0. ha ee. 
Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 
Weathenindustties:— Industrie GUICUINp Er ier sis rire cc cie 
excilesindustres.—ndustriettextileng. sess) a sues 2e cisle ee eyes se se eee en 
Konitrinsanillst—aBonnetericram, ann Mo ee eee Deer ee leit) ee ee 
Clothingindusines=#Industrierde habilement De ee. 
Woodimdustriés "Industrie AUDOIS ER ER CT CU 
Furniture and fixture industries — Industrie du meuble et des articles d'ameublement. . 
Paper and allied industries — Industrie du papier et activités annexes ........... 
Printing, publishing and allied industries — Imprimerie, édition et activités annexes . . . 
Primary metal industry — Première transformation des métaux .............. 
Metal fabricating industries — Fabrication de produits en métal .............. 
Machinery industries = Fabrication de machines). "2h ss tite 
Transportation equipment industries — Fabrication d'équipement de transport ..... 
Electrical products industries — Fabrication de produits électriques . . .......... 
Non-metallic mineral products industries — Produits minéraux non métalliques . .... 
Petroleum and coal products industries — Produits du pétrole et du charbon ....... 
Chemical and chemical products industries — Industrie chimique ............. 
Miscellaneous manufacturing industries — Industries manufacturières diverses . . . . .. 


xxiii 


= (decrease) 
Livraisons manufacturières = 
Accroissement 
ou 
1978 1977 (décroissement) 
ER TA ie 
$7000 % 
8,556,531 7,473,541 14.5 
557,109 518,435 es 
1,982,807 1,646,409 20.4 
463,290 366,660 26.4 
1,602,257 1,390,455 152 
2135252 182,583 16.8 
754,687 614,264 229 
1,077,961 870,023 23:9 
867,824 742,844 16.8 
3,145,697 2,826,617 1183 
2,048,689 1,747,923 172 
5,903,759 4,937,234 19.6 
SAS 22 71 4,436,147 1558 
3,367,434 2,827,011 19.1 
14,577,361 12,429,614 MES 
3,586,882 3,245,249 10.5 
1,646,876 12370555 19.6 
3,378,011 2,604,641 29.7 
4,377,086 3,832,228 14.2 
1,889,083 1,516,070 24.6 
65,111,869 55,585,503 17.1 
1,093,976 985,190 11.0 
x x x 
x x x 
27,009 25,024 7.9 
23,254 18,490 25.8 
17,064 16,434 3.8 
188,529 158,954 18.6 
99,121 80,198 23.6 
70,975 62,426 127 
184,484 161,352 14.3 
152,792 137,160 11.4 
142,500 113,865 25.1 
262,776 213,890 22.9 
237,401 217,866 9.0 
201,913 174,057 16.0 
102,130 87,128 1722 
136,775 106,799 28.1 
x Re x 
94,269 81,649 15:5 
30,957 27,687 11.8 
3,277,879 2,816,856 16.4 
§59,194 486,593 14.9 
x x x 
x x x 
x x x 
1729 2,108 (18.0) 
22,103 22,963 (3.7) 
115,732 96,746 19.6 
3,148 2,413 30.5 
x x x 
65,645 56,436 16.3 
x x x 
76,981 61,856 24.5 
83,622 63,594 S155 
24,760 21,058 17.6 
27,633 35,005 (21.1) 
91,108 79,444 14.7 
x 143,723 x 
25,495 21,674 17.6 
9,900 9,064 9.2 
1,513,768 1,299,498 16.5 


TABLE II. Comparative Summary by Major Industry Group, 1978 and 1977 — Concluded 
TABLEAU II. Sommaire comparatif par groupe majeur d’industries, 1978 et 1977 — fin 
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Manufactured shipments Increase or 
Major industry group er nt ee 
fa Livraisons manufacturières — 
Groupe majeur d'industries Accroissement 
ie ou 
Code 1978 i 1977 (décroissement) 
| $"000 
Alberta 
il Food and beverage industries — Industrie des aliments et boissons ............. 2,424,229 2,059,479 dla 
2) IFFODACCO productsandustnes — Industrie Guy tabaci ec tee ne coe eh x x x 
3 Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique 81,280 70,723 14.9 
4, Eeatherindustrics sIndustried Wrcuit «7.0 saan MR. ER sew) we ah eee we ee 16,883 12,151 38.9 
5 Textileandustries' = Indust textile pr PAR al ae ay ah sthey a ah er Sl Ge Free 4 oD sil 60,114 §2,241 igi 
6 Knitting mulls ="Boniieteniens (ht an Lee step lorcet br wh've ay Cl x x x 
7 ~\Glothing industries =sIndustrie dedthabillémenti.ms = 0s. = «la. sao ne ey x x x 
8 Woodindustries =\Industriedu bois M: MM wk bo Tr De et 388,278 329,501 17.8 
9 Furniture and fixture industries — Industrie du meuble et des articles d'ameublement . . 69,443 58,936 17.8 
10 | Paper and allied industries — Industrie du papier et activités annexes............ 241,344 210,419 14,7 
11 | Printing, publishing and allied industries — Imprimerie, édition et activitiés annexes . .. 241,453 191,716 25.9 
12 | Primary metal industry — Première transformation des métaux ............... 374,697 292,072 28.3 
13 Metal fabricating industries — Fabrication de produits en métal ............... 443,223 339,269 30.6 
14 MiiMachineryandustries!—4 abr cation) deMMACNINES 84.5 tir a ae dde te al 240,071 155,846 54.0 
15 | Transportation equipment industries — Fabrication d'équipement de transport . . .. .. 190,224 166,315 | 14.4 
16 | Electrical products industries — Fabrication de produits électriques. . ........... 75,184 87,000 (13.6) 
17 Non-metallic mineral products industries — Produits minéraux non métalliques . . . . .. 460,184 336,514 36.8 
18 Petroleum and coal products industries — Produits du pétrole et du charbon. . . ..... 1,407,813 1,151,358 225 
19 Chemical and chemical products industries — Industrie chimique .............. 609,412 416,583 46.3 
20 Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . .. 51,666 43,480 18.8 
Motal aiid Ate Nh DEMO ROO or oh SRE oe ey a ee A ee ald dee 7,429,273 6,026,283 23.3 
British Columbia — Colombie-Britannique | 
1 Food and beverage industries — Industrie des aliments et boissons ............. 1,784,019 1,519,894 17.4 
2 obaccomproductsundustniesi— Industrie AUTADAC 14 ie i cle e) re oul aie ue x x 
3 | Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique x 57,776 x 
4 Leatherindustries= industrie dUICUITEE CRE CCE CDI Re at à x x x 
5 hex tilcandustricss—sindustlestextile. EE co rac eee ee 6s aKa Ce Cie ee BS 28,625 24.8 
Gre putes millse— I BONNCtCTIEN Lau. Men ME es aurea cme coches he) ome) cine x x x 
7a Clothingaindustriess— Industrie de lhabillementeme ee oes a el oe clas eee 71,788 63,504 13.0 
Sean aWoodsindustries.—sindustniewd DOIS:..& cite RE Rien carie eel ol ome 4,141,574 3,260,542 27.0 
9 | Furniture and fixture industries — Industrie du meuble et des articles d@ameublement . . 65,070 60,455 7.6 
10 | Paper and allied industries — Industrie du papier et activités annexes. ........... 2,061,165 1,789,664 152 
11 | Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . 273,870 248,815 10.1 
12 Primary metal industry — Première transformation des métaux ............... 623,798 529,940 1727 
13 | Metal fabricating industries — Fabrication de produits en métal ............... 558,935 441,766 25.4 
14), ||, Machinery industries: Fabrication de MACNINES M em eee + fe 297,393 219,230 35271 
15 | Transportation equipment industries — Fabrication d’équipement de transport...... 572,791 407,472 40.6 
16 | Electrical products industries — Fabrication de produits électriques... . . ........ 112,138 106,880 4.9 
17 | Non-metallic mineral products industries — Produits minéraux non métalliques . . . . .. 281,880 219,888 28.2 
18 | Petroleum and coal products industries — Produits du pétrole et du charbon. . ...... 877,844 749,305 1752 
19 | Chemical and chemical products industries — Industrie chimique . ............. 319,093 283,690 125 
20 Miscellaneous manufacturing industries — Industries manufacturières diverses. . . . . .. 68,592 58,351 12735, 
TOTAL RE PR ee acc orale ER de Le ane = ee ele vie 12,225,848 10,058,453 21.5 
Yukon and Northwest Territories — Yukon et Territoires du Nord-Ouest 
1 Food and beverage industries — Industrie des aliments et boissons ............. 3,517 2,191 60.5 
2, eLobaccovproductsundustries— Industrie du tabac EE heh tf her ah ts ee = - = 
3 Rubber and plastics products industries — Industrie du caoutchouc, produits en plastique — — = 
4 ))\ieathertindustrics-=sIndustrieiduicuirisncacts ces NE IE - — = 
S Textileundustries AINOUSTMIENORtIe MA 2e lee cie le lle tee re ale x x x 
6; PiiKinittinesmillsy=-Bonnetericmearws. in. MARIE RS RM Poe iol ol heck - ~ = 
ima Clothineindusisiess—industriedelhabillementin aaa o's MR t tt eet x x x 
SliWoodvndustres—sindustrieduboisemememet wenn. a...) o oteh oh Pemem a ehh het et ke 1,238 1,057 17.1 
9 | Furniture and fixture industries — Industrie du meuble et des articles d’ameublement . . x — x 
10 | Paper and allied industries — Industrie du papier et activités annexes............ — = a 
11 Printing, publishing and allied industries — Imprimerie, édition et activités annexes. . . . x x x 
12 Primary metal industry — Première transformation des métaux ............... — = = 
13 | Metal fabricating industries — Fabrication de produits en métal ............... x x x 
14 Machinery industries Fabrication de machines. ©... ... =... 00 sense eas = — 
15 | Transportation equipment industries — Fabrication d'équipement de transport . . . . .. = x x 
16 | Electrical products industries — Fabrication de produits électriques............. — — = 
17 | Non-metallic mineral products industries — Produits minéraux non métalliques..... . _ — = 
18 | Petroleum and coal products industries — Produits du pétrole et ducharbon........ x x x 
19 | Chemical and chemical products industries — Industrie chimique ..............- x x x 
20 | Miscellaneous manufacturing industries — Industries manufacturières diverses....... x — x 
34.4 
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TABLE 1. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 1. Certaines statistiques principales des industries manufacturières, certaines années, 1957-19781 


Manufacturing activity — Activité manufacturiére 


Total activity — Activité totale 


Production and 


Cost of Value of Total employees 
Establish- related workers Cost of materials shipments of Working = fy 
Year ments ad fuel and and sipplies goods of own Value owners and Total des salaries Value 
- x LE Travailleurs de la electricity2 used manufacture added partners added 
Année Etablisse- production et = - ae = ins Ree a 
ments assimilés Coût du Coût des Valeur des Valeur Proprié- and Valeur 
combustible | matières et livraisons ajoutée taires et Number? wages3 ajoutée 
et de l’élec- fournitures de produits associés un eS 
Number Wages ee) utilisées2 de propre actifs Nombre? |Traitements 
= A fabrication et 
Nombre Salaires salaires3 
number — nombre $ 000 number — nombre $7000 
LOST cca MR Lee 33,551 | 1,035,333 | 3,391,803 475,450 | 11,698,789 | 21,452,343 | 9,307,515 1,340,948] 4,778,040 
1958) TS EC RCRE Re 32,446 972,468 | 3,305,975 470,608 | 11,630,825 | 21,434,815 | 9,454,954 1,272,686| 4,758,614 
LOISIR MERE 32,075 988:9914083;5175599 492,048 | 12,339,558 | 22,830,827 | 10,154,277 1,287,809| 5,030,128 
1960), wether ee 32,852 971,610 | 3,565,124 503,978 | 12,451,637 | 23,279,804 | 10,371,284 1,275,476| 5,150,503 
L9G) EEE ce ee eee 33 35/1 939,413 | 3,532,943 516,409 | 12,579,798 | 23,438,956 | 10,434,832 16,989} 1,352,605| 5,701,651 | 10,931,561 
1962 esses sich esi 33,414 974,376 | 3,834,514 540,447 | 13,974,877 | 25,790,087 | 11,429,644 17,228] 1,389,516| 6,096,174 | 11,986,666 
1963 mL 33,119 | 1,003,566| 4,095,916 564,387 | 15,337,534 | 28,014,888 | 12,272,734 16,030} 1,425,440| 6,495,289 | 12,875,073 
19645: Lie Ps 33,630 | 1,057,502| 4,513,633 615,108 | 16,928,476 | 30,856,099 | 13,535,991 15,747| 1,491,257} 7,080,939] 14,247,184 
LOGS NE ne 33,310 | 1,115,892} 5,012,345 675,641 | 18,622,213 | 33,889,425 | 14,927,764 14,620| 1,570,299| 7,822,925 | 15,785,311 
1966 1 TRE mens SRSA AL PSE SSIS PAS) 731,726 | 20,642,695 | 37,303,455 | 16,351,740 13,894] 1,646,024] 8,695,890] 17,260,256 
1967) NME 33,267 | 1,168,651] 5,869,085 759,780 | 21,371,785 | 38,955,389 | 17,005,696 13,377| 1,652,827] 9,254,190} 18,049,639 
196802 Scene 32,643 | 1,160,226} 6,278,429 808,764 | 23,090,970} 42,061,555 | 18,332,204 12,084} 1,642,352} 9,905,504] 19,483,614 
T9GQ as res cf 32,669 | 1,189,887] 6,921,525 860,525 | 25,383,484 45,930,438} 20,133,593 11,583] 1,675,332} 10,848,341 | 21,456,276 
1970 a hake, Eee 3192851) 1516 7,063;)\ 752325256 903,264 | 25,699,999 46,380,935} 20,047,801 10,760} 1,637,001} 11,363,712] 21,417,748 
Aes oe EMBs orate 31,908 | 1,167,810} 7,819,050 1,000,243 | 27,661,379 50,275,917} 21,737,514 10,286] 1,628,404} 12,129,897) 23,187,881 
1972 486 ACTE 31,553 | 1,213,106| 8,763,104 1,078,916 | 31,137,946 56,190,740| 24,264,829 9,793| 1,676,130| 13,414,609| 25,981,742" 
1973, SEPT 31,145 | 1,275,985 | 10,060,062 1,221,885 | 37,600,538 66,674,393| 28,716,119 8,981| 1,751,066| 15,220,033 | 30,766,506 
LOI TA ER MONA 31,535 | ~ 1,300;792| 11,637,073 1,623,617 | 47,499,791 82,455,109} 35,084,752 7,067} 1,785,977| 17,556,982) 37,654,465 
LOTS PER TRE. 30,100 | 1,271,786 | 12,669,228 1,805,398 | 51,177,942 88,427,031| 36,105,457 6,977| 1,741,159} 19,156,679 | 38,683,718 
197680 RCE TE 29,053 | 1,276,693| 14,607,394| 2,325,264 | 56,982,416 | 98,280,777 | 39,921,910 5,666 | 1,743,047 | 21,799,733 | 42,553,263 
197 Tire BS ke EREST 27,716 | 1,242,103) 15,814,667 2,790,351 | 63,015,412 | 108,881,959 | 44,104,548 4,859} 1,704,583 | 23,595,238 | 46,801,174 
1978 te es eters 31,963 | 1,310,524] 17,933,370| 3,397,240 | 74,894,056 | 129,019,220 | 51,679,262 6,027 | 1,790,849 | 26,577,136 | 54,634,611 
| | | | | = 


1 For statistics covering the period 1917 - 1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the’ “Introduction” for further details. — Les statistiques de la période 
1917 - 1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957 - 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 


de la présente publication. 


N 


2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de V’électricité des petits établissements est inclus dans le coût des matières et fournitures. 
_~ Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’‘‘Activité manufacturière” et 


Activité totale 
briques. 


”), les données sur le “Total des salariés” et le total des “Traitements et salaires”? 


ne sont donc pas comparables.à celle qui figuraient précédemment aux mêmes ru: 


TABLE 2. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 

TABLEAU 2. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Industry 


Industrie 


Code 


3651 


PETROLEUM REFINING 
RAFFINAGE DU PETROLE 


323 |MOTOR VEHICLE MANUFACTURERS 

FAB. DE VEHICULES AUTOMOBILES 
271 PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS 
1011 |SLAUGHTERING AND MEAT PROCESSORS 

- ABATTAGE, CONDITIONNEMENT DE VIANDE 

291 IRON AND STEEL MILLS 

SIDERURGIE 
2513 |SAWMILLS AND PLANING MILLS 

SCIERIES ET ATELIERS DE RABOTAGE 
325 [MOTOR VEHICLE PARTS & ACCESSORIES 

FAB. DE PIECES ET ACCESS. D'AUTO 
315 |MISC. MACHINERY AND EQUIPMENT MFRS. 

FAB DE MACHINES & EQUIPEMENT DIVERS 
104 |DAIRY PRODUCTS INDUSTRY 
: INDUSTRIE LAITIERE 
295 |SMELTING AND REFINING 

FONTE ET AFFINAGE 
1089 |MISCELLANEOUS FOOD PROCESSORS NES 

PRODUITS ALIMENTAIRES DIVERS NCA 
3042 |METAL STAMPING AND PRESSING IND. 

EMBOUTISSAGE, MATRICAGE DES METAUX 
286 |COMMERCIAL PRINTING 

IMPRIMERIE COMMERCIALE 
165 |PLASTICS FABRICATING INDUSTRY NES 

ARTICLES EN MATIERE PLASTIQUE NCA 
106 |FEED INDUSTRY 

FABRICATION D'ALIMENTS POUR ANIMAUX 
335 [COMMUNICATIONS EQUIPMENT MFRS. 

FAB. D'EQUIP. DE TELECOMMUNICATION 
162 |RUBBER PRODUCTS INDUSTRIES 

IND. DES PRODUITS EN CAOUTCHOUC 
3783 |INDUSTRIAL CHEMICALS (ORGANIC) NES 

PRODS. CHIMIQUES (ORGANIQUES), NCA 
3782 |INDUSTRIAL CHEM. (INORGANIC) NES 

PRODS. CHIMIQUES (INORGANIQUES) NCA 
289 |PUBLISHING AND PRINTING 

EDITION ET IMPRESSION 
102 [FISH PRODUCTS INDUSTRY 

IND. DE TRANSFORMATION DU POISSON 
309 |MISC. METAL FABRICATING INDS. 

FAB. PRODUITS METALLIQUES DIVERS 
2431 |MEN'S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR HOMMES 
336 |MFRS. ELECTRICAL INDUSTRIAL EQUIP. 

FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
2441 |WOMEN'S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR DAMES 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 

FAB. D AERONEFS ET DE PIECES 
3799 |MISCELLANEOUS CHEMICAL INDS. NES 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
1031 |FRUIT & VEG. CANNERS & PRESERVERS 

CONSERVERIES DE FRUITS & DE LEGUMES 
1072 {BAKERIES 

BOULANGERIES 
1093 |BREWERIES 

BRASSERIES 
3059 |WIRE AND WIRE PRODUCTS MFRS, NES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
374 |MFRS. PHARMACEUTICALS AND MEDICINES 

FAB. PHARMACEUTIQUES ET MEDICAMENTS 
2619 }HOUSEHOLD FURNITURE MFRS. NES 

IND. DES MEUBLES DE MAISON NCA 
311 AGRICULTURAL IMPLEMENT INDUSTRY 

FABRICANTS D'INSTRUMENTS ARATOIRES 
274 |MISCELLANEOUS PAPER CONVERTERS 

TRANSFORMATIONS DIVERSES DU PAPIER 
302 |FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 
252 |VENEER AND PLYWOOD MILLS 

FABRIQUES PLACAGES, CONTRE-PLAQUES 
1091 |SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 
1012 |POULTRY PROCESSORS 

CONDITIONNEMENT DE LA VOLAILLE 
373 |MFRS OF PLASTICS & SYNTHETIC RESINS 


MATIERES PLAST. ET RESINES SYNTHET. 


Estab- 


ments 


blisse- 
ments 


CANADA 


number — nombre 


41 


24 


144 


491 


50 


1,226 


260 


1,059 


485 


31 


286 


653 


2,171 


814 


593 


331 


124 


37 


97 


599 


347 


592 


478 


243 


575 


120 


360 


197 


41 


274 


146 


779 


159 


242 


200 


86 


255 


87 


55 


Production and 
related workers 


Travailleurs de la 


production et 
assimilés 


Number 


Nombre 


7,918 
37,233 
66,039 
25,710 
44,791 
56,101 
47,261 
43,334 
14,704 
22,138 
13,129 
22,911 
34,210 
25,893 
5,654 
24,030 
19,915 
5,657 
6,864 
17,212 
21,814 
19,375 
30,751 
16,813 
26,008 
18,228 
8,590 
9,901 
LOUE 
7.113 
11,778 
7,126 
21,793 
11,110 
11,120 
12,491 
12,555 
6,290 
8,128 


3,211 


Wages 


Salaires 


en 


169,875 


685,453 


253,126 


367,790 


777,594 


906,274 


804,477 


611,622 


200,207 


379,118 


166,299 


316,639 


465,640 


277,840 


72,900 


314,012 


264,360 


107,870 


132,856 


243,056 


234,653 


243,909 


271,123 


214,119 


231,470 


270,415 


115,165 


106,855 


203,710 


131,942 


155,786 


87,217 


226,307 


173,718 


134,477 


202,317 


191,707 


85,976 


90,694 


55,304 


Cost of 
materials 
and supplies 
used 
Coût des 
matières et 
fournitures 

utilisées 


$'000 
8,901,457 
8,131,633 
3,255,085 
4,573,547 
2,535,245 
2,425,968 
2,476,209 
1,665,894 
2,525,028 
822,936 
1,377,339) 
1,271,964 
804,681 
818,353 
1,213,911 
528,093 
715,479 
819,524 
508,981 
299,115 
818,711 
596,613 
617,832 
525,674 
608,707 
472,936 
530,382 
615,688 
417,030 
258,382 
525,092 
342,848 
420,546 
491,538 
477,373 
409,325 
423,009 
403,744 
591,603 


551,023 


Value of 

shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


10,220,111 
10,070,136 
7,648,959 
55157355 
4,959,618 
4,693,644 
4,691,976 
3,409,200 
3,399,837 
2,371,300 
2,278,897 
2,135,002 
1,883,485 
155,997, 
1,532,794 
1,532,405 
1,505,908 
1,444,721 
1,405,884 
1,315,659 
1,271,723 
1,221,089 
1,171,547 
1,141,347 
1,119,683 
1,053,671 
1,027,452 
984,467 
959,199 
920,543 
919,806 
910,481 
887,614 
875,429 
866,982 
856,664 
844,456 
820,281 
814,600 


799,975 


Value 
added 


Valeur 
ajoutee 


1,174,771 
1,973,200 
3,503,545 
952,754 
2,082,749 
2,256,605 
2,143,798 
1,747,708 
823,646 
1,346,333 
879,346 
884,599 
1,082,627 
720,723 
303,195 
1,019,136 
730,588 
485,540 
614,741 
951,504 
480,201 
618,740 
564,787 
619,226 
522,155 
795,671 
485,937 
372,572 
520,905 
646,231 
387,354 
583,658 
459,442 
374,368 
381,949 
457,427 
402,493 
401,174 
208,597 


233,579 


Code 


02 
151 
153 


03 
162 
165 


CANADA 


Table 3. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 
— Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 
elec- supplies of own Value 
Major group and industry Man tricity used manufacture added 
hours — — — — 
Male Female paid Wages Coût du Coût des Valeur des Valeur 
= — — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


number - nombre ‘000 $'000 
FOOD AND BEVERAGE INDUSTRIES 

MEAT AND POULTRY PRODUCTS INDS. 578 25,520 8,318 70,027 458,485 46,268 565152 6,329,957 1,161,352 
SLAUGHTERING AND MEAT PROCESSORS 491 21,572 4,138 53,015 367,791 37,389 4,573,548 5/5157356 952,754 
POULTRY PROCESSORS 87 3,948 4,180 17,012 90,694 8,879 591,604 814,601 208,598 
FISH PRODUCTS INDUSTRY 347 12,606 9,208 46,398 234,654 20,302 818,711 1,271,724 480,202 
FRUIT & VEG. PROCESSING INDS. 232 7,986 5,236 27,716 137,458 21,904 768,880 1,225,753 460,683 
FRUIT & VEG. CANNERS & PRESERVERS 197 6,147 3,754 20,564 106,855 13,582 615,689 984,468 372,573 
FROZEN FRUIT & VEGETABLE PROCESSORS 35 1,839 1,482 YU Mey2 30,602 8,322 153,192 241,285 88,111 
DAIRY PRODUCTS INDUSTRY 485 13,271 1,433 30,888 200,208 49,469 2,525,029 3,399,838 823,646 
FLOUR & BREAKFAST CEREAL PRODS. IND 49 2,866 426 7,150 50,742 7,646 453,118 657,058 198,634 
FEED INDUSTRY 593 5,481 173 12,071 72,900 20,037 1,213,912 1,532,794 303,195 
BAKERY PRODUCTS INDUSTRIES 1,475 14,271 7,914 46,013 262,962 27,512 564,523 1,266,491 672,374 
BISCUITS MANUFACTURERS 35 2,201 2,813 10,458 59,252 4,966 147,493 307,291 151,468 
BAKERIES 1,440 12,070 5,101 35,555 203,710 22,546 417,030 959,200 520,905 
MISCELLANEOUS FOOD INDUSTRIES 417 13,914 8,586 46,913 279,383 65,007 2,445,000 3,818,791 1,336,827 
CONFECTIONERY MANUFACTURERS 106 2,877 3,511 13,315 68,257 6,392 314,938 602,668 293,193 
CANE AND BEET SUGAR PROCESSORS 15 1,934 193 4,452 32,394 14,461 323,862 443,970 109,421 
VEGETABLE OIL MILLS 10 791 65 1,830 12,433 7,590 428,861 493,256 54,866 
MISCELLANEOUS FOOD PROCESSORS NES 286 8,312 4,817 27,316 166,299 36,564 1,377,339 2,278,897 879,346 
BEVERAGE INDUSTRIES / 359 15,487 1,239 35,428 270,606 48,374 923,483 2,453,321 1,483,969 
SOFT DRINK MANUFACTURERS 255 5,917 378 13,427 85,976 14,443 403,745 820,281 401,175 
DISTILLERIES 34 1,983 647 5,615 42,537 14,044 194,979 592,234 374,198 
BREWERIES 41 7,094 19 14,922 131,943 18,645 258,382 920,543 646,232 
WINERIES. 29 493 200 1,463 10,150 1,243 66,377 120,262 62,365 

TOTAL 4,535 111,402 42,533 322,604 1,967,398 306,520 14,877,808 21,955,726 6,920,882 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO PROCESSORS 8 529 221 1,628 8,472 1,370 258,834 255,106 18,023 
TOBACCO PRODUCTS MANUFACTURERS 17 2,817 2,149 9,170 78,231 4,168 323,016 \ 741,322 413,019 
TOTAL 25 3,346 2,370 10,798 86,703 5,538 581,850 996,429 431,042 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 124 16,529 3,386 40,802 264,361 35,108 715,479 1,505,908 730,588 
PLASTICS FABRICATING INDUSTRY NES 814 16,654 9239 52,926 277,841 29,562 818,354 1,553,998 720,724 
TOTAL 938 33,183 12,625 93,729 542,202 64,670 1,533,833 3,059,906 1,451,312 


LEATHER INDUSTRIES 


LEATHER TANNERIES 31 1,802 297 4,374 25,071 3,616 128,726 187,798 59,659 
SHOE FACTORIES 156 4,932 8,134 26,826 118,517 2,472 233,250 461,512 233,786 
LEATHER GLOVE FACTORIES 30 340 576 1,840 8,526 167 12,543 PAPE 15,547 
LUGGAGE, HANDBAG ETC. MANUFACTURERS 190 1,985 2,944 10,015 42,447 1,200 81,685 172,100 90,818 
BOOT AND SHOE FINDINGS MFRS. 34 645 509 2,389 10,757 473 20,518 44.713 23,946 
MISC. LEATHER PRODUCTS MFRS. 156 1,340 2,435 7,626 31,690 727 61,167 127,387 66,872 

TOTAL 407 9,059 117951 43,056 194,561 7,455 456,204 848,962 399,811 


TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 20 4,350 2,130 13,716 67,958 12,058 274,713 446,857 158,174 
WOOL YARN AND CLOTH MILLS 40 2,570 1,518 8,300 41,141 4,479 90,115 191,992 98,785 
MAN-MADE FIBRE, YARN & CLOTH MILLS 89 9,599 3,722 28,329 159,749 34,756 540,270 983,425 398,435 
FIBRE AND FILAMENT YARN MFRS. 12 3,725 695 9,831 66,995 21,897 214,007 426,405 187,388 
THROWSTERS, SPUN YARN & CLOTH MILLS Hf 5,834 3,027 18,499 92,754 12,859 326,263 557,020 211,047 
CORDAGE AND TWINE INDUSTRY 15 230 147 778 3,730 288 10,395 19,601 9,154 
FELT AND FIBRE PROCESSING MILLS 34 884 154 2,172 10,428 1,306 26,447 51,569 23,765 
FIBRE PROCESSING MILLS 19 450 100 1,124 5,051 699 12,109 24,223 11,287 
PRESSED AND PUNCHED FELT MILLS 15 434 54 1,048 5,376 607 14,338 27,346 12,479 
CARPET, MAT AND RUG INDUSTRY 31 3,559 1,417 10,070 51,523 10,384 287,005 462,108 167,508 
CANVAS PRODUCTS COTTON & JUTE BAGS 179 1,091 1,324 4,933 20,728 814 58,500 101,622 42,849 
COTTON AND JUTE BAGS MANUFACTURERS 25 215 425 1,294 5,494 349 28,443 40,323 11,813 
CANVAS PRODUCTS MANUFACTURERS 154 876 899 3,639 15,233 466 30,057 61,299 31,036 
AUTOMOBILE FABRIC ACCESSORIES IND. 25 2,090 3,823 12,235 85,798 2,970 224,190 427,744 199,168 
MISCELLANEOUS TEXTILE INDUSTRIES 481 6,957 7,922 30,613 138,217 _ 13,258 337297 718,433 372,367 
THREAD MILLS 16 276 330 17237 5,633 518 23,137 41,871 18,362 
NARROW FABRIC MILLS 36 834 951 3,707 15,677 1,021 30,241 66,831 35,403 
EMBROIDERY, PLEATING, HEMSTITCHING 79 516 937 2,973 12,564 172 9,160 32,099 23,084 
TEXTILE DYEING AND FINISHING PLANTS 83 2,306 619 6,212 28,630 6,679 35,554 102,478 61,708 
MISCELLANEOUS TEXTILE INDS NES 267 3,025 5,085 16,483 75,714 4,867 239,206 475,153 233,811 


TOTAL 914 31,290 22157 111,147 579,272 80,314 1,848,932 3,403,350 1,470,207 


CANADA 


Tableau 3. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


— — — Groupe et industrie 
Coût des Valeur des Valeur 
matières, des | livraisons ajoutée 


Salaries 
and 


Administration, bureau 
et autre personnel 


Propriétaires 
et associés 


actifs hors fabrication Number wages fournitures et} et autres 
= — des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
= = = et nées a la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
INDUSTRIE DES ALIMENTS ET BOISSONS 
137 7,821 2,585 172,435 44,244 630,920 5,738,810 6,959,955 1,217,692 IND. DE LA VIANDE ET LA VOLAILLE 
130 6,906 2,196 151,991 34,812 519,781 5,068,376 6,059,908 1,002,478 ABATTAGE, CONDITIONNEMENT DE VIANDE 
7 915 389 20,444 9,432 111,139 670,434 900,047 215,214 CONDITIONNEMENT DE LA VOLAILLE 
47 2,419 998 49,619 25,231 284,273 1,181,979 1,713,614 558,825 IND. DE TRANSFORMATION DU POISSON 
14 2,876 (1,253 69,156 17,351 206,614 919,703 1,408,357 492,465 PREPARATION DE FRUITS ET DE LEGUMES 
12 2,505 1115 60,871 13,521 167,727 745,602 1,142,868 401,060 CONSERVERIES DE FRUITS & DE LEGUMES 
2 3741 138 8,285 3,830 38,887 174,101 265,489 91,405 FRUITS ET LEGUMES CONGELES 
48 9,303 2,965 181,218 26,972 381,426 3,021,334 3,963,383 890,886 INDUSTRIE LAITIERE 
3 1,430 502 29,715 5,224 80,457 518,252 733,388 209,829 MEUNERIE, FAB. DE CEREALES DE TABLE 
84 2,693 891 50,861 9,238 123,761 1,417,547 1,770,405 337174 FABRICATION D'ALIMENTS POUR ANIMAUX 
862 8,070 3,198 158,841 33,453 421,803 771,874 1,536,025 734,557 BOULANGERIE ET PATISSERIE (FAB.) 
5 1,542 506 817229 7,062 90,777 244,695 435,772 182,747 FABRICANTS DE BISCUITS 
857 6,528 2,692 127,316 26,391 331,026 527,179 1,100,253 551,809 BOULANGERIES 
39 8,914 3,921 216,276 35335 495,660 2,873,154 4,367,612 1,457,494 INDUSTRIES ALIMENTAIRES DIVERSES 
24 1,642 993 41,507 9,023 109,764 343,592 642,073 303,944 FABRICANTS DE CONFISERIE 
= 577 174 14,245 2,878 46,639 342,815 467,478 113,976 SUCRE DE CANNE ET DE BETTERAVES 
- 246 124 6,115 1,226 18,548 482,387 555,477 63,560 MOULINS A HUILE VEGETALE 
15 6,449 2,630 154,410 22,208 320,710 1,704,359 2,702,585 976,014 PRODUITS ALIMENTAIRES DIVERS NCA 
13 13,343 2,789 285,848 32,858 556,454 1,161,308 2,771,427 1,564,249 INDUSTRIE DES BOISSONS 
13 7,068 17231 131,229 14,589 217,205 605,288 1,087,856 467,206 FABRICANTS DE BOISSONS GAZEUSES 
- 1,883 674 49,109 5,187 91,646 202,590 603,813 378,165 DISTILLERIES 
- 4,059 723 96,994 11,895 228,937 285,466 956,204 654,809 BRASSERIES 
= 333 161 8,515 1,187 18,665 67,964 123,554 64,069 PRODUCTEURS DE VIN 
1,247 56,869 19102. 1,213/970 229,906 3,181,368 17,603,962 25,224,165 7,463,167 TOTAL 
INDUSTRIE DU TABAC 
- 158 38 3,371 946 11,843 269,012 266,733 19,471 TRAITEMENT DU TABAC EN FEUILLES 
- 2,034 832 53,207 7,832 131,438 C645,19F) 1,071,721 421,243 FABRICANTS DE PRODUITS DU TABAC 
She 
- 2,192 870 56,578 8,778 143,281 914,203 1,338,454 440,714 TOTAL 
IND DU CAOUTCHOUC, PRODS. EN PLAST. 
3 6,975 2,109 147,159 28,999 411,520 971,098 1,825,933 794,994 IND. DES PRODUITS EN CAOUTCHOUC 
62 3,763 1,800 98,187 31,456 376,027 913,789 1,674,300 745,590 ARTICLES EN MATIERE PLASTIQUE NCA 
65 10,738 3,909 245,345 60,455 787,547 1,884,887 3,500,233 1,540,584 TOTAL 
INDUSTRIE DU CUIR 
3 260 106 6,527 2,465 31,598 129,620 188,143 59,111 TANNERIES 
10 1,274 829 33,755 15,169 152,272 283,870 526,380 248,034 FABRIQUES DE CHAUSSURES 
6 104 57 2,488 1,077 11,014 23,947 42,613 19,205 FABRIQUES DE GANTS EN CUIR 
47 486 289 11,978 5,704 54,425 97,328 193,483 96,558 FAB. DE VALISES, SACS A MAIN ETC. 
4 92 56 2,233 1,302 12,991 22,528 47,196 24,419 ACCESSOIRES POUR BOTTES, CHAUSSURES 
43 394 233 9,745 4,402 41,435 74,800 146,287 72,139 FAB. D'ARTICLES DIVERS EN CUIR 
66 2,124 1,281 54,748 24,415 249,309 534,764 950,618 422,907 TOTAL 
INDUSTRIE TEXTILE 
1 1,500 759 SSL 8,739 99,469 287,623 457,999 156,406 FILATURE ET TISSAGE DU COTON 
2 603 262 15,248 4,953 56,389 94,808 196,912 99,012 FILATURE ET TISSAGE DE LA LAINE 
2 2,358 1,033 60,541 16,672 220,290 619,657 1,080,586 416,209 FIBRES ARTIFICIELS ET SYNTHETIQUES 
- 1,080 260 26,776 5,760 93,771 281,429 512,589 206,150 FILES DE FIBRES ET DE FILAMENTS 
F2 1,278 773 33,766 10,912 126,520 338,228 567,998 210,059 MOULINAGES, FILATURES ET TISSAGES 
1 72 33 2,011 482 5,741 11,000 20,233 9,180 CORDERIE ET FICELLERIE-FABRICATION 
- 122 57 4,015 1217 14,443 28,690 54,162 24,115 FEUTRE ET TRAITEMENT DES FIBRES 
- 61 21 1,837 632 6,888 13,778 26,262 11,657 USINES DE TRAITEMENT DE FIBRES 
= 61 36 2,178 585 7,554 14,912 27,900 12,459 FABRIQUES DE FEUTRE PRESSE ET AERE 
1 1,458 716 33,338 7,150 84,861 295,778 470,525 167,153 IND. DES TAPIS, DES CARPETTES, ETC. 
46 301 207 8,498 2,923 29,226 76,100 122,173 45,800 ARTIC GROSSE TOILE SACS COTON, JUTE 
4 84 53 2/17 777 7,611 36,416 49,051 12,568 FAB. DE SACS DE COTON ET DE JUTE 
42 217 154 6,381 2,146 21,615 39,684 73,123 33,232 FAB. D'ARTICLES EN GROSSE TOILE 
1 718 276 19,222 6,907 105,020 227,249 429,329 197,695 ACCESSOIRES EN TISSU POUR L'AUTO 
108 2,173 1,713 62,414 18,765 200,631 378,463 769,668 382,437 INDUSTRIES TEXTILES DIVERSES 
2 153 109 4,154 868 9,787 32,309 54,197 21,516 FABRIQUES DE FIL 
3 287 223 7,460 2,295 23,137 34,085 72,128 36,855 RUBANERIE (FABRICATION) 
36 80 80 2,952 1,613 15,516 9,751 32,794 23,187 BRODERIE, PLISSAGE, OURLETS A JOUR 
7 245 159 6,184 3,329 34,814 39,253 106,724 62,254 TEINTURE ET FINISSAGE DE TEXTILE 
60 1,408 1,142 41,663 10,660 117,377 263,065 503,826 238,624 INDS. TEXTILES DIVERSES NCA 


162 9,305 5,056 236,797 67,808 816,069 2,019,367 3,601,587 1,498,008 TOTAL 


Code 


Table 3 
Major group and industry 
Code 
06 KNITTING MILLS 
231 HOSIERY MILLS 
239 KNITTING MILLS-EXCEPT HOSIERY MILLS 
2391 KNITTED FABRIC MANUFACTURERS 
2392 OTHER KNITTING MILLS 
TOTAL 
07 CLOTHING INDUSTRIES 
243 MEN'S CLOTHING FACTORIES 
2431 MEN'S CLOTHING FACTORIES 
2432 MEN’S CLOTHING CONTRACTORS 
244 WOMEN'S CLOTHING INDUSTRIES 
2441 WOMEN'S CLOTHING FACTORIES 
2442 WOMEN'S CLOTHING CONTRACTORS 
245 CHILDREN'S CLOTHING INDUSTRY 
246 FUR GOODS INDUSTRY 
248 FOUNDATION GARMENT INDUSTRY 
249 MISCELLANEOUS CLOTHING INDUSTRIES 
2491 FABRIC GLOVE MANUFACTURERS 
2492 HAT AND CAP INDUSTRY 
2499 MISCELLANEOUS CLOTHING INDS. NES 
TOTAL 
08 WOOD INDUSTRIES 
251 SAWMILLS, PLANING AND SHINGLE MILLS 
2511 SHINGLE MILLS 
2513 SAWMILLS AND PLANING MILLS 
252 VENEER AND PLYWOOD MILLS 
254 SASH, DOOR & OTHER MILLWORK PLANTS 
2541 SASH, DOOR AND OTHER MILLWORK NES 
2543 PRE-FABRICATED BLDGS (WOOD FRAME) 
2544 MFRS. OF WOODEN KITCHEN CABINETS 
256 WOODEN BOX FACTORIES 
258 COFFIN AND CASKET INDUSTRY 
259 MISCELLANEOUS WOOD INDUSTRIES 
2591 WOOD PRESERVATION INDUSTRY 
2592 WOOD HANDLES AND TURNING INDUSTRY 
2593 MANUFACTURERS OF PARTICLE BOARD 
2599 MISCELLANEOUS WOOD INDUSTRIES NES 
TOTAL 
09 FURNITURE AND FIXTURES INDUSTRIES 
261 HOUSEHOLD FURNITURE MANUFACTURERS 
2611 FURNITURE RE-UPHOLSTERY & REPAIR 
2619 HOUSEHOLD FURNITURE MFRS. NES 
264 OFFICE FURNITURE MANUFACTURERS 
266 MISC. FURNITURE AND FIXTURE MFRS. 
268 ELECTRIC LAMP AND SHADE MFRS. 
TOTAL 
10 PAPER AND ALLIED INDUSTRIES 
271 PULP AND PAPER MILLS 
272 ASPHALT ROOFING MANUFACTURERS 
273 PAPER BOX AND BAG MANUFACTURERS 
2731 FOLDING CARTON AND SET-UP BOX MFRS. 
2732 CORRUGATED BOX MANUFACTURERS 
2733 PAPER AND PLASTIC BAG MANUFACTURER 
274 MISCELLANEOUS PAPER CONVERTERS 


TOTAL 


CANADA 


. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


S 101 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Male 


Hommes 


number - nombre 


1,071 
4,459 
1,946 
2,913 


5,530 


Female 


Femmes 


2,988 
9,048 
1,340 
7,708 


12,036 


30,210 
237723 
6,487 
29,437 
20,365 
9,072 
4,164 
647 
2,256 
2,029 
388 
697 
944 


68,743 


1,110 
36 
1,074 
2,022 
1,585 
1,024 
136 
425 
324 
113 
522 
40 

57 

89 
336 


5,676 


4,642 
414 
4,228 
306 
1,527 
674 


7,149 


1,261 


oo 


4,022 
1,445 

907 
1,670 
3,721 


9,012 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


Cost of 
materials 
and 
supplies 
Man used 
hours 
paid 


Coût des 
matières et 
fournitures 

utilisées 


Wages 


Heures- Salaires 
hommes 


payées 


"000 $'000 
8,368 35,490 1,998 63,562 
27,753 121,233 7,332 313,675 
6,954 31,589 4,313 173,136 
20,799 89,644 3,019 140,539 
36,122 156,723 9,330 377,237 
77,914 339,887 9723 628,521 
61,739 271,123 4,913 617,832 
16,175 68,763 810 10,689 
69,984 313,102 3,726 624,565 
50,026 231,471 3,162 608,707 
19,959 81,631 564 15,857 
10,771 44,224 800 120,647 
3,621 23,079 267 133,006 
5,096 20,616 548 38,235 
5,612 23,192 677 43,363 
1,027 4,082 222 8,368 
1,985 8,517 258 10,957 
2,600 10,592 197 24,038 
172,998 764,100 11,741 1,588,337 
122,002 943,594 108,633 2,513,231 
4,272 37,320 1,990 87,262 
117,730 906,274 106,643 2,425,968 
257319 191,708 20,036 423,009 
42,952 239,625 13,370 717,989 
25,558 138,129 8,972 401,588 
8,607 515519 2,218 223,910 
8,787 49,977 2,179 92,492 
6,112 30,341 1,948 76,787 
1,507 7,142 456 12,857 
11,703 69,451 14,287 172,625 
2,985 20,026 2,643 68,930 
1,256 5,256 367 9,907 
3,616 27,847 10,233 65,071 
3,846 16,322 1,045 28,717 
209,594 1,481,860 158,730 3,916,497 
SAN 247,182 9,504 452,227 
51199 20,875 - 31,680 
45,922 226,307 9,504 420,546 
9,483 52,380 2,955 105,537 
19,092 104,020 4,415 221,523 
2,741 10,994 549 25,203 
82,436 414,576 17,423 804,489 
138,834 17269127 798,068 3,255,085 
2,169 14,605 2,293 110,731 
38,925 251,725 18,288 903,820 
12,057 76,158 3,523 215,157 
16,188 111,651 9,815 399,405 
10,680 63,917 : 4,950 289,259 
22,728 134,477 12,960 477,374 
202,655 1,653,935 833,309 4,747,011 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


132,212 
579,584 
260,213 
319,371 


711,796 


1,274,634 
1,171,547 
103,086 
1,239,649 
1,119,684 
119,965 
217,662 
200,542 
87,764 
94,609 
18,079 
27,759 
48,772 


3,114,860 


4,848,028 
154,383 
4,693,644 
844,457 
1,266,780 
708,133 
897351 
201,296 
138,663 
27,466 
351,226 
119,700 
22,014 
148,190 
61,322 


7,476,619 


948,255 
60,640 
887,615 
246,756 
457,163 
51,654 


1,703,827 


7,648,960 
179,294 
1,502,049 
397,780 
657,129 
447,140 
866,983 


10,197,285 


Value 
added 
Valeur 
ajoutée 


68,097 
266,976 
88,959 
178,017 


335,072 


656,242 
564,788 
91,454 
625,699 
522,156 
103,543 
99,394 
69,925 
49,695 
52,053 
9,841 
16,957 
2507205 


1,553,008 


2,324,179 
67,574 
2,256,605 
402,493 
538,461 
300,702 
129,186 
108,573 
60,978 
14,873 
165,584 
48,015 
11,998 
73,889 
31,682 


3,506,568 


488,402 
28,959 
459,442 
139,985 
236,531 
26,181 


891,098 


3,503,545 
64,215 
589,092 
183,320 
250,640 
155,131 
381,949 


4,538,801 


CANADA 


Tableau 3. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, 


Value of 


Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 


—- des marchan- recettes 


Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 

number - nombre $'000 $'000 
24 285 282 8,119 4,626 43,609 68,799 138,040 68,688 
7! 1,097 773 34,215 15377 155,448 316,747 581,478 265,798 
1 497 262 14,399 4,045 45,988 173,981 260,553 88,454 
6 600 245141 19,816 11332 109,460 142,766 320,925 177,344 
31 1,382 1,055 42,334 20,003 199,056 385,545 719,518 334,487 
87 2,819 2,201 86,025 43,834 425,912 711,590 1,373,736 672,275 
55 2,655 2,067 80,989 35,473 352142 700,385 1,270,301 580,988 
32 164 134 5,037 8,361 73,800 11,204 103,435 91,287 
139 2,016 2,005 71,193 40,429 384,296 669,096 1,301,483 643,002 
54. 1,846 1,868 66,996 29,722 298,467 653,048 1,181,485 539,617 
85 170 137 4,197 10,707 85,828 16,049 119,998 103,385 
9 454 348 13,802 6,074 58,026 123,204 219,608 98,784 
123 269 184 7,254 2,380 30,333 134,799 202,768 70,357 
1 369 527 14,673 3,454 35,289 56,667 120,607 64,107 
24 313 254 8,657 3,346 31,849 61,878 118,452 57,382 
1 30 37 1,006 563 5,089 9,527 19,284 9,887 
13 124 88 2,801 1,195 11,318 17,247 36,545 19,452 
10 159 129 4,850 1,588 15,442 35,103 62,624 28,043 
383 6,240 5,519 201,605 99,517 965,704 1/75723530 35366550 1/605;/907 
524 8,779 1,707 195,670 68,616 1,139,264 2,587,944 4,926,139 2,327,577 
26 84 46 3,615 2,159 40,934 93,518 160,692 67,626 
498 8,695 1,661 192,055 66,457 1,098,329 2,494,426 4,765,447 2,259,951 
= 1,202 310 30,495 14,067 222,203 468,800 894,149 406,395 
237 3,591 1352 86,427 25,468 326,052 799,620 1,382,946 572,996 
134 1,763 732 42,112 14,657 180,241 455,192 775,396 314,361 
1 1,096 313 26,932 SIO 78,451 246,663 399,399 148,482 
102 732 307 17,383 5,234 67,360 97,766 208,151 110,153 
52 375 155 8,173 3,470 38,514 81,331 143,188 60,959 
= 94 al 2,216 846 9,358 14,348 29,360 15,277 
64 651 266 15,805 6,537 85,255 180,494 360,049 166,537 
4 198 89 4,968 17783 24,994 72,756 123,922 48,411 
10 50 24 1,220 664 6,476 10,090 22,139 11,940 
— 239 59 5,914 2,018 33,761 65,772 148,701 73,699 
50 164 94 3,702 2,122 20,024 31,876 65,287 32,487 
877 14,692 3,821 338,785 119,004 1,820,646 4,132,536 7,735,831 3,549,741 
772 2,206 1,343 55,468 27,829 302,650 468,319 962,323 486,377 
532 - - — 2,487 20,875 31,680 60,640 28,959 
240 2,206 1,343 55,468 25,342 281,776 436,639 901,683 457,418 
1 872 444 22,713 5,880 75,094 112,980 255,518 141,305 
63 1,416 719 33,884 11,243 137,905 254,265 498,960 245,586 
6 176 144 4,527 1,661 15521 275353 54,839 27,216 
842 4,670 2,650 116,593 46,613 531,169 862,918 1,771,641 900,483 
- 15,114 4,448 443,643 85,601 1,696,769 3,557,615 7,955,486 3,507,541 
= 331 93 7,916 1,467 22,521 153,395 224,823 67,080 
3 4,024 1°555 99,722 24,259 351,447 940,186 1,540,210 590,888 
iy 1,063 416 26,649 7,284 102,807 222,415 406,441 184,723 
— 1,926 690 46,938 10,424 158,589 410,906 667,325 249,335 
2 1,035 449 26,135 6,551 90,051 306,864 466,444 156,830 
5 2,837 1,499 76,659 15,456 211137 536,408 943,405 399,338 
8 22,306 7,595 627,939 126,783 2,281,874 5,187,603 10,663,924 4,564,847 


Groupe et industrie 


BONNETERIE 


IND. DES BAS ET CHAUSSETTES 
BONNETERIE (SAUF BAS, CHAUSSETTES) 
FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 
INDS. DIVERSES DE L'HABILLEMENT 
FABRICANTS DE GANTS EN TISSU 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


Code 


06 
231 
239 
2391 
2392 


07 
243 
2431 
2432 
244 
2441 
2442 
245 
246 
248 
249 
2491 
2492 
2499 


08 
251 
2911 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
272 
273 
2731 
2732 
2733 
274 


Code 


11 

286 
287 
288 
289 


12 

291 
292 
294 
295 
296 
297 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 
329 
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Table 3. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 
PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 
PUBLISHING AND PRINTING 


TOTAL 


PRIMARY METAL INDUSTRIES 
IRON AND STEEL MILLS 
STEEL PIPE AND TUBE, MILLS 
IRON FOUNDRIES 
SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
COPPER & COPPER ALLOY ROLLING ETC. 
METAL ROLLING, CASTING ETC. NES 


TOTAL 


METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS 
FAB. STRUCTURAL METAL INDUSTRY 
ORNAMENTAL & ARCHITECTURAL METAL 


METAL DOOR AND WINDOW MANUFACTURERS 


ORNAMENT & ARCHITECTURAL METAL NES 
METAL STAMPING, PRESSING & COATING 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
WIRE AND WIRE PRODUCTS MFRS. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 


TOTAL 


MACHINERY INDUSTRIES 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 

TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 

BOATBUILDING AND REPAIR 
MISCELLANEOUS VEHICLE MANUFACTURERS 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


24,511 
4,021 


13,417 


41,949 


44,037 
5,204 
8,632 

21,902 
5ASZ 
297i 
3,538 


91,447 


6,241 
12,363 
11,563 

5,743 

5,820 
23,712 

3,622 
20,090 
12,872 

2,847 
10,025 
12,292 

3,153 

9,670 
16,759 


108,625 


10,932 
40,610 
2,235 
3,570 


57,347 


16,902 
36,427 
11,262 
3,800 
4,898 
2,564 
39,120 
5731 
11,430 
2,698 
2,000 


125,570 


9,699 
1,542 


3,795 


15,036 


11,660 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


68,132 
10,947 


33,983 


113,062 


89,851 
11,809 
17,778 
45,445 
10,757 

6,149 

8,809 


190,598 


12,996 
26,014 
25,917 
13,369 
12,549 
57,988 

9,497 
48,491 
30,838 

6,395 
24,443 
31,969 

7,107 
21,133 
40,375 


254,336 


23,290 
90,610 

5,415 
10,297 


129,611 


37,596 
83,012 
25,012 
8,134 
11,529 
5,349 
103,243 
11,930 
23,279 
5,873 
4,347 


294,292 


Wages 


Salaires 


465,640 
82,064 


243,056 


790,761 


777,594 
89,247 
128,781 
379,118 
72,058 
46,386 
51,228 


1,544,412 


120,090 
202,317 
156,922 
75,603 
81,319 
369,240 
52,600 
316,639 
199,736 
43,949 
155,787 
201,076 
42,867 
137,546 
243,910 


mo 


,673,704 


173719 
611,623 
33,923 
65,983 


885,248 


270,415 
685,453 
154,835 
49,757 
67,380 
37,698 
804,477 
90,451 
198,846 
31,099 
24,875 


2,260,452 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


13,985 
1,822 


9,877 


25,684 


297,045 
137599) 
18,344 

202,031 
14,557 

8,057 
9,404 


562,997 


4,524 
9,624 
8,390 
4,161 
4,229 
27,695 
7,966 
19,729 
19,460 
5,424 
14,036 
8,040 
2,386 
4,495 
19,773 


104,387 


142,494 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


804,681 

57,926 
274,437 
355,114 


1,492,158 


2,535,245 
434,589 
200,210 
822,937 
630,252 
353,105 
265,522 


5,241,860 


308,729 
409,326 
439,996 
224,302 
215,694 
359,402 
87,437 
271,964 
646,380 
121,287 
525,093 
250,028 
121,557 
150,760 
596,614 


en 


— 


4,282,792 


491,539 
1,665,894 
115,881 
365,600 


2,638,915 


472,937 
8,131,634 
525,862 
118,986 
277,669 
129,208 
2,476,209 
324,871 
227,825 
67,622 
93,598 


12,320,558 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


1,883,485 
227,632 
662,903 

1,315,659 


4,089,680 


4,959,619 
657,807 
487,147 

2,371,301 
791,839 
452,344 
399,485 


10,119,542 


614,160 
856,665 
847,704 
414,655 
433,050 
2,351,624 
216,622 
2,135,003 
1,173,668 
253,861 
919,806 
724,148 
242,855 
432,963 
1,221,089 


8,464,875 


875,429 
3,409,200 
206,026 
546,847 


5,037,502 


1,053,671 
10,070,136 
860,651 
207,627 
434,511 
218,512 
4,691,976 
546,527 
533,557 
125,028 
141,343 


18,022,888 


Value 
added 
Valeur 
ajoutée 


1,082,628 
168,353 
390,042 
951,504 


72,99 249278 


2,082,750 
221,389 
266,848 

1,346,333 
154,153 

95,485 
129,161 


4,296,118 


304,366 
457,427 
403,029 
187,957 
215,072 
005,269 
120,670 
884,599 
514,516 
127162 
387,354 
482,274 
120,548 
281,093 
618,740 


4,187,262 


374,368 
1,747,708 
90,493 
186,722 


2,999,292, 


795,671 
1,973,201 
333,065 
90,697 
154,722 
87,645 
2,143,798 
226,223 
307,504 
57,485 
50,469 


5,887,417 
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Tableau 3. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Coût des 
matières, des 


Groupe et industrie 


Valeur 
ajoutée 


Valeur des 
livraisons 


Salaries 
and 


Administration, bureau 
et autre personnel 


Propriétaires 
et associés 


actifs hors fabrication Number wages fournitures et] et autres 
— — des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées a la 
Hommes Femmes Traitements salaires revente Code 
number - nombre $'000 $'000 
IMPRIMERIE EDITION ACTIVITES ANNEXS 11 
477 7,082 4,366 198,830 45,658 664,470 858,168 1,957,240 1,102,896 IMPRIMERIE COMMERCIALE 286 
71 975 506 28,447 7,044 110,511 61,997 232,714 169,364 CLICHAGE, COMPOSITION ET RELIURE 287 
67 4,997 6,004 146,967 11,001 146,967 305,399 718,819 414,997 EDITION SEULEMENT 288 
95 10,059 7,063 259,970 34,334 503,026 377,411 1,334,549 948,098 EDITION ET IMPRESSION 289 
710 254115 17,939 634,214 98,037 1,424,974 1,602,974 4,243,322 2,635,354 TOTAL 
PREMIERE TRANSFORMATION DES METAUX 12 
- 9,759 2,119 263,772 56,669 1,041,367 2,605,803 5,025,269 2,077,843 SIDERURGIE 291 
- 815 173 20,272 6,289 109,519 456,884 683,770 225,058 FAB. DE TUBES ET TUYAUX D'ACIER 292 
8 17278 387 32,307 10,472 161,087 236,291 530,206 273,825 FONDERIES DE FER 294 
- 9,158 1,356 223,073 32,652 602,191 1,696,856 3,286,129 1,387,242 FONTE ET AFFINAGE 295 
Se 1172 435 30,371 7,060 102,428 660,737 822,481 154,311 LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 296 
1 416 153 10,680 3,586 57,067 357,729 454,577 93,093 LAMINAGE ETC. DU CUIVRE ET ALLIAGES 297 
3 719 263 16,068 5,268 67,296 305,275 446,311 136,233 LAMINAGE, ETC. DES METAUX NCA 298 
17 23,312 4,886 596,543 121,996 2,140,955 6,319,575 11,248,743 4,347,605 TOTAL 
FABRICATION DE PRODUITS EN METAL 13 
3 2,243 582 51,959 9,124 172,050 322,316 629,083 305,702 IND. DES CHAUDIERES ET DES PLAQUES 301 
7 3,541 877 84,425 16,909 286,742 531,320 1,061,591 540,360 ELEMENTS DE CHARPENTE METALL. 302 
141 3,017 1,117 70,448 16,753 227,370 491,191 917,828 421,959 PRODS METALL. D'ARCHIT & D'ORNEMENT 303 
12 1,524 685 36,500 8,716 112,103 255,313 457,522 199,813 FAB. PORTES ET FENETRES METALLIQUES 3031 
129 1,493 432 33,949 8,037 115,268 235,878 460,306 222,145 PROD METALL D'ARCHIT D'ORNEMENT NCA 3039 
74 4,903 1,957 130,149 34,181 499,389 1,518,644 2,538,031 1,032,434 EMBOUTISSAGE, ETC. DES METAUX 304 
W7, 414 238 12,833 5,062 65,434 89,927 220,501 122,060 INDUSTRIE DU REVETEMENT DES METAUX 3041 
57 4,489 1,719 1177316 29,119 433,955 1,428,717 2,317,530 910,374 EMBOUTISSAGE, MATRICAGE DES METAUX 3042 
14 2,918 1,041 71,440 18,823 271,176 732,907 1,267,484 521,807 FIL METALLIQUE ET SES PRODUITS 305 
2 790 274 18,785 4,150 62,735 156,121 289,778 128,245 FABRICANTS D'AGRAFES 3051 
12 2,128 767 52,655 14,673 208,442 576,785 977,706 393,561 FIL METALLIQUE ET SES PRODUCTS,NCA 3059 
90 2,666 1,229 68,869 18,856 269,945 306,969 802,160 503,344 QUINCAILLERIE OUTILLAGE COUTELLERIE 306 
5 1,242 464 27,930 5,086 70,797 168,336 303,636 134,550 FABRICANTS D'APPAREILS DE CHAUFFAGE 307 
180 1,426 584 35,295 12,029 172,841 172,915 460,987 286,962 ATELIERS D'USINAGE 308 
36 4,041 1,488 95,252 24,904 339,162 697,359 1,337,841 634,747 FAB. PRODUITS METALLIQUES DIVERS 309 
550 25,997 9,339 635,769 156,665 2,309,473 4,941,956 9,318,641 4,381,864 TOTAL 
FABRICATION DE MACHINES 14 
16 2,739 812 63,455 14,661 237,174 556,418 975,347 409,407 FABRICANTS D'INSTRUMENTS ARATOIRES SL 
59 15,219 5,139 349,835 63,692 961,458 2,124,152 4,055,383 1,935,634 FAB DE MACHINES & EQUIPEMENT DIVERS 315 
3 1,164 406 26,330 4,131 60,253 158,131 265,692 107,910 FAB. EQUIP. COMM. DE REFRIGERATION 316 
- 3,540 1127 78,889 9,629 144,872 476,168 738,183 267,490 MACHINES POUR BUREAU ET COMMERCE 318 
78 22,662 7,484 518,510 92,113 1,403,758 3,314,869 6,034,605 2,720,441 TOTAL 
FABRICATION EQUIPEMENT DE TRANSPORT 15 
7 7,103 2,390 174,705 27,721 445,121 541,506 1,145,656 819,087 FAB. D AERONEFS ET DE PIECES 321 
- 11,393 2,477 310,824 51,103 996,277 14,417,500 16,816,092 2,433,289 FAB. DE VEHICULES AUTOMOBILES 323 
25 2,454 782 55,059 15,504 209,894 600,354 954,902 352,824 CARROSSERIES DE CAMIONS & REMORQUES 324 
13 630 279 14,707 4,920 64,464 145,532 241,982 98,506 FAB. DE CARROSSERIES DE CAMIONS 3241 
8 873 284 20,566 6,816 87,945 286,903 445,062 156,039 REMORQUES A USAGE NON COMMERCIAL 3242 
4 951 219 19,786 3,768 57,484 167,920 267,858 98,279 FAB. DE REMORQUES USAGE COMMERCIAL 3243 
8 7,247 2,092 200,766 56,600 1,005,243 2,579,861 4,838,425 2,186,595 FAB. DE PIECES ET ACCESS. D'AUTO 325 
- 2,057 457 46,589 8,327 137,040 500,170 751,315 25577412 MATERIAL FERROVIAIRE ROULANT 326 
- 1,598 396 36,563 13,456 235,409 234,489 538,672 305,955 CONSTRUCTION REPARATION, NAVIRES 327 
72 218 129 5,425 3,190 36,525 70,177 127,482 57,385 CONSTRUCTION, ETC. D'EMBARCATIONS 328 
- 441 172 12,023 2,739 36,897 116,801 172,605 58,529 FABRICANTS DE VEHICULES DIVERS 329 


112 32,511 8,895 841,954 178,636 3,102,406 19,060,859 25,345,148 6,469,377 TOTAL 


10 


Code 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 
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Table 3. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


ELECTRICAL PRODUCTS INDUSTRIES 


MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 
ABRASIVES MANUFACTURERS 

LIME MANUFACTURERS 

MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 


PETROLEUM REFINERIES 

PETROLEUM REFINING 

MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


MANUFACTURERS OF MIXED FERTILIZERS 

MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF TOILET PREPARATIONS 

MFRS. OF INDUSTRIAL CHEMICALS 
MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimiles 


Male Female 


Hommes Femmes 


number - nombre 


1,839 
6,918 
1,841 
603 
11,994 
12,162 
5,902 
5,988 
1,573 
4,415 


47,247 


1,623 
1827 
1,090 
1,100 
12,036 
4,651 
502 
5,107 
411 
4,696 


27,436 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


6,998 
16,914 
6,104 
3,542 
49,921 
34,898 
13,404 
23,150 
4,172 
18,978 


154,931 


Wages 


Salaires 


39,145 
105,234 
30,332 
17,434 
314,012 
214,120 
97,368 
127,479 
25,364 
102,115 


945,124 


45,599 
28,541 
17,057 
58,160 
10,353 
121,603 
27,545 
32,908 
61,150 
126,720 
137,466 
97,360 
40,106 
29,180 
9,433 
101,085 
13,611 
87,474 


639,598 


176,128 
169,875 
6,252 
7,483 


183,611 


9,069 
55,304 
87,217 
47,906 
54,560 
37,057 
256,697 

15,970 
132,857 
107,870 
127,973 

12,807 
115,166 


675,784 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


2,927 
8,495 
1,707 
526 
9357. 
11,674 
10,173 
9,853 
2,958 
6,896 


54,712 


18,472 
15,509 
2,963 
114,631 
836 
17,344 
4,203 
2,378 
10,768 
22,364 
40,731 
35,715 
5,016 
20,735 
21,796 
44,415 
7,889 
36,527 


301,325 


114,826 
113,354 
1,471 
2,368 


117,194 


1,002 
34,142 
9,185 
4,710 
7,464 
2,091 
441,206 
11,043 
276,759 
153,404 
20,546 
1175 
19/371 


520,345 


Cost of 
materials 
and 
supplies 
used 
Cott des 
matiéres et 
fournitures 
utilisées 


$'000 


144,327 
368,942 
106,378 

85,696 
528,093 
525,675 
543,283 
306,784 

88,446 
218,338 


2,609,179 


44,422 
24,464 
19,958 
90,170 
14,545 
213,009 
56,681 
46,647 
109,681 
434,437 
204,964 
103,001 
101,963 
82,059 
8,517 
286,601 
54,047 
232,553 


1,378,725 


9,000,862 
8,901,457 
99,405 
59,508 


9,060,370 


101,246 
551,023 
342,848 
304,907 
330,767 
120,153 
406,714 
78,208 
508,982 
819,524 
583,180 
52,797 
530,382 


ray 


3,740,837 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


258,965 
698,707 
189,162 
171,994 
1,532,406 
1,141,348 
792555 
650,156 
169,038 
481,118 


5,435,292 


175,490 
110,708 

64,782 
526,831 

37,821 
533,066 
125,756 
138,264 
269,046 
761,840 
637,338 
408,696 
228,642 
171,304 

74,673 
684,293 

98,666 
585,627 


3,602,657 


10,354,049 
10,220,111 
133,938 
95,377 


10,449,426 


137,531 
799975 
910,481 
582,224 
660,153 
365,477 
3,010,020 
159,414 
1,405,884 
1,444,722 
1,125,964 
98,511 
1,027,453 


7,591,825 


Value 
added 
Valeur 
ajoutée 


114,945 
320,100 
82,541 
84,320 
1,019,136 
619)227 
274,903 
348,008 
83,721 
264,287 


2,863,179 


114,671 
72,367 
42,304 

320,194 
22,509 

303,562 
66,110 
87,584 

149,869 

305,617 

390,960 

270,004 

120,956 
68,799 
44,517 

360,170 
41,674 

318,495 


— 


,931,000 


JA 


,209,750 
174,772 
34,979 
31,178 


— 


En 


,240,928 


35,838 
233,580 
583,659 
280,716 
345,732 
248,374 
172,978 
72,697 
614,741 
485,540 
532,324 
46,387 
485,937 


ray 


3,433,200 


Working 
owners and 
partners 


Propriétaires 


Employees — Salariés 


CANADA 


Tableau 3. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


Salaries 


Traitements 


$'000 


27,624 
76,136 
16,174 
11,816 

251,764 

185,943 
48,689 
78,370 
16,357 
62,013 


696,515 


15,204 
9,896 
5,307 

35,707 
2,543 

41,855 
9,856 

11,371 

20,627 

35,165 

49,412 

37,620 

11,792 

11,620 
3,645 

69,016 

10,348 

58,668 


264,167 


263,526 
258,075 
5,451 
4,317 


267,843 


4,681 
46,118 
145,024 
58,637 
62,099 
52,857 
271,418 
10,396 
129,625 
1317397 
107,469 
13,214 
94,255 


et associés et autre personnel 
actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
5 1,033 686 
4 3,991 1,010 
2 648 349 
1 485 144 
14 10,203 3,662 
2 ETAT) 2,584 
1 2,150 482 
1 3,384 1,472 
= 738 304 
1 2,646 1,168 
30 29,207 10,389 
63 663 244 
55 420 117 
8 243 127 
1 1,244 403 
34 123 47 
98 1,763 565 
12 386 173 
- 498 78 
86 879 314 
25 1,544 505 
24 1,786 713 
- 1,426 546 
24 360 167 
= 474 174 
= 138 45 
4 3,029 979 
72 442 155 
2 2,587 824 
249 10,764 3,675 
2 7,871 3,467 
= 7,653 3,387 
2 218 80 
= 152 61 
2 8,003 3,528 
1 209 75 
= 1,768 514 
10 5,217 2,830 
3 2,756 1,083 
10 2,547 931 
3 1,541 1,804 
1 9,524 2,594 
= 393 152 
1 4,607 1,326 
- 4,524 1,116 
20 4,517 1,740 
— 517 227 
20 4,000 1513 
48 28,079 MES 71 


748,303 


Total employees 


Number 


Nombre 


114,279 


4,366 
2,670 
1,696 
4,520 
1,088 
10,593 
2,431 
2,607 
5,555 
9,520 
11/5995 
8,303 
3,292 
2,678 
784 
10,699 
1,499 
9,200 


55,843 


19,670 
18,958 
712 
713 


20,383 


1,072 
5,493 
15178 
7,544 
7,189 
6,901 
25,579 
1,485 
12,797 
117297 
15,835 
17782 
14,103 


84,786 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


66,770 
181,370 
46,506 
29,250 
565,776 
400,063 
146,057 
205,849 
41,721 
164,127 


CA 


,641,640 


60,802 
38,437 
22,365 
93,867 
12,896 
163,458 
37,401 
44,280 
81,778 
161,885 
186,877 
134,980 
51,897 
40,800 
13,078 
170,101 
23,959 
146,142 


903,765 


439,654 
427,950 
11,704 
11,800 


451,454 


13;751% 


101,422 
232,241 
106,543 
116,659 

89,914 
5287/1415 

26,367 
262,481 
239,267 
235,442 

26,021 
209,421 


1,424,087 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 

223,082 425,312 
443,866 799,863 
116,398 201,074 
186,457 284,761 
6919158 17775255 
692,583 1,358,741 
5554137 804,300 
537,437 936,511 
131,063 230,612 
406,374 705,899 
3,446,875 6,587,816 
52,501 185,590 
29,001 116,458 
23,501 69,132 
127,803 564,271 
15,704 38,863 
246,834 573,995 
64,947 135/397; 
49,719 141,052 
132,167 297,546 
460,423 799,555 
258,951 690,057 
142,183 444,700 
116,769 245,357 
92,035 183,112 
11,611 77,883 
443,234 866,995 
71,835 120,055 
371,399 746,940 
1,709,096 3,980,322 
9,450,402 10,811,164 
9,343,590 10,667,911 
106,812 143,252 
62,500 100,661 
9,512,901 10,911,825 
144,822 197,029 
626,887 877,851 
497,599 1,119,806 
395,120 705,765 
405,915 753,706 
170,022 452,912 
1,881,003 3,608,931 
103,951 189,043 
610,044 1,582,297 
1,167,008 1,837,591 
771,501 1,372,136 
90,933 145,367 
680,568 1,226,770 
4,892,869 9,088,138 


Value 
added 
Valeur 
ajoutée 


202,537 
346,331 
84,433 
96,326 
1,100,164 
669,712 
274,793 
403,710 
102,678 
301,032 


3,178,007 


116,692 
73,581 
43,111 

320,001 
221992 

310,666 
67,483 
87,300 

155,883 

317,347 

389,692 

266,827 

122,866 
70,632 
44,633 

386,239 
45,276 

340,963 


i 


978,295 


ry 


,217,326 
180,439 
36,887 
33,470 


i= 


CA 


,250,796 


51,759 
235,592 
638,233 
314,043 
364,137 
285,940 

1,297,600 

76,582 
690,092 
530,926 
590,175 

55,107 
535,069 


3,777,481 


Groupe et industrie 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS D'ABRASIFS 

FABRICANTS DE CHAUX 

PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 

RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 


TOTAL 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FABRICANTS D'ENCRES D'IMPRIMERIE 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


11 


Code 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 


17 
351 
3511 
3512 
852 
393 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
357 
358 
359 
3591 
3599 


18 
365 
3651 
3652 
369 


19 
372 
373 
374 
375 
376 
377 
378 
3781 
3782 
3783 
379 
3791 
3/99 
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CANADA 


Table 3. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


Cost of Cost of Value of 


Estab- Travailleurs de la production et assimilés fuel materials shipments 

lish- and and of goods 

ments elec- supplies of own Value 
Major group and industry — Man tricity used manufacture added 


Coût des Valeur des Valeur 
matières et livraisons ajoutée 


Eta- hours — 
blisse- Male Female paid Wages Cott du 
ments = a == — combus- 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


number - nombre ‘000 $'000 
MISCELLANEOUS MANUFACTURING INDS. 

SCIENTIFIC & PROFESSIONAL EQUIPMENT 786 8,777 6,303 30,171 166,852 6,220 416,894 911,290 504,967 
INSTRUMENT & RELATED PRODUCTS MFRS. 183 4,111 3,293 15,256 91,281 5,271 273,341 618,178 357,398 
CLOCK AND WATCH MANUFACTURERS 23 338 713 2178 10,626 331 59,671 103,424 43,080 
ORTHO. AND SURGICAL APPLIANCE MFRS. 39 274 142 845 4,309 90 6,932 157737 9,166 
OPHTHALMIC GOODS MANUFACTURERS 145 1,679 1,041 5,475 25 773 528 49,395 100,645 49,572 
DENTAL LABORATORIES 396 PEU) 1,114 6,417 34,863 — 27,555 73,306 45,751 
JEWELLERY AND SILVERWARE INDUSTRY 389 3,081 2,160 10,878 55,331 1,823. 383,773 526,508 154,650 
SPORTING GOODS AND TOY INDUSTRIES 235 4,153 3,662 16,356 76,419 4,457 209,984 416,772 204,000 
SPORTING GOODS MANUFACTURERS 174 2,967 2,093 10,590 51,545 2705 131,880 242,503 110,346 
TOYS AND GAMES MANUFACTURERS 61 1,186 1,569 5,766 24,874 1,742 78,105 174,269 93,654 
SIGNS AND DISPLAYS INDUSTRY 417 3,967 649 9,549 52,737. 2,538 64,314 169,942 103,291 
MISC. MANUFACTURING INDS. NES 603 9,097 5,385 29,290 142,006 10,561 321,500 712,262 383,629 
BROOM, BRUSH AND MOP MANUFACTURERS 49 757 765 3,068 13,581 645 33213 67,399 33772 
BUTTON, BUCKLE AND FASTENER MFRS. 29 484 698 21923 12,190 890 20,852 51,250 29,561 
FLOOR TILE, LINOLEUM ETC. MFRS. 15 2,006 104 4,395 25,724 4,314 106,230 188,002 78,514 
SOUND RECORDING-MUSICAL INSTRUMENTS 44 1,031 811 3,860 19,860 1,867 38,914 119,158 78,365 
PEN AND PENCIL MANUFACTURERS 16 190 480 1,391 6,168 451 19,625 44,374 26,563 
FUR DRESSING AND DYEING 16 823 248 2,090 8,169 — 7,840 18,389 10,548 
OTHER MISC. MANUFACTURING INDS. 434 3,806 2,279 11,963 56,316 2,393 94,826 223,689 126,306 

TOTAL 2,376 29,075 18,159 96,244 493,345 25,599 1,396,464 2 7SONT2 1,350,537 


TOTAL, ALL INDUSTRIES 81,963 1,012,410 298,114 2,721,381 17,933,370 3,397,240 74,894,056 129,019,220 51,679,262 


Working 
owners and 
partners 
Propriétaires 
et associés 


CANADA 


Tableau 3. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 


actifs 
Male 
Hommes 
number - 

207 5,303 
8 4,354 
4 251 
7 mol 
8 647 

180 = 

85 733 
32 1,368 
23 795 
9 573 

101 1,058 

125 2,963 
9 313 
= 225 
= 849 
5 457 
= 198 
7 ait 

104 921 

550 11,425 

6,027 345,591 


nombre 


hors fabrication 


Female 


Femmes 


en 
N 
N 
oO 


6,170 


134,734 


Salaries 


Traitements 


$'000 


140,818 
116,719 
6,615 
1,380 
16,104 


26,729 
36,766 
19,884 
16,882 
26,884 
74,057 

8,077 

57495 
19,165 
13,706 

0524 


21,834 


305,254 


8,643,765 


Employees — Salariés 


Total employees 


Number 


Nombre 


22,776 
13,491 
1,467 
513 
3,816 
3,489 
6,686 
9991 
6,268 
3,723 
6,202 
19,174 
2,028 
17539 
37293 
2,653 
972 
1,071 
7,618 


64,829 


Total des salariés 


salaires 


Salaries 


and 
wages 


Traitements 


et 


307,670 
208,000 
17,241 
5,689 
41,876 
34,863 
82,060 
113,184 
71,429 
41,756 
79,621 
216,064 
21,657 
17,944 
44,888 
33,566 
11,689 
8,169 


78,150 


798,599 


Cost of 


materials, 


supplies 


and goods 
for resale 


Cott des 


matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 


revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
590,186 1,162,763 
392,923 791,453 
68,030 117,334 
8,474 18,041 
93,204 162,630 
27,999 73,306 
402,959 555,545 
290,102 533,605 
173,808 302,773 
116,294 230,832 
71,857 226,874 
400,259 840,892 
40,935 80,450 
25,932 571898 
119,970 209,639 
TE 154,932 
30,348 64,033 
7,840 18,389 
117,477 255,558 
1755/3022, 5519079 


Value 
added 


Valeur 
ajoutée 


583,148 
411,090 
48,632 
9927 
67,748 
45,751 
164,501 
240,716 
128,688 
112,028 
152,680 
433,501 
39,099 
31,125 
86,411 
95,295 
35,499 
10,548 
1357529 


1,574,546 


1,790,849 26,577,136 91,840,353 148,920,865 54,634,611 


Groupe et industrie 


INDUSTRIES MANUFACTURIERES DIVERSES 


MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. ARTICLES DE SPORT ET DE JOUETS 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

INDS. MANUFACTURIERES DIVERSES NCA 
FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 
FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 
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Code 


20 
391 
3911 
3912 
391$ 
3914 
SOS) 
392 
393 
3931 
3932 
397 
399 
S991 
3992 
3993 
3994 
3996 
3998 
3999 


14 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
151 
153 


162 
165 
172 
174 
175 


1792 
1799 
181 
182 
1831 


1832 
184 
1851 
1852 
186 


1871 
1872 
188 

1891 
1892 


1893 
1894 
1899 
231 

2391 


2392 
2431 
2432 
2441 
2442 


245 
246 
248 
2491 
2492 


2499 
2511 
2513 
252 

2541 


2543 
2544 
256 
258 
2591 


2592 
2593 
2599 
2611 
2619 


TABLE 4. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 4. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 


CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 


DISTILLERIES 

BREWERIES 

WINERIES 

LEAF TOBACCO PROCESSORS 
TOBACCO PRODUCTS MANUFACTURERS 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 
LEATHER TANNERIES 


“SHOE FACTORIES 


LEATHER GLOVE FACTORIES 


BOOT AND SHOE FINDINGS MFRS. 
MISC. LEATHER PRODUCTS MFRS. 
COTTON YARN AND CLOTH MILLS 
WOOL YARN AND CLOTH MILLS 

FIBRE AND FILAMENT YARN MFRS. 


THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 

FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 


COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
THREAD MILLS 

NARROW FABRIC MILLS 


EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 
HOSIERY MILLS 

KNITTED FABRIC MANUFACTURERS 


OTHER KNITTING MILLS 

MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN'S CLOTHING FACTORIES 
WOMEN'S CLOTHING CONTRACTORS 


CHILDREN'S CLOTHING INDUSTRY 
FUR GOODS INDUSTRY 
FOUNDATION GARMENT INDUSTRY 
FABRIC GLOVE MANUFACTURERS 
HAT AND CAP INDUSTRY 


MISCELLANEOUS CLOTHING INDS. NES 
SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 


PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


WOOD HANDLES AND TURNING INDUSTRY 
MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 


Employment size group — Effectif par tranche de taille 


NWr © 
he, BR 


Aas 


Ke, Qu 


N 
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INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 


FABRICANTS DE CONFISERIE 
SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 


DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 

TRAITEMENT DU TABAC EN FEUILLES 
FABRICANTS DE PRODUITS DU TABAC 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 
TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 


ACCESSOIRES POUR BOTTES, CHAUSSURES 
FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 

FILES DE FIBRES ET DE FILAMENTS 


MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 


FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 


BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 

IND. DES BAS ET CHAUSSETTES 

FAB. DE TISSU A MAILLES 


AUTRES FABRICANTS DE TRICOT 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 


IND. DES VETEMENTS POUR ENFANTS 
IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 
FABRICANTS DE GANTS EN TISSU 

IND. DES CHAPEAUX ET CASQUETTES 


INDS. DIVERSES DU VETEMENT NCA 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 


PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 


MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
151 
153 


162 
165 
172 
174 
175 


1792 
1799 
181 
182 
1831 


1832 
184 
1851 
1852 
186 


1871 
1872 
188 

1891 
1892 


1893 
1894 
1899 
231 

2391 


2392 
2431 
2432 
2441 
2442 


245 
246 
248 
2491 
2492 


2499 
2511 
2513 
252 

2541 


2543 
2544 
256 
258 
2591 


2592 
2593 
2599 
2611 
2619 


Code 


264 
266 
268 
271 
272 


2731 
2732 
2733 
274 
286 


287 
288 
289 
291 
292. 


294 
295 
296 
297 
298 


301 
302 
3031 
3039 
3041 


3042 
3051 
3059 
306 
307 


308 
309 
311 
315 
316 


318 
321 
323 
3241 
3242 


3243 
325 
326 
327 
328 


329 
331 
332 
333 
334 


335 
336 
338 
S391 
3399 


3511 
3512 
352 
353 
3541 


3542 
3549 
355 

3561 
3562 


357 
358 
3591 
3599 
3651 


CANADA 


TABLE 4. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 4. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 
ELECTRIC LAMP AND SHADE MFRS. 
PULP AND PAPER MILLS 

ASPHALT ROOFING MANUFACTURERS 


FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 


PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 

IRON AND STEEL MILLS 

STEEL PIPE AND TUBE MILLS 


IRON FOUNDRIES 

SMELTING AND REFINING 

ALUMINUM ROLLING, CASTING ETC. 
COPPER & COPPER ALLOY ROLLING ETC. 
METAL ROLLING, CASTING ETC. NES 


BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 
METAL COATING INDUSTRY 


METAL STAMPING AND PRESSING IND. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 


MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 


OFFICE AND STORE MACHINERY MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 


COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


MISCELLANEOUS VEHICLE MANUFACTURERS 
MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 


COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 


CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 


MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 


ABRASIVES MANUFACTURERS 

LIME MANUFACTURERS 

REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 


Employment size group — Effectif par tranche de taille 


|, OWwWhr 


Wheat 


ey) 


— Bb à D WwW 


200 | 500 
499 | 999 
5 a 
5 a 
45 Al 
il a 
7 1 
16 1 
5 = 
14 2 
26 4 
5 2 
22 9 
11 7 
3 2 
8 3 
7 10 
5 1 
2 
if 3 
4 1 
16 5 
3 = 
3 1 
2 i, 
19 6 
3 2 
8 4 
18 1 
3 1 
if! A 
16 4 
7 2 
22s 
6 a 
3 2 
6 7 
4 3 
il = 
7 
2 2 
41 13 
3 2 
5 4 
1 2 
6 = 
7 6 
1 1 
1 1 
18 7 
24 9 
9 3 
5 =, 
11 7 
1 a 
2 
5 . 
2 a 
2 
5 i 
6 6 
3 1 
6 eS 
2 
6 3 
15 6 


1,000 
+ 


24 


N 


y OOO 7 


eK ON W 


— © 


TOTAL 


INDUSTRIE 


INDUSTRIE DES MEUBLES DE BUREAU 
IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 


CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 


CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 

SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 


FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 


EMBOUTISSAGE, MATRICAGE DES METAUX 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 


ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 


MACHINES POUR BUREAU ET COMMERCE 
FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 


FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D’AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


FABRICANTS DE VEHICULES DIVERS 
FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 


FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 


FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 


FABRICANTS D'ABRASIFS 

FABRICANTS DE CHAUX 

FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 
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Code 


264 
266 
268 
271 
272 


2731 
2732 
2733 
274 
286 


287 
288 
289 
291 
292 


294 
295 
296 
297 
298 


301 
302 
3031 
3039 
3041 


3042 
3051 
3059 
306 
307 


308 
309 
ST 
Sills 
316 


318 
321 
323 
3241 
3242 


3243 
325 
326 
327 
328 


329 
331 
332 
333 
334 


335 
336 
338 
3391 
3399 


3511 
3512 
352 
353 
3541 


3542 
3549 
355 

3561 
3562 


3574 
358 

3591 
3599 
3651 
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Code 


3652 
369 
372 
373 
374 


375 
376 
377 
3781 
3782 


3783 
3791 
3799 
3911 
3912 


3913 
3914 
3915 
392 

3931 


3932 
397 

3991 
3992 
3993 


3994 
3996 
3998 
3999 


CANADA 


TABLE 4. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 4. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


MFRS. LUBRICATING OILS AND GREASES 
MISC, PETROLEUM & COAL PRODS. INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 


PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF TOILET PREPARATIONS 

MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 


INDUSTRIAL CHEMICALS (ORGANIC) NES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 


ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 


TOYS AND GAMES MANUFACTURERS 

SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FLOOR TILE, LINOLEUM ETC. MFRS. 


SOUND RECORDING-MUSICAL INSTRUMENTS 
PEN AND PENCIL MANUFACTURERS 

FUR DRESSING AND DYEING 

OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 
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500 


999 


1,000 
+ 


TOTAL 


INDUSTRIE 


HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 
FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 


FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 


PRODS. CHIMIQUES (ORGANIQUES), NCA 
FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 


APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 


FABRICANTS DE JEUX ET DE JOUETS 
FAB. D'ENSEIGNES ET D'ETALAGES 
FAB. DE BALAIS, DE BROSSES, ETC. 
FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 


ENREGISTAR DU SON, INSTR DE MUSIQUE 
FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


Code 


3652 
369 
372 
373 
374 


375 
376 
377 
3781 
3782 


3783 
3791 
3799 
3911 
3912 


3913 
3914 
3915 
392 

3931 


3932 
397 

3991 
3992 
3993 


3994 
3996 
3998 
3999 
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TABLE 5. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 5. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturière Total activity — Activité totale 


Production and Cost of Value of Total employees 
Establish- related workers Cost of materials | shipments of Working = - 
Year ments tone fuel and and gas goods of own Value owners and Total des salaries Value 
- se Travailleurs de la electricity? used manufacture added partners added 
Année Etablisse- production et * = £ = Salaries 
ments assimiles Coat du Coût des Valeur des Valeur Proprié- and Valeur 
combustible | matières et livraisons ajoutée taires et Number wages3 ajoutée 
Nuniber Wares et de l’élec- | fournitures de produits associés = = 
eo a tricité? utilisées? de propre actifs Nombre? | Traitements 
Nombre Salaires fabrication et 3 
salaires 
number — nombre $000 number — nombre $7000 
195i. & Rees 2,574 $2,271 147,540 31,837 460,937 820,117 were a 62,490 184,656 
TOS SF oe eee emer ss 2,432 49,384 139,283 29,309 438,707 811,875 342,747 Rests 59,376 177,491 
195 OR Nou woke 2,455 48,573 142,619 29,599 447,885 827,623 347,814 mee 58,778 183,534 
LION EU 2,357 50,491 154,878 32,114 490,294 912,373 397,706 ie 61,071 198,747 
196194 PR ee 2,261 47,647 149,344 32,786 514,336 938,478 393,857 1,330 62,289 211,564 405,919 
ABS Sharh, aaa s tes etes 2,236 49,460 162,078 34,666 563,608 1,006,248 415,363 1,361 64,404 228,007 429,472 
1963 pened: Ae ee 2,178 49,667 170,393 35,784 634,342 1,105,972 440,157 1,230 64,571 238,357 457,232 
19649. 2 tea Se eee 2152 51,186 182,609 39,221 698,542 1,224,563 491,081 218 66,783 256,827 511,506 
LOGSY Wea ELA" ee 2,090 53,762 196,519 44,555 HSTILS 1,293,468 514,031 1,118 69,913 276,461 537,472 
1966 © deseo phe ets 2,035 56,548 220,207 46,711 794,705 1,400,545 565,521 1,016 72,930 307,735 590,385 
LOGE EE CR 1,988 56,855 230,486 48,396 829,068 1,421,335 553,105 913 73,668 325,053 580,819 
LOG Sates RAT 1,864 58,047 245,801 51,548 893,047 1,546,033 606,752 732 75,196 347,992 631,417 
1969 eo cee Meee 1,881 59,898 276,326 57,439 987,402 1,739,659 699,382 724 TOA 388,918 739,781 
LOTO NS RE 1,832 59,637 297,459 60,674 1,046,184 1,814,199 722,904 698 76,134 413,885 759,720 
SRE ONE case oe 1,802 58,500 315,834 74,521 1,148,652 1,924,914 719,342 697 75,393 445,130 766,441 
1070 PL oes 1,749 60,714 3572272 83,113 17373161 2,309,671 860,007 630 78,813 508,082 912,780 
1978 Eee 1,707 64,347 422,796 96,516 1,712,765 2,890,434 | 1,110,712 570 83,052 595,977 | 151753569 
LO TAC Ne A cohen: © 1,734 63,845 506,273 159,416 2,530,388 4,087,619 | 1,505,472 365 83,489 TLS 30S 67795 
LOTS Za cantare oer 1,635 62,224 568,937 157,503 2,674,301 4,247,086 | 1,501,020 439 82,018 807,707 1,570,984 
LOUD GRA rast alsa ua ere i Sahil 63,311 659,429 214,840 2,795,499 4,567,035 | 1,545,055 346 82,981 926,950 | 1,649,502 
VODs Ban «sie meet 1,461 62,542 720,425 251,486 3,124,000 5,069,821 | 1,762,414 299 81,171 995,504 1,850,145 
LITRES nine 1,692 67,406 824,124 SETS 3,759,602 6,167,195 2,079,070 390 86,394 | 1,124,722 | 2,202,330 
| B 


1 For statistics covering the period 1949-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1949-1956. paraissent dans les publications de 1973 et antérieures. Les données de la période 1957- 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l'introduction 
de la présente publication. 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et del’ électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages’ are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour “Activité manufacturière” et 
l’‘‘Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 
briques. 
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TABLE 6. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 6. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Value of 


Production and 


related workers Cost of shipments 

Estab- Pi materials of goods 
sn bso pat Travaleurencdenls and panes of a Value 
an ndustry ments production et use manufacture added 

nie, LE assimilés # os i. 

Rang Industrie Eta- Coût des Valeur des Valeur 
blisse- matieres et livraisons ajoutee 

ments Number Wages fournitures de produits 

utilisées de propre 


fabrication 


Nombre Salaires 


number — nombre $'000 


1 271 PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS 18 8,474 158,572 416,234 992471 427,983 
2 102 FISH PRODUCTS INDUSTRY 

IND. DE TRANSFORMATION DU POISSON 235 16,196 155,965 456,474 729,204 278,986 
3 1093 |BREWERIES 

BRASSERIES 8 711 11,713 29,658 80,420 49,139 
4 289 |PUBLISHING AND PRINTING 

-EDITION ET: IMPRESSION 49 1,251 15,220 19,968 77,924 DES 
5 106 FEED INDUSTRY 

FABRICATION D'ALIMENTS POUR ANIMAUX 27 307 3,425 58,539 72739 13,223 
6 302 FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 11 1,023 14,640 19,322 50,917 31,394 
72355 READY-MIX CONCRETE MANUFACTURERS 

FABRICANTS DE BETON PREPARE 37 519 6,879 24,791 43,618 17,157 
8 2541 |SASH, DOOR AND OTHER MILLWORK NES 

PORTES, CHASSIS, BOIS OUVRES NCA 47 733 7,515 25,166 43,196 17,579 
9 2732 |CORRUGATED BOX MANUFACTURERS 

; FAB. DE BOITES EN CARTON ONDULE 5 348 4,115 18,658 32,020 12,842 

10 1081 |CONFECTIONERY MANUFACTURERS 

FABRICANTS DE CONFISERIE 7 509 4,141 14,008 31,160 16,862 
11 2543 |PRE-FABRICATED BLDGS (WOOD FRAME) 

PREFAB BATIMENTS-CHARPENTES EN BOIS 10 534 5,303 14,916 28,370 13,797 
12 338 |MFRS. OF ELECTRIC WIRE AND CABLE 

FAB. DE FILS ET CABLES ELECTRIQUES 3 80 1,047 9,245 14,105 4,589 
13 3242 [NON-COMMERCIAL TRAILER MFRS. 

REMORQUES A USAGE NON COMMERCIAL 8 190 1,652 8,790 12,910 4,042 
14 3549 |CONCRETE PRODUCTS MFRS. NES 


FAB. DE PRODUITS EN BETON NCA 2,655 4,654 11,518 6,571 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
174 
179 
1799 


05 
181 
182 
183 
1832 
184 
186 
187 
1871 
1872 
189 
1894 
1899 


06 
239 
2392 


ATLANTIC PROVINCES 


Table 7. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
= Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 
elec- supplies of own 


Major group and industry Man tricity used manufacture 
hours — — — 
Male Female paid Wages Coût du Coût des Valeur des 
== = == — combus- matières et livraisons 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


number - nombre ‘000 $'000 
FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 27 x x x x x x x 
SLAUGHTERING AND MEAT PROCESSORS 20 x x x x x x x 
POULTRY PROCESSORS 7 x x x x x x x 
FISH PRODUCTS INDUSTRY 235 9,551 6,645 34,626 155,966 15,023 456,475 729,204 
FRUIT & VEG. PROCESSING INDS. 21 x x x x x x x 
FRUIT & VEG. CANNERS & PRESERVERS ie x x x x x x x 
FROZEN FRUIT & VEGETABLE PROCESSORS 8 x x x x x x x 
DAIRY PRODUCTS INDUSTRY 54 x x x x x x x 
FLOUR & BREAKFAST CEREAL PRODS. IND 1 x x x x x x x 
FEED INDUSTRY 27 300 7 642 3,426 1,002 58,540 72,740 
BAKERY PRODUCTS INDUSTRIES 90 871 446 2,708 12,263 2,220 30,028 67,534 
BISCUITS MANUFACTURERS 2 x x x x x x x 
BAKERIES 88 x x x x x x x 
MISCELLANEOUS FOOD INDUSTRIES 22 x x x x x x x 
CONFECTIONERY MANUFACTURERS 7 224 285 1,095 4,141 454 14,009 31,161 
CANE AND BEET SUGAR PROCESSORS 1 x x x x x x x 
MISCELLANEOUS FOOD PROCESSORS NES 14 x x x x x x x 
BEVERAGE INDUSTRIES 41 x x x x x x x 
SOFT DRINK MANUFACTURERS Pai x x x x x x x 
DISTILLERIES 3 x x x x x x x 
BREWERIES 8 708 3 1,446 11,713 2,101 29,658 80,420 
WINERIES 3 x x x x x x x 
TOTAL 518 16,311 9,234 54,365 253,932 39,917 1,086,015 1,744,779 
TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 
TOTAL 
RUBBER AND PLASTICS PRODUCTS INDS. 
RUBBER PRODUCTS INDUSTRIES 2 x x x x x x x 
PLASTICS FABRICATING INDUSTRY NES 18 x X x x x x x 
TOTAL 20 x x x: x x x x 
LEATHER INDUSTRIES 
SHOE FACTORIES 2 x x x x x x x 
LUGGAGE. HANDBAG ETC. MANUFACTURERS 5 x x x x x x x 
MISC. LEATHER PRODUCTS MFRS. 5 x x x x x x x 
TOTAL vf 79 114 339 1,425 42 2,433 5,082 
TEXTILE INDUSTRIES 
COTTON YARN AND CLOTH MILLS 1 x x x x x x x 
WOOL YARN AND CLOTH MILLS 6 x x x x x x x 
MAN-MADE FIBRE, YARN & CLOTH MILLS 3 x x x x x X x 
THROWSTERS, SPUN YARN & CLOTH MILLS 3 x x x x x x x 
CORDAGE AND TWINE INDUSTRY 1 x x x x x x x 
CARPET, MAT AND RUG INDUSTRY 1 x x x x x x x 
CANVAS PRODUCTS COTTON & JUTE BAGS 5 x x x x x x x 
COTTON AND JUTE BAGS MANUFACTURERS 1 > x x x x x x 
CANVAS PRODUCTS MANUFACTURERS 4 x x x x x x x 
MISCELLANEOUS TEXTILE INDUSTRIES 7 x x x x x x x 
TEXTILE DYEING AND FINISHING PLANTS 4 x x x x x x x 
MISCELLANEOUS TEXTILE INDS NES 3 x x x x x x x 
TOTAL 24 x x x x x x x 
KNITTING MILLS 3 
KNITTING MILLS-EXCEPT HOSIERY MILLS 4 x x x x x x x 
OTHER KNITTING MILLS 4 x x x x x x x 


TOTAL 4 x x x x x x x 


Value 
added 
Valeur 
ajoutée 


49,13 


645,798 


2,652 


RO ER RE D D D à 


x 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


Employees — Salariés 


Male 


Hommes 


Female 


Femmes 


number - nombre 


& 
DIM OPEN EN DE ON ER EE AIO ESS 


Ke] 
© 


x 


x X X X X KK KK KK x 


x 


(op) 
N © 


ioe) 


D 
— 
XI XIE MOI NN SX XL OÙ NX DC DK. 


5,347 


x 


17 


x «KK KK KKK KK x x 


x 


oO 
ra 


ES 
© ND 
X NOX X KKK O_xX xX kK ORK KK KK OK x x 


Ww 


N 


1,596 


x 


«x X X KK KK OK OK KK Ox 


x 


PROVINCES DE L'ATLANTIQUE 


Tableau 7. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 
employees 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


$'000 


4,77 


95,144 


335 


DE KG DRL OS OOK OK IKK: OO OK: CH 


x 


Total employees 


Total des salariés 


Number 


Nombre 


1,00 


32,488 


219 


SEE NC DC OK, DOK OE! OE FSO 


x 


Salaries 
and 
wages 


et 
salaires 


x 
x 


x 
178,752 


16,48 


349,077 


1,760 


x X X X KK KK KK KK 


x 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
x x 
691,677 1,019,726 
x x 
x x 
x x 
x x 
x x 
64,755 79,882 
34,937 73,414 
x x 
x x 
x x 
14,529 31,578 
x x 
x x 
x x 
x x 
x x 
32,305 83,598 
x x 
1,470,332 2,218,556 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
2,443 5,082 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 


Value 
added 


Valeur 
ajoutée 


49,67 


755257. 


2,642 


WE Se. HE SCE DR A A M < 


x 


x x 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 
IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 
IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 
MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 
BOULANGERIES 
INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 
SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 
PRODUCTEURS DE VIN 


TOTAL 
INDUSTRIE DU TABAC 
FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 
FABRIQUES DE CHAUSSURES 
FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 
FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
INDUSTRIES TEXTILES DIVERSES 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 
BONNETERIE 
BONNETERIE (SAUF BAS, CHAUSSETTES) 


AUTRES FABRICANTS DE TRICOT 


TOTAL 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


22 


Code 


07 
243 
2431 
2432 
244 
2441 
246 
248 


08 
251 
2511 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2008 
2599 


09 
261 
2611 
2619 
264 
266 


10 
27M 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

291 
294 
295 
296 
298 


ATLANTIC PROVINCES 


Table 7. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


CLOTHING INDUSTRIES 


MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN'S CLOTHING INDUSTRIES 
WOMEN'S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 
FOUNDATION GARMENT INDUSTRY 


TOTAL 


WOOD INDUSTRIES 


SAWMILLS, PLANING AND SHINGLE MILLS 
SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR & OTHER MILLWORK PLANTS 
SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES 
WOOD PRESERVATION INDUSTRY 

WOOD HANDLES AND TURNING INDUSTRY 
MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 


TOTAL 


FURNITURE AND FIXTURES INDUSTRIES 


HOUSEHOLD FURNITURE MANUFACTURERS 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 


TOTAL 


PAPER AND ALLIED INDUSTRIES 


PULP AND PAPER MILLS 

PAPER BOX AND BAG MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 


TOTAL 


PRINTING, PUBLISHING & ALLIED INDS. 


COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 


TOTAL 


PRIMARY METAL INDUSTRIES 


IRON AND STEEL MILLS 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
METAL ROLLING, CASTING ETC. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


ete 


18 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimiles 


Male Female 


Hommes Femmes 


number - nombre 


x «Kx KK X xX x 


MIR) EI OT CS 


x X X x 


MC Oe SC 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


XD OK KOK OX 


Wages 


Salaires 


DC OS PCA IE IE OG, 


158,572 
x 

x 

4,116 

x 

x 


x 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


MDE OM OM 


135,628 
x 

x 

613 

x 

x 


x 


Cost of 
materials 
and 
supplies 
used 
Cout des 
matières et 
fournitures 
utilisées 


$'000 


x X KKK KK 


416,235 
x 

x 

18,658 
x 

x 


x 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


YE FW MC DE 


293,845 


17,894 
x 


x 
x 
x 


x 


992,171 
x 

x 
32,021 
x 

x 


x 


Value 
added 
Valeur 
ajoutée 


DC LCR PC ORS GCE OE: 


427,984 


x 
x 


12,842 


x 
x 


x 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


Male 


Hommes 


employees 


hors fabrication 
Female 


Femmes 


number - nombre 


x X X X KK x 


SS 


EK KX BX OS LOO): I! “ORO od x SOI 


150 


30 


BE x x x xp al! (pS os I x X x x 


<x x x 


KXAIX KLEIN OK XS 


PS DK IR EX 


xxx BR x 


x X x KKK x 


x X x x 


MAC EC 
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Tableau 7. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


$'000 


x X X X KK x 


Total employees 


Number 


Nombre 


DCR 1K I UDC OS OK 


10,762 
x 

x 

450 

x 

x 


x 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


SIE IKE DG SX 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 
matiéres, des 
fournitures et 
des marchan- 

dises desti- 

nees a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
517 1,048 
x x 
x x 
49,443 84,489 
31,784 51,265 
15,063 28,926 
2,597 4,298 
1237 2,256 
x x 
x * 
x x 
x x 
x x 
x x 
177,589 315,492 
9,527 19,389 
x x 
x x 
x x 
x x 
x x 
461,900 1,045,291 
x x 
x x 
18,929 32,144 
x x 
x x 
x x 
x x 
x x 
x x 
20,594 78,064 
x x 
x x 
608 1,623 
x x 
x x 
x x 
x x 


Value 
added 


Valeur 
ajoutée 


<x X KK KK x 


435,438 
x 

x 
12,694 
x 

x 


x 


Groupe et industrie 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR HOMMES 


CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 


TOTAL 


23 


Code 


07 
243 
2431 
2432 
244 
2441 
246 
248 


08 
251 
2511 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 


10 
271 
273 
2731 
2732 
27183 
274 


11 

286 
287 
288 
289 


12 

291 
294 
295 
296 
298 
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Code 


3391 
3399 


Table 7. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


METAL FABRICATING INDUSTRIES 


BOILER AND PLATE WORKS 
FAB. STRUCTURAL METAL INDUSTRY 
ORNAMENTAL & ARCHITECTURAL METAL 


METAL DOOR AND WINDOW MANUFACTURERS 


ORNAMENT & ARCHITECTURAL METAL NES 
METAL STAMPING, PRESSING & COATING 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
WIRE AND WIRE PRODUCTS MFRS. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 


TOTAL 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


TOTAL 


ELECTRICAL PRODUCTS INDUSTRIES 


MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


CRETE NOIRE 


19 


Hommes 


ATLANTIC PROVINCES 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 


Male Female paid Wages 


Femmes Heures- 
hommes 


payées 


number - nombre ‘000 

x x 

1,023 = 2,134 
229 30 561 2,811 

x x x 

x x x 
275 19 631 3,658 

x x x 

x x x 

x x x 

x x x 

x x x 

x x x 

x x x 

x x x 

212 2 431 

x x x 

38 i 85 

x x x 

x x x 
487 12 1,116 5,960 

x x x 

x x x 

x x x 

x x x 

186 4 352 

Xx x x 

x x x 

x x x 
404 3 830 Syl RT 

5,028 26 10,448 

x x x 

x x x 
x x x x 
78 2 166 1,047 

x x x 

x x x 

702 661 2,841 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


= - 
WwW Ww 
Ox x X X KKK xX 


x 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


165,514 


40,229 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


284,630 


Value 
added 


Valeur 
ajoutée 


106,718 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 


PROVINCES DE L'ATLANTIQUE 


Tableau 7. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 
hors fabrication 


Male 


Hommes 


number - nombre 


IX (EK DK! DONNE OI NC DU EX 


x 


< | 


He Xo CECE IC 


ROC 


BX KKK x x x x OX 


Ww 


x 


xxx B 


308 


Xe) 
= = 
Le] Ox X X x O0 X x x x 


N 
x x X OX x x x 


538 


Female 


Femmes 


mN 


En 
KKK xX x x x x WK x O0 U1 x 


_ 


x 


CC CE CO 


75 


= 
Nx X X X WK x x x 


237 


xx X Ox x x x 


175 


Salaries 


Traitements 


N 
— 
ODA ses oe 


x 


5,994 


on 
[0e] 
OX X X x RK x x x 


ps 


D 
is) 
© 
~ 
NS 


oi 
oO 
SK | OE SE 


11,520 


Total des 


Number 


Nombre 


N 
(eo) 
NK X KK xX x x 


X 


46 


882 


N 
ND 
PKK KK RK KK x 


oS 
any 


6,210 


ro 
a 
X X X OX x x x 


N 
je) 
N 
9) 


Employees — Salariés 


Total employees 


salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


1,63 


DE BOO DCE EN 


26,645 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 


shipments | 


and other 
revenue 


Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
32,874 69,622 
10,013 16,471 
x x 
x x 
23,669 37,770 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
4,423 11,320 
x x 
1,615 2,528 
x x 
x x 
x x 
15,703 28,068 
x x 
x x 
x x 
x x 
8,800 12,911 
x x 
x x 
x x 
x x 
5,418 9,866 
167,421 286,768 
x x 
x x 
x x 
x x 
9,304 14,106 
x x 
x x 
x x 
42,350 89,275 


Value 
added 


Valeur 
ajoutée 


106,949 


4,53 


x X X MK x x x 


48,426 


Groupe et industrie 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


25 


Code 


3399 


26 


Code 


ATLANTIC PROVINCES 


Table 7. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 

LIME MANUFACTURERS 

MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 


PETROLEUM REFINERIES 
PETROLEUM REFINING 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF INDUSTRIAL CHEMICALS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


MISCELLANEOUS MANUFACTURING INDS. 


SCIENTIFIC & PROFESSIONAL EQUIPMENT 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS AND TOY INDUSTRIES 
TOYS AND GAMES MANUFACTURERS 

SIGNS AND DISPLAYS INDUSTRY 

MISC. MANUFACTURING INDS. NES 
BROOM, BRUSH AND MOP MANUFACTURERS 
OTHER MISC. MANUFACTURING INDS. 


TOTAL 


TOTAL, ALL INDUSTRIES 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


it 
FEE 00 ON PB mm 


= 


A 
Le) 


74 


1,692 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


oO 
L 
M MTOM DS DSSS IK 


Nh 
N 
wW 


wo 
on 
X\X X x OOM KK x x 


x 


Le) 
OX NEC DK COOL DE LC DK 


en 
Q 


x 


53,468 


x X X «KK ON x OX xX x x x 


158 


OSC DDR IC ONE 


X 


N 
NK KKK x x ORM x x x x 


es) 


x 


13,938 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


2,22 


Pe OK DK SIDI EOC OK 


X 


ND 
WwW 
GOK KK OK 1K DK FEDS. oe: OO OC 


No 
[e)] 


x 


143,001 


Wages 


Salaires 


20,67 


<x X X KW x x x OX 


x 


1,04 


XX KE XX DC NOU EXC D DE << 


x 


824,124 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


63,17 


MN ICO DE CN DC 12 


x 


OX MX OX OX OK | De KOK OK OO 


on 


X 


317,275 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$ 000 


58,409 


75,72 


XX DCR UK COCO INC 


3,759,602 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x OX KK x 


29,972 
x 
x 
11,518 
43,618 


151,214 


195,98 


x x x «K OX KK OK OK 


6,167,195 


Value 
added 


Valeur 
ajoutée 


55,58 


x Od OS Le DCE DC OS OS 


2,079,070 
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Tableau 7. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 
Employees — Salariés Cost of 
materials, Value of 


Total employees supplies shipments 
— and goods and other Value 
Total des salariés for resale revenue added 
— — — Groupe et industrie 
Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et] et autres 


Working Administrative, office and 
owners and other non-manufacturing 
partners employees 


— = des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente Code 
number - nombre $'000 
PRODUITS MINERAUX NON METALLIQUES 17 
x x x x x x x x x FABRICANTS DE PRODUITS EN ARGILE 351 
x x x x x x x x x PRODUITS EN ARGILE (DOMESTIQUE) io Oh 
x x x x x x x x x FAB. PRODUITS EN ARGiLE (IMPORTEE) SOL? 
x x x x x x x x x FABRICANTS DE CIMENT De 
x x x x x x x x x FABRICANTS DE PRODUITS EN PIERRE 353 
5 120 54 3,049 727 10,132 12,023 31,250 17,612 FABRICANTS DE PRODUITS EN BETON 354 
x x x x x x x x x FABRICANTS DE TUYAUX EN BETON 3541 
x x x x x x x x x FAB. ELEMENTS DE STRUCTURE EN BETON 3542 
5) 62 37 1,821 329 4,476 5,048 12,247 6,906 FAB. DE PRODUITS EN BETON NCA 3549 
2 83 26 1,635 628 8,514 26,616 46,034 17,749 FABRICANTS DE BETON PREPARE 355 
x x x ~X x x x x x FAB. VERRES ET ARTICLES EN VERRE 356 
x x x x x x x x x FABRICANTS DE VERRES 3561 
x x x x x x x x x FABRICANTS D'ARTICLES EN VERRE 3562 
x x x x x x x x x FABRICANTS DE CHAUX 358 
x x x x x x x x x PRODS. MINERAUX NON METALL. DIVERS 359 
Le x x x x x x x x FABRICANTS DE PRODUITS REFRACTAIRES 3591 
x x x x x x x x x MINERAUX NON METALL. DIVERS NCA 3599 
11 442 147 10,281 2,649 38,168 62,908 156,722 77,760 TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 18 
x x x x x x x x x RAFFINERIES DE PETROLE 365 
x x x x x x x x x RAFFINAGE DU PETROLE 3651 
x x x x x x x x x TOTAL 
INDUSTRIE CHIMIQUE 19 
x x x x x x x x x FABRICANTS D'ENGRAIS COMPOSES 372 
x x x x x x x x x MATIERES PLAST. ET RESINES SYNTHET. 373 
x x x x x x x x x FAB. PHARMACEUTIQUES ET MEDICAMENTS 374 
x x x x x x x x x FABRICANTS DE PEINTURES ET VERNIS 375 
x x x x x x x x x FAB. SAVON ET PRODUITS DE NETTOYAGE 376 
- 463 125 11,633 1,556 32,305 78,482 198,534 557375 FAB. DE PRODS CHIMIQUES INDUSTRIELS 378 
x x x x x x x x X PRODS. CHIMIQUES (INORGANIQUES) NCA 3782 
x x x x x x x x x PRODS. CHIMIQUES (ORGANIQUES), NCA 3783 
x x x x x x x x x FAB. DE PRODUITS CHIMIQUES DIVERS 379 
x x x x x x x x x FAB. PRODUITS CHIMIQUES DIVERS NCA 3799 
x x x “ x x x x x TOTAL 
INDUSTRIES MANUFACTURIERES DIVERSES 20 
x x x x x x x x x MATERIEL SCIENTIFIQUE PROFESSIONNEL 391 
x x x x x x x x x INSTRUMENTS ET PRODS. SIMILAIRES 3911 
x x x x x x x x x FABRICANTS D'HORLOGES ET DE MONTRES 3912 
x x x x x x x x x APPAR. ORTHOPEDIQUES & CHIRURGICAUX 3913 
x x x x x x x x x FABRICANTS D'ARTICLES OPHTALMIQUES 3914 
12 - - - 116 1,042 912 2,406 1,494 ATELIERS DE MECANICIEN-DENTISTE 3915 
x x x x x x x x x FAB. DE BIJOUTERIE ET D'ORFEVRERIE 392 
x x x x x x x x x FAB. ARTICLES DE SPORT ET DE JOUETS 393 
x x x X x x x x x FABRICANTS DE JEUX ET DE JOUETS 3932 
x x x x x x x x x FAB. D'ENSEIGNES ET D'ETALAGES 397 
x x x x x x x x x INDS. MANUFACTURIERES DIVERSES NCA 399 
x x x x x x x x x FAB. DE BALAIS, DE BROSSES, ETC. 3991 
3 1 = x 133 1,034 1,536 3,090 1,516 AUTRES IND MANUFACTURIERES DIVERSES 3999 
x x x x x x x x x TOTAL 


390 14,550 4,438 300,598 86,394 1,124,722 4,297,364 6,828,216 2,202,330 TOTAL, TOUTES INDUSTRIES 


28 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1089 
1091 
1092 


1093 
1094 
162 
165 
174 


1799 
181 
182 
1832 
184 


186 

1871 
1872 
1894 
1899 


2392 
2431 
2432 
2441 
246 


248 
2511 
2513 
252 
2541 


2543 
2544 
256 
258 
2591 


2592 
2593 
2599 
2611 
2619 


264 
266 
271 
2731 
2732 


2733 
274 
286 
287 
288 


289 
291 
294 
295 
296 


298 
301 
302 
3031 
3039 


ATLANTIC PROVINCES — PROVINCES DE L'ATLANTIQUE 


TABLE 8. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 8. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 


CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 


BREWERIES 

WINERIES 

RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 
SHOE FACTORIES 


MISC. LEATHER PRODUCTS MFRS. 

COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 


CARPET, MAT AND RUG INDUSTRY 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


OTHER KNITTING MILLS 

MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN'S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 


FOUNDATION GARMENT INDUSTRY 
SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 


PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


WOOD HANDLES AND TURNING INDUSTRY 
MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 


OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 
PULP AND PAPER MILLS 

FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 


PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 


PUBLISHING AND PRINTING 

IRON AND STEEL MILLS 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 


METAL ROLLING, CASTING ETC. NES 

BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 


1 5 10 20 50 100 
4 9 19 49 99 199 
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Employment size group — Effectif par tranche de taille 


whe, 


ie een PON a 


ND : 


N 


D 1 ND ND : 


D B ; D : 


HINDI i 


200 


499 


= æ © : 


500 


999 


1,000 
+ 


TOTAL 


— 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 


FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 


BRASSERIES 

PRODUCTEURS DE VIN 

IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 
FABRIQUES DE CHAUSSURES 


FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 


IND. DES TAPIS, DES CARPETTES, ETC. 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


AUTRES FABRICANTS DE TRICOT 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 


IND. DES CORSETS ET SOUTIENS-GORGE 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 


PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 


MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 


INDUSTRIE DES MEUBLES DE BUREAU 
IND DES ARTICLES AMEUBLEMENT DIVERS 
USINES DE PATES ET PAPIERS 

CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 


FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 


EDITION ET IMPRESSION 

SIDERURGIE 

FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 


LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1089 
1091 
1092 


1093 
1094 
162 
165 
174 


1799 
181 
182 
1832 
184 


186 

1871 
1872 
1894 
1899 


2392 
2431 
2432 
2441 
246 


248 
2511 
2513 
252 
2541 


2543 
2544 
256 
258 
2591 


2592 
2593 
2599 
2611 
2619 


264 
266 
271 
2731 
2732 


2733 
274 
286 
287 
288 


289 
291 
294 
295 
296 


298 
301 
302 
3031 
3039 


Code 


3041 
3042 
3051 
3059 
306 


307 
308 
309 
311 
315 


316 
321 
323 
3241 
3242 


925 
326 
327 
328 
332 


335 
336 
338 
3391 
3511 


3512 
352 
353 
3541 
3542 


3549 
355 
3561 
3562 
358 


3599 
3651 
372 
373 
374 


375 
376 
3782 
3783 
3799 


3911 
3912 
3913 
3914 
3915 


392 
3932 
397 
3991 
3999 


ATLANTIC PROVINCES — PROVINCES DE L'ATLANTIQUE 


TABLE 8. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 8. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 

FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 


HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 


COMMERCIAL REFRIG. AIR COND. MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 


MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 
MANUFACTURERS OF MAJOR APPLIANCES 


COMMUNICATIONS EQUIPMENT MFRS. 
MERS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
BATTERY MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 


CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 


CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 
LIME MANUFACTURERS 


MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 

MANUFACTURERS OF MIXED FERTILIZERS 

MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 


PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDS. NES 


INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 


JEWELLERY AND SILVERWARE INDUSTRY 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 


BROOM, BRUSH AND MOP MANUFACTURERS 


OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 
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INDUSTRIE 


INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 

QUINCAILLERIE OUTILLAGE COUTELLERIE 


FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 


FAB. EQUIP. COMM. DE REFRIGERATION 
FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 


FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE GROS APPAREILS 


FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS EN ARGILE (DOMESTIQUE) 


FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 


FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS DE VERRES 
FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 


MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 


FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 


FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 
AUTRES IND MANUFACTURIERES DIVERSES 
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TABLE 9. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 1978! 


TABLEAU 9. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Total activity — Activité totale 


Manufacturing activity — Activité manufacturiére 
BOE EU Cost of Value of 
Establish- related worders Cost of materials | shipments of 
Es ies Travailleurs dela | glesisicity?. | “used ‘manufacture | added 
Année Etablisse- production et = Gs ss ist 
ments STE Cott du Coût des Valeur des Valeur 
combustible] matières et livraisons ajoutée 
ee wee ote oo 
Nombre Salaires fabrication 
number — nombre $000 
LOST A Aas eo oe 465 7,954 25575 7,268 52,148 113,730 
19S8 es 422 7,453 22150 6,864 50,751 114,070 56,751 
OS re sein 468 7,499 23,077 6,509 52,985 116,664 56,128 
LOGO Te on 396 7,810 24,937 6,783 57,980 126,981 63,490 
ICS RE 338 7,809 26,671 7,035 60,177 135,893 69,273 
162 NC ce 330 7,698 27,000 7,455 67,020 143,859 72,805 
E963 cuss sur care 307 8,001 27,613 7,626 72,050 155,208 73,977 
IGA PER ER EEE 299 UA 28,882 8,304 78,346 165,801 78,988 
1965 Sue s crue ce 287 8,577 31,724 8,701 84,490 174,532 82,407 
LOG date ae cer 262 9,375 38,512 8,990 92,576 | 194,102 93,043 
LITE Re acne ee) 263 9,389 40,627 9,265 93,980 186,056 86,689 
VOG Saimin. ce Elie tete 254 9,609 42,964 9,520 99,169 197,464 88,386 
LOG OW Cogeco, here 259 9,941 48,892 11,580 116,353 242,386 112,522 
LOTO ELA Gi er 252 10,641 55,663 13,458 128,671 263,304 123,624 
VOTRE RNNE AE enue Ne 245 10,399 55,284 12,320 130,987 261,931 121,019 
LOTIR EE ee 246 10,043 59,859 12,888 139,770 284,095 129,558 
LITE dorer 245 11,492 78,190 17,075| 186,843 382,610 182,754 
TOT Se Eee 264 11,280 95,165 27,478 442,565 TAD TT 270,874 
LISE EEE 270 10,164 97,085 26,149 418,747 650,008 208,020 
SFOS ER aie ahs ee 249 11,388 125,360 30,486 302,471 599,084 243,297 
19e Aedes is Doi 232 12,243 146,168 29,497 341,143 697,466 343,672 
ÉNRNONOINE colo 6 269 13,299 171,050 315130 422,484 840,982 386,419 
| ies | 


Working 
owners and 
partners 


Proprié- 

taires et 

associés 
actifs 


Number3 


Nombre3 


Total employees 


Total des salariés 


number — nombre 


9,677 

9,063 

9,095 

9,318 

231 9,854 
241 9,894 
192 10,021 
180 9,935 
171 10,463 
141 11,484 
123 11,620 
106 11,908 
io 12,302 
113 12,873 
112 12,580 
wy 12179 
86 13,924 
64 14,168 
9 13,000 


70 14,250 


57 14,904 


67 16,127 


Salaries 


Traitements 
et 
salaires3 


36,310 


37,449 
38,093 


39,867 


42,516 


50,694 
54,246 
57,582 
65,325 


122219 


12157. 
78,076 
101,270 


126,198 


132,261 


164,454 
184,156 


214,045 


Value 
added 


Valeur 
ajoutée 


70,644 
115,211 
76,964 
82,770 


86,543 


99,107 
90,632 
92,583 
120,537 


136,079 


135,496 
142,910 
196,779 


280,281 


224,139 


261,044 
351231 


394,845 


1 For statistics covering the period 1949-1956, see the 1973 and earlier issues of this report. Data for the 1957-1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1949-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. : 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’“‘Activité manufacturière” et 
“Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 


briques. 
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TABLE 10. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 10. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Production and Value of 


related workers Cost of Stipe nits 
Estab- = materials of goods 
Deas a | ee Tr Valeure delà and St of ue Mee, 
an ndustry ments production et use manufacture adde 
- a +. assimilés 5 & x 
Rang Industrie Eta- Coût des Valeur des Valeur 
blisse- matières et livraisons ajoutée 
ments Number Wages fournitures de produits 
utilisees de propre 


fabrication 


Nombre Salaires 


number — nombre $'000 


1 102 FISH PRODUCTS INDUSTRY 

IND. DE TRANSFORMATION DU POISSON 69 7,446 74,870 140,894 261,448 122,409 
2 271 PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS 2 2152 46,067 70,220 226,816 142,182 
3 1072 |BAKERIES 

BOULANGERIES 13 210 2,177 5,623 12,385 6,370 
4 355 READY-MIX CONCRETE MANUFACTURERS 

.FABRICANTS DE BETON PREPARE 7 137 1,869 5,784 12,037 5,624 
5 289 PUBLISHING AND PRINTING 


EDITION ET IMPRESSION 2,605 11,185 8,471 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent étre publiées. 


34 


NEWFOUNDLAND 


Table 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


01 FOOD AND BEVERAGE INDUSTRIES 

101 MEAT AND POULTRY PRODUCTS INDS. 
1011 SLAUGHTERING AND MEAT PROCESSORS 
1012 POULTRY PROCESSORS 


102 FISH PRODUCTS INDUSTRY 

104 DAIRY PRODUCTS INDUSTRY 

105 FLOUR & BREAKFAST CEREAL PRODS. IND 
106 FEED INDUSTRY 

107 BAKERY PRODUCTS INDUSTRIES 


1071 BISCUITS MANUFACTURERS 
1072 BAKERIES 


108 MISCELLANEOUS FOOD INDUSTRIES 
1089 MISCELLANEOUS FOOD PROCESSORS NES 
109 BEVERAGE INDUSTRIES 


1091 SOFT DRINK MANUFACTURERS 
1093 BREWERIES 


TOTAL 

02 TOBACCO PRODUCTS INDUSTRIES 

153 TOBACCO PRODUCTS MANUFACTURERS 
TOTAL 

04 LEATHER INDUSTRIES 

174 SHOE FACTORIES 


TOTAL 


05 TEXTILE INDUSTRIES 


182 WOOL YARN AND CLOTH MILLS 

187 CANVAS PRODUCTS COTTON & JUTE BAGS 
1872 CANVAS PRODUCTS MANUFACTURERS 

189 MISCELLANEOUS TEXTILE INDUSTRIES 


1894 TEXTILE DYEING AND FINISHING PLANTS 


TOTAL 


08 WOOD INDUSTRIES 


251 SAWMILLS, PLANING AND SHINGLE MILLS 
2513 SAWMILLS AND PLANING MILLS 
252 VENEER AND PLYWOOD MILLS 
254 SASH, DOOR & OTHER MILLWORK PLANTS 


2541 SASH, DOOR AND OTHER MILLWORK NES 
2544 MFRS. OF WOODEN KITCHEN CABINETS 
258 COFFIN AND CASKET INDUSTRY 

259 MISCELLANEOUS WOOD INDUSTRIES 
2591 WOOD PRESERVATION INDUSTRY 

2593 MANUFACTURERS OF PARTICLE BOARD 
2599 MISCELLANEOUS WOOD INDUSTRIES NES 


TOTAL 


09 FURNITURE AND FIXTURES INDUSTRIES 
261 HOUSEHOLD FURNITURE MANUFACTURERS 
2611 FURNITURE RE-UPHOLSTERY & REPAIR 
2619 HOUSEHOLD FURNITURE MFRS. NES 

266 MISC. FURNITURE AND FIXTURE MFRS. 


TOTAL 


10 PAPER AND ALLIED INDUSTRIES 

27 PULP AND PAPER MILLS 

273 PAPER BOX AND BAG MANUFACTURERS 
2732 CORRUGATED BOX MANUFACTURERS 

2733 PAPER AND PLASTIC BAG MANUFACTURERS 
274 MISCELLANEOUS PAPER CONVERTERS 


TOTAL 
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Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimiles 


Man 
hours 
Male Female paid 
Femmes Heures- Salaires 
hommes 
payées 


Wages 


Hommes 


number - nombre ‘000 
x x x x 
x x x x 
x x x x 
4,839 2,607 155755 74,871 
x x x x 
x x x x 
x x x 
x x x x 
166 44 440 2,177 
x x x x 
x x x x 
458 9 984 7,115 
x x x x 
x x x x 
5,750 2,745 17,944 88,225 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
8 2 21 Tie 
201 2 427 1,660 
201 2 427 1,660 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
361 3 761 3,637 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
2,140 12 4,872 46,068 
34 15 111 635 
x x x x 
x x x x 
x x x x 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


x X KK x 


N 
on 


x 


x KK KK KK x 


417 


x X x x 


16,942 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


202,109 


x X «KKK KK x 


10,685 


x X X x 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 
261,449 


369,259 


MUR Ge Oe IC HER NIST 


17,140 


0-4 Pn DC 


Value 
added 
Valeur 
ajoutee 


x 
x 
x 
122,409 


166,737 


X X «KK x 


DCE CN NEC TRES 


6,345 


<x x x x 


142,182 
1,460 

x 

x 

x 


x 


Working 


owners and 


partners 


Propriétaires 


et associes 


actifs 


Administration, bureau 
et autre personnel 


Male 


Hommes 


hors fabrication 


Female 


Femmes Traitements 


number - nombre 


CRI CC OR CO CI EC EE 


ÿ" 


& & 
EN DOI NC EN Os OO DER 
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KeXT OC 


oO 
N 
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Tableau 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 
employees 


Salaries 


$'000 


x X X x x 


fo) 
x WwW 


x X X X X KK x 


794 


Cost of 
materials, Value of 
Total employees supplies shipments 
— and goods and other Value 
Total des salariés for resale revenue added 


Number 


Nombre 


fon) Ww 
Oo N 
DCR SK INS CO OS 


Le) 
fo) 
A 
Lo 


x X KK x 


PRE UP OK OG OOS 


414 


— — — Groupe et industrie 
Coût des Valeur des Valeur 
matières, des | livraisons ajoutée 
fournitures et| et autres 
des marchan- recettes 
dises desti- 
nées à la 
revente 


Salaries 
and 
wages 


Traitements 
et 
salaires 


$'000 
INDUSTRIE DES ALIMENTS ET BOISSONS 
x x x x IND. DE LA VIANDE ET LA VOLAILLE 
x x x x ABATTAGE, CONDITIONNEMENT DE VIANDE 
x x x x CONDITIONNEMENT DE LA VOLAILLE 
84,258 148,522 270,137 123,470 IND. DE TRANSFORMATION DU POISSON 
x x x x INDUSTRIE LAITIERE 
x x x x MEUNERIE, FAB. DE CEREALES DE TABLE 
x x x x FABRICATION D'ALIMENTS POUR ANIMAUX 
x x x x BOULANGERIE ET PATISSERIE (FAB.) 
x x x x FABRICANTS DE BISCUITS 
3,681 6,849 13,499 6,257 BOULANGERIES 
x x x x INDUSTRIES ALIMENTAIRES DIVERSES 
x x x x PRODUITS ALIMENTAIRES DIVERS NCA 
10,701 34,767 62,667 26,812 INDUSTRIE DES BOISSONS 
x x x x FABRICANTS DE BOISSONS GAZEUSES 
x x x x BRASSERIES 
106,940 228,071 399,647 171,162 TOTAL 
INDUSTRIE DU TABAC 
x x x x FABRICANTS DE PRODUITS DU TABAC 
x x x x TOTAL 
INDUSTRIE DU CUIR 
x x x x FABRIQUES DE CHAUSSURES 
x x x x TOTAL 
INDUSTRIE TEXTILE 
x x x x FILATURE ET TISSAGE DE LA LAINE 
x x x x ARTIC GROSSE TOILE SACS COTON, JUTE 
x x x x FAB. D'ARTICLES EN GROSSE TOILE 
x x x x INDUSTRIES TEXTILES DIVERSES 
x x x x TEINTURE ET FINISSAGE DE TEXTILE 
774 176 245 68 TOTAL 
INDUSTRIE DU BOIS 
17723 2,841 5,601 2,765 SCIERIES RABOTAGE USINES BARDEAUX 
1723 2,841 5,601 2,765 SCIERIES ET ATELIERS DE RABOTAGE 
x x x x FABRIQUES PLACAGES, CONTRE-PLAQUES 
x x x x PORTES CHASSIS AUTRES BOIS OUVRES 
x x x x PORTES, CHASSIS, BOIS OUVRES NCA 
x x x x FAB. D'ARMOIRES DE CUISINE EN BOIS 
x x x xX INDUSTRIE DES CERCUEILS 
Ex x x x INDS. DIVERSES DU BOIS 
x x x x TRAITEMENT PROTECTEUR DU BOIS 
x x x x FABRICANTS DE PANNEAUX AGGLOMERES 
x x x x INDUSTRIES DIVERSES DU BOIS NCA 
4,431 10,765 17,189 6,313 TOTAL 
IND. MEUBLE, ARTICLES D'AMEUBLEMENT 
x x x x INDUSTRIE DES MEUBLES DE MAISON 
x x x x REMBOURRAGE, REPARATION DE MEUBLES 
x x x x IND. DES MEUBLES DE MAISON NCA 
x x x x IND DES ARTICLES AMEUBLEMENT DIVERS 
x x x x TOTAL 
IND. DU PAPIER, ACTIVITES ANNEXES 
53,071 72,001 228,216 141,801 USINES DE PATES. ET PAPIERS 
803 4,208 S721 1,463 BOITES EN CARTON, SACS EN PAPIER 
x x x x FAB. DE BOITES EN CARTON ONDULE 
x x x x FAB. SACS EN PAPIER ET EN PLASTIQUE 
x x x x TRANSFORMATIONS DIVERSES DU PAPIER 
x x x x TOTAL 
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Code 


01 
101 
1011 
1012 
102 
104 
105 
106 
107 
1071 
1072 
108 
1089 
109 
1091 
1093 


02 
153 


04 
174 


2732 
2733 


36 


NEWFOUNDLAND 


Table 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


11 PRINTING, PUBLISHING & ALLIED INDS. 


286 COMMERCIAL PRINTING 

288 PUBLISHING ONLY 

289 PUBLISHING AND PRINTING 
TOTAL 


13 METAL FABRICATING INDUSTRIES 
302 FAB. STRUCTURAL METAL INDUSTRY 
303 ORNAMENTAL & ARCHITECTURAL METAL 


3031 METAL DOOR AND WINDOW MANUFACTURERS 


3039 ORNAMENT & ARCHITECTURAL METAL NES 


304 METAL STAMPING, PRESSING & COATING 
3042 METAL STAMPING AND PRESSING IND. 
308 MACHINE SHOPS 
309 MISC. METAL FABRICATING INDS. 

TOTAL 


14 MACHINERY INDUSTRIES 


315 MISC. MACHINERY AND EQUIPMENT MFRS. 
318 OFFICE AND STORE MACHINERY MFRS. 
TOTAL 


a5 TRANSPORTATION EQUIPMENT INDUSTRIES 


321 AIRCRAFT & AIRCRAFT PARTS MFRS. 
324 TRUCK BODY AND TRAILER MFRS. 
3241 TRUCK BODY MANUFACTURERS 

3243 COMMERCIAL TRAILER MANUFACTURERS 


327 SHIPBUILDING AND REPAIR 
328 BOATBUILDING AND REPAIR 
TOTAL 


16 ELECTRICAL PRODUCTS INDUSTRIES 


332 MANUFACTURERS OF MAJOR APPLIANCES 

335 COMMUNICATIONS EQUIPMENT MFRS. 

336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
TOTAL 


17 NON-METALLIC MINERAL PRODUCTS INDS. 


351 CLAY PRODUCTS MANUFACTURERS 

3511 CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
352 CEMENT MANUFACTURERS 

353 STONE PRODUCTS MANUFACTURERS 

354 CONCRETE PRODUCTS MANUFACTURERS 
3549 CONCRETE PRODUCTS MFRS. NES 

355 READY-MIX CONCRETE MANUFACTURERS 
359 MISC. NON-METALLIC MINERAL PRODUCTS 


3599 MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


- 


18 PETROLEUM AND COAL PRODUCTS INDS. 
365 PETROLEUM REFINERIES 
3651 PETROLEUM REFINING 


TOTAL 


ND À O1 O1 B + OW 


= 
© 


ND ND © © © = D ND 


= 
ie} 


Manufacturing activity — Activité manufacturière 


Production and related workers 
= Cost of 
Travailleurs de la production et assimilés fuel 
and 
elec- 
Man tricity 
hours — 


Male Female paid Wages Coût du 
= — = — combus- 
Hommes Femmes Heures- Salaires tible et 


hommes de l'élec- 
payées tricité 


number - nombre ‘000 

x x x x 

x x x x 
114 35 309 1,868 110 

x x x x 
x x x x x 
13 8 48 211. 8 
x x x x x 
x x x x x 
15 5 38 217 32 
13 5 38 217 32 
x x x x x 
x x x x x 
367 Nes 793 5,930 301 

x x x x 

x x x x 

x x x x 

x x x x 

92 - 206 812 

x x x x 

x x x x 

x x x x 

x x x x 

x x x x 

x x x x 
27 - 55 242 10 

x x x x 

x x x x 
137 - 258 1,869 571 

x x x x 

x x x x 
383 - 776 5,116 2,510 

x x x x 

x x x x 

x x x x 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


Value 
added 
Valeur 
ajoutée 


8,471 


Working 


owners and 


partners 


Propriétaires 
et associés 


actifs 


TERRE-NEUVE 


Tableau 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 


Male 


Hommes 


hors fabrication 


Female 


Femmes 


number - nombre 


I< 


LE CRC DS JC 


A 


We Fn Wen ear elf Gib, 44 


~ 


113 


x X D ND x x N x 


N 
@ 


NK X xX x x 


N 
xx BX x Wx x x 


N 
N 


NUE x Ot {| OK 


x MX X xX KX Ÿ 


DCI EN EC E UT SC 


S 


Salaries 


Traitements 


Wx X X x x 


1,629 


Employees — Salariés 


Total employees 


Number 


Nombre 


319 


OX x X x x 


Total des salariés 


Salaries 
and 
wages 


Traitements 
et 
salaires 


3,812 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
x x 
x x 
2,662 1197 
x x 
x x 
371 768 
x x 
x x 
1,612 2,448 
1,612 2,448 
x x 
x x 
9,218 21,015 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
1,265 2,817 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
502 1,005 
x x 
x x 
7,241 13,731 
x x 
x x 
12,256 29,486 
x x 
x x 
x x 


Value 
added 
Valeur 
ajoutee 


8,427 


PE 


Groupe et industrie 


IMPRIMERIE EDITION ACTIVITES ANNEXS 
IMPRIMERIE COMMERCIALE 
EDITION SEULEMENT 
EDITION ET IMPRESSION 


TOTAL 


FABRICATION DE PRODUITS EN METAL 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
ATELIERS D'USINAGE 
FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 
FAB. D AERONEFS ET DE PIECES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
FAB. DE REMORQUES USAGE COMMERCIAL 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 
FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 
FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
PRODS. MINERAUX NON METALL. DIVERS 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 
RAFFINERIES DE PETROLE 


RAFFINAGE DU PETROLE 


TOTAL 


37 


Code 


ual 

286 
288 
289 


13 
302 
303 
3031 
3039 
304 
3042 
308 
309 


14 
315 
318 


15 
321 
324 
3241 
3243 
327 
328 


16 

332 
335 
336 


17 
351 
3511 
352 
353 
354 
3549 
355 
359 
2599 


18 
365 
3651 
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Table 11. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


— Cost of Cost of Value of 
Estab- Travailleurs de la production et assimilés fuel materials shipments 
lish- and and of goods 
ments elec- supplies of own Value 
Major group and industry — Man tricity used manufacture added 
Eta- hours — — — — 
blisse- Male Female paid Wages Coût du Coût des Valeur des Valeur 
ments — — — — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 


payées tricité fabrication 


number - nombre 


19 CHEMICAL & CHEMICAL PRODUCTS INDS. 
372 MANUFACTURERS OF MIXED FERTILIZERS 1 x x x x x x x x 
375 PAINT AND VARNISH MANUFACTURERS 1 x x x x x x x x 
376 MFRS OF SOAP AND CLEANING COMPOUNDS 1 x x x x x x X xX 
378 MFRS. OF INDUSTRIAL CHEMICALS 2 x x x x x x x x 
3782 INDUSTRIAL CHEM. (INORGANIC) NES 2 x x x x x x x x 
379 MISCELLANEOUS CHEMICAL INDUSTRIES 2 x x x x x x x x 
3799 MISCELLANEOUS CHEMICAL INDS. NES 2 x x x x x x x x 
TOTAL 1 392 6 951 6,879 5,065 46,176 57,261 6,773 
20 MISCELLANEOUS MANUFACTURING INDS. 
391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 5 x x x x x x x x 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. nae LS he fes wee ee Me 
3914 OPHTHALMIC GOODS MANUFACTURERS 2 x x x x x x x x 
3915 DENTAL LABORATORIES 3 x x x x x x x x 
392 JEWELLERY AND SILVERWARE INDUSTRY 1 x x x x x x x x 
397 SIGNS AND DISPLAYS INDUSTRY 1 x x x x x x x x 
399 MISC. MANUFACTURING INDS. NES 1 x x x x x x x x 
3999 OTHER MISC. MANUFACTURING INDS. 1 x x x x x x x x 
TOTAL 8 54 20 148 598 41 1,120 2,520 1,379 
TOTAL, ALL INDUSTRIES 269 10,364 2,935 28,471 171,050 37,730 422,484 840,982 386,419 


Working 
owners and 
partners 


Propriétaires 


et associes et autre personnel 
actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
x x x 
x x x 
x x x 
x x * 
x x x 
x x x 
x x x 
- 218 30 
x x x 
nie x x 
x x x 
xe x x 
x x x 
x x x 
x x x 
x x x 
3 30 2 
67 2,228 600 
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Tableau 11. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


Salaries 


Traitements 


$'000 


PE OR ee OE" ORS OK” IG: 


4,325 


KD KE KK OS 


590 


42,995 


Employees — Salariés 


Total employees 


Number 


Nombre 


RI SC IC IRR 


646 


x X X X X xX x x 


nu 
nm 
i 


16,127 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


DE DOP IRE OK OG: 


11,204 


x X X «KK KK x 


1,188 


214,045 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 
Cout des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
48,470 60,602 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
1,582 3,252 
463,596 890,521 


Value 
added 


Valeur 
ajoutee 


PPP an I I EE 


7,819 


x X KKK KK x 


1,649 


394,845 


Groupe et industrie 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


INDUSTRIES MANUFACTURIERES DIVERSES 


MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. D'ENSEIGNES ET D'ETALAGES 

INDS. MANUFACTURIERES DIVERSES NCA 
AUTRES IND MANUFACTURIERES DIVERSES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 


39 


Code 


19 
372 
375 
376 
378 
3782 
379 
3799 


20 
391 
3911 
3914 
3915 
392 
997 
399 
3999 


40 


Code 


1011 
1012 
102 
104 
106 


1071 
1072 
1089 
1091 
1093 


174 
182 
1872 
1894 
2513 


252 
2541 
2544 
258 
2591 


2593 
2599 
2611 
2619 
266 


271 
2732 
2733 
274 
286 


288 
289 
302 
3031 
3039 


3042 
308 
309 
3241 
327 


328 
335 
3511 
352 
353 


3549 
355 
3599 
3651 
372 


375 
376 
3782 
3799 
3914 


3915 
392 
397 
3999 
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TABLE 12. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 12. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

DAIRY PRODUCTS INDUSTRY 

FEED INDUSTRY 


BISCUITS MANUFACTURERS 

BAKERIES 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
BREWERIES 


SHOE FACTORIES 

WOOL YARN AND CLOTH MILLS 
CANVAS PRODUCTS MANUFACTURERS 
TEXTILE DYEING AND FINISHING PLANTS 
SAWMILLS AND PLANING MILLS 


VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
MFRS. OF WOODEN KITCHEN CABINETS 
COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
MISC. FURNITURE AND FIXTURE MFRS. 


PULP AND PAPER MILLS 

CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 


PUBLISHING ONLY 

PUBLISHING AND PRINTING 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 


METAL STAMPING AND PRESSING IND. 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 
TRUCK BODY MANUFACTURERS 
SHIPBUILDING AND REPAIR 


BOATBUILDING AND REPAIR 
COMMUNICATIONS EQUIPMENT MFRS. 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 


CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 

MANUFACTURERS OF MIXED FERTILIZERS 


PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
INDUSTRIAL CHEM. (INORGANIC) NES 
MISCELLANEOUS CHEMICAL INDS. NES 
OPHTHALMIC GOODS MANUFACTURERS 


DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SIGNS AND DISPLAYS INDUSTRY 

OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 


1 5 10 | 20 | 50 | 100 | 200 | 500 |1,000 
2 = é = s = = = + | TOTAL 
4 9 19 | 49 | 99 | 199 | 499 | 999 


Or 7 iN 


men, 


abe bok pen 


ty le) 


ro, 


y = ogee 


root (De 


CR 


A 


N 


oN 


Pewee 


Nm + 


ND ND NN + em ON NN WwW ONE NN & ND D B YW ro nu 


CR) 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
INDUSTRIE LAITIERE 

FABRICATION D'ALIMENTS POUR ANIMAUX 


FABRICANTS DE BISCUITS 
BOULANGERIES 

PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
BRASSERIES 


FABRIQUES DE CHAUSSURES 
FILATURE ET TISSAGE DE LA LAINE 
FAB. D'ARTICLES EN GROSSE TOILE 
TEINTURE ET FINISSAGE DE TEXTILE 
SCIERIES ET ATELIERS DE RABOTAGE 


FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 


FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
IND DES ARTICLES AMEUBLEMENT DIVERS 


USINES DE PATES ET PAPIERS 

FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 


EDITION SEULEMENT 

EDITION ET IMPRESSION 

ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 


EMBOUTISSAGE, MATRICAGE DES METAUX 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FAB. DE CARROSSERIES DE CAMIONS 
CONSTRUCTION REPARATION, NAVIRES 


CONSTRUCTION, ETC. D'EMBARCATIONS 
FAB. D'EQUIP. DE TELECOMMUNICATION 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 


FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

FABRICANTS D'ENGRAIS COMPOSES 


FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
FABRICANTS D'ARTICLES OPHTALMIQUES 


ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. D'ENSEIGNES ET D'ETALAGES 
AUTRES IND MANUFACTURIERES DIVERSES 


Code 


1011 
1012 
102 
104 
106 


1071 
1072 
1089 
1091 
1093 


174 
182 
1872 
1894 
2513 


252 
2541 
2544 
258 
2591 


2593 
2599 
2611 
2619 
266 


271 
2732 
2733 
274 
286 


288 
289 
302 
3031 
3039 


3042 
308 
309 
3241 
327 


328 
335 
3511 
352 
353 


3549 
355 
3599 
3651 
372 


375 
376 
3782 
3799 
3914 


3915 
392 
397 
3999 
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TABLE 13. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 13. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturiére Total activity — Activité totale 
Production and Cost of Value of Total employees 
Establish- related workers Cost of materials shipments of Working = 2 
en ments = fuel and and supplies goods of own Value owners and Total des salariés Value 
xs Ms es de la electricity2 used manufacture added partners added 
z Établisse- production et = = = = = Salaries Lt 
ids pee assimilés Cott du Coût des Valeur des Valeur Proprie- oa Valeur 
combustible | matières et livraisons ajoutée taires et wages 3 ajoutée 
Ww et de l’élec- | fournitures de produits associés = ys 
Number ES tricité2 utilisées2 de propre actifs Traitements 
= ne fabrication et 
Nombre Salaires Are 
number — nombre $’000 number — nombre $7000 
OST AR ee ee 167 1,161 2217 388 16,815 22,896 ats Lue 1,537 3,110 
1958 Lao Demo ce 159 1,164 2,287 597 18,102 25,153 6,679 see 1,541 3,250 
LOS9US SERPS TRG. 154 1,243 2,526 439 18,465 25192 6,997 pis 1,672 3,701 
196025. geeks 154 1,256 DITS 460 19,982 28,415 8,026 ss 1,671 4,036 
196 TS cores paths fe 161 1,307 2,949 472 21,483 30,598 8,486 111 1,681 4,195 8,764 
LOGE EL A 156 1,422 3,360 602 24,864 35,113 9,862 104 1,832 4,843 10,101 
19635 FL ar 147 1,455 3,488 605 24,798 35,599 10,608 103 1,863 5,019 11,314 
1964 5) Ciel 148 1,617 4,353 720 28,616 40,662 11,964 104 2,143 6,290 12,414 
19652 MEN mA cheeses 155 1,629 4,397 757 30,045 43,076 12,724 104 2,197 6,617 13,885 
1966 LATE Lee. 152 1,647 4,804 821 31,517 46,781 14,480 104 2,164 7,028 15,781 
L9G Tie LE Et eu 145 15750 5,352 867 34,764 51,083 15,504 90 2253 7,671 16,935 
1968: fa: EPRINTS 138 1,730 Seon 977 34,162 51,657 16,569 74 2,255 8,219 17,534 
1969! ECM. ee 148 2,070 7,075 1,018 37,884 56,859 18,468 74 2,606 9,746 19,726 
LOTO eee 150 2,207 8,001 1,022 41,955 62,680 20,535 79 2,698 10,681 21,793 
197 1. Cheep ewe Ae 153 15795 1527 1,010 38,748 58,024 20,153 81 2,290 10,464 22,384 
1972 LATINE Pr 141 1,786 15979 926 44,113 66,888 22,578 71 2,264 11,101 24,755 
CHER Da ares nsecacae gs 131 1,898 9,365 1,118 54,646 81,619 26,662 63 2,400 12,844 29,090 
1994 BS RME 138 1,741 115277 1,627 65,363 94,142 29,776 40 2,263 15,490 33,524 
OT ‘arta onic om Bao onc 117 1,817 13,090 2,234 74,173 108,562 34,132 40 2,353 18,107 36,741 
1976 erste mens 106 1,657 14,262 2,356 16,883 116,152 37,173 33 2,138 19,481 41,500 
19.77) MR SOLE 104 1,756 16,263 2,902 84,676 130,374 42,016 28 2,251 22,071 44,989 
LOTS ora sie tees 130 2,228 22,189 3,523 114,832 171,451 A 2781 29,742 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957-1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931 - 1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957- 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et del’ électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages’ are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’“‘Activité manufacturière” et 
ARR totale”), les données sur le ‘Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 

riques 
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TABLE 14. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 14. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Value of 


Production and 


related workers Cost Qi shipments 
Estab- : Li materials of goods 
SGN Lot Pa mre RAVENS GE and ne of eae SE 
an ndustry ments production et use manufacture adde 
= hd + assimilés d à = 
Rang Industrie Eta- Cott des Valeur des Valeur 
blisse- matiéres et livraisons ajoutée 
ments Number Wages fournitures de produits 
2 4 utilisées de propre 
fabrication 


Nombre Salaires 


number — nombre 


DAIRY PRODUCTS INDUSTRY 
INDUSTRIE LAITIERE 14 258 2,726 25,494 36,067 9,583 

2 102 |FISH PRODUCTS INDUSTRY 
IND. DE TRANSFORMATION DU POISSON 19 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 
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Major group and industry 
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Table 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Male Female paid Wages 
Hommes Femmes Heures- Salaires 
hommes 
payées 


Code 


01 FOOD AND BEVERAGE INDUSTRIES 

101 MEAT AND POULTRY PRODUCTS INDS. 
1011 SLAUGHTERING AND MEAT PROCESSORS 
1012 POULTRY PROCESSORS 

102 FISH PRODUCTS INDUSTRY 

103 FRUIT & VEG. PROCESSING INDS. 

1031 FRUIT & VEG. CANNERS & PRESERVERS 
1032 FROZEN FRUIT & VEGETABLE PROCESSORS 


104 DAIRY PRODUCTS INDUSTRY 
106 FEED INDUSTRY 

107 BAKERY PRODUCTS INDUSTRIES 
1072 BAKERIES 

109 BEVERAGE INDUSTRIES 


1091 SOFT DRINK MANUFACTURERS 
TOTAL 
04 LEATHER INDUSTRIES 
179 LUGGAGE, HANDBAG ETC. MANUFACTURERS 
1799 MISC. LEATHER PRODUCTS MFRS. 
TOTAL 
05 TEXTILE INDUSTRIES 
182 WOOL YARN AND CLOTH MILLS 
187 CANVAS PRODUCTS COTTON & JUTE BAGS 
1871 COTTON AND JUTE BAGS MANUFACTURERS 


TOTAL 


08 WOOD INDUSTRIES 


251 SAWMILLS, PLANING AND SHINGLE MILLS 
2518 SAWMILLS AND PLANING MILLS 
254 SASH, DOOR & OTHER MILLWORK PLANTS 


2541 SASH, DOOR AND OTHER MILLWORK NES 
2543 PRE-FABRICATED BLDGS (WOOD FRAME) 
2544 MFRS. OF WOODEN KITCHEN CABINETS 
256 WOODEN BOX FACTORIES 


TOTAL 
09 FURNITURE AND FIXTURES INDUSTRIES 
261 HOUSEHOLD FURNITURE MANUFACTURERS 


2611 FURNITURE RE-UPHOLSTERY & REPAIR 


TOTAL 


11 PRINTING, PUBLISHING & ALLIED INDS. 


286 COMMERCIAL PRINTING 
289 PUBLISHING AND PRINTING 
TOTAL 


13 METAL FABRICATING INDUSTRIES 


304 METAL STAMPING, PRESSING & COATING 
3042 METAL STAMPING AND PRESSING IND. 
306 HARDWARE, TOOL AND CUTLERY MFRS. 
308 MACHINE SHOPS 
309 MISC. METAL FABRICATING INDS. 

TOTAL 


14 MACHINERY INDUSTRIES 
311 AGRICULTURAL IMPLEMENT INDUSTRY 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 


TOTAL 


_ 


+ À OO O1 © N O1 WO + oo 


DH 
Ww 


PORE 


number - nombre 

x x 
x x 
x x 
294 319 
x x 
x x 
x x 
238 20 
x x 
x x 
x x 
x x 
x x 
1,005 477 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
130 5 
x x 
x x 
x x 
x x 
176 5 
9 = 
9 = 
9 = 
45 3 
45 12 
90 15 
x x 
x x 
x x 
x x 
x x 
x x 
x x 

x 
59 1 


‘000 


129 


x x 


640 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


71 


KK DUC HN SCC EINES MES 


3,063 


xx x X M x x 


39 


52 


x MEK OX 


36 


Cost of 
materials 
and 
supplies 
used 
Cott des 
matiéres et 
fournitures 
utilisées 


$'000 


64 


2322 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


3,702 


Value 
added 


Valeur 
ajoutée 


1,375 


Working 
owners and 
partners 


Propriétaires 


et associés et autre personnel 
actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
Xx x Xx 
x x x 
x x x 
= 40 21 
x x x 
x x x 
x x x 
1 66 25 
x x x 
x x x 
x x x 
x x x 
x x x 
11 259 95 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
"4 x x 
x x x 
x x x 
1 11 2 
x x x 
x x x 
x x x 
x x x 
13 11 2 
6 = = 
6 = = 
6 = = 
5 S) 2 
1 65 22 
4 70 24 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
- 4 4 


employees 


ILE-DU-PRINCE-EDOUARD 


Tableau 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Employees — Salariés Cost of 


Administrative, office and 
other non-manufacturing 


Administration, bureau 


Salaries 


Traitements 


x 


869 


944 


x X KK x 


137 


Number 


Nombre 


67 


DDC ML IC CO ONCE NN SE 4 


1,836 


x x x X x 


68 


Total des salaries 


Total employees 


Salaries 


Traitements 


et 
salaires 


20,051 


x 


59 
59 


59 


541 
1,534 


2,075 


x x X x x 


778 


materials, Value of 
supplies shipments 
and goods and other Value 
for resale revenue added 


Groupe et industrie 


Coût des Valeur des Valeur 
matières, des | livraisons ajoutée 
fournitures et} et autres 
des marchan- recettes 

dises desti- 
nées a la 
revente 


INDUSTRIE DES ALIMENTS ET BOISSONS 
x x x IND. DE LA VIANDE ET LA VOLAILLE 
x x x ABATTAGE, CONDITIONNEMENT DE VIANDE 
x x x CONDITIONNEMENT DE LA VOLAILLE 
30,157 38,566 10,798 IND. DE TRANSFORMATION DU POISSON 
x x x PREPARATION DE FRUITS ET DE LEGUMES 
x x x CONSERVERIES DE FRUITS & DE LEGUMES 
x x x FRUITS ET LEGUMES CONGELES 
30,123 40,999 9,886 INDUSTRIE LAITIERE 
x x x FABRICATION D'ALIMENTS POUR ANIMAUX 
x x x BOULANGERIE ET PATISSERIE (FAB.) 
x x x BOULANGERIES 
x x x INDUSTRIE DES BOISSONS 
x x x FABRICANTS DE BOISSONS GAZEUSES 
122,743 168,074 46,320 TOTAL 
INDUSTRIE DU CUIR 
x x x FAB. DE VALISES, SACS A MAIN ETC. 
x x x FAB. D'ARTICLES DIVERS EN CUIR 
x x x TOTAL 
INDUSTRIE TEXTILE 
x x x FILATURE ET TISSAGE DE LA LAINE 
x x x ARTIC GROSSE TOILE SACS COTON, JUTE 
x x x FAB. DE SACS DE COTON ET DE JUTE 
x x x TOTAL 
INDUSTRIE DU BOIS 
x x x SCIERIES RABOTAGE USINES BARDEAUX 
x x x SCIERIES ET ATELIERS DE RABOTAGE 
4,670 6,576 1,831 PORTES CHASSIS AUTRES BOIS OUVRES 
x x x PORTES, CHASSIS, BOIS OUVRES NCA 
x x x PREFAB BATIMENTS-CHARPENTES EN BOIS 
x x x FAB. D'ARMOIRES DE CUISINE EN BOIS 
x x x FABRIQUES DE BOITES EN BOIS 
4,973 7153 2,107 TOTAL 
IND. MEUBLE, ARTICLES D’AMEUBLEMENT 
64 194 130 INDUSTRIE DES MEUBLES DE MAISON 
64 194 130 REMBOURRAGE, REPARATION DE MEUBLES 
64 194 130 TOTAL 
IMPRIMERIE EDITION ACTIVITES ANNEXS 
693 1,619 910 IMPRIMERIE COMMERCIALE 
1,302 4,633 3,292 EDITION ET IMPRESSION 
1,995 6,253 4,202 TOTAL 
FABRICATION DE PRODUITS EN METAL 
x x x EMBOUTISSAGE, ETC. DES METAUX 
x x x EMBOUTISSAGE, MATRICAGE DES METAUX 
x x x QUINCAILLERIE OUTILLAGE COUTELLERIE 
x x x ATELIERS D'USINAGE 
x x x FAB. PRODUITS METALLIQUES DIVERS 
x x x TOTAL 
FABRICATION DE MACHINES 
x x x FABRICANTS D'INSTRUMENTS ARATOIRES 
x x x FAB DE MACHINES & EQUIPEMENT DIVERS 
2,500 3,871 1,366 TOTAL 


45 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
106 
107 
1072 
109 
1091 


04 
179 
1799 


05 
182 
187 
1871 


08 
251 
2513 
254 
2541 
2543 
2544 
256 


09 
261 
2611 


11 
286 
289 


13 
304 
3042 
306 
308 
309 


14 
311 
315 


46 


PRINCE EDWARD ISLAND 


Table 15. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


15 TRANSPORTATION EQUIPMENT INDUSTRIES 


325 MOTOR VEHICLE PARTS & ACCESSORIES 
327 SHIPBUILDING AND REPAIR 
328 BOATBUILDING AND REPAIR 


TOTAL 
16 ELECTRICAL PRODUCTS INDUSTRIES 
335 COMMUNICATIONS EQUIPMENT MFRS. 


TOTAL 


17 NON-METALLIC MINERAL PRODUCTS INDS. 


353 STONE PRODUCTS MANUFACTURERS 
354 CONCRETE PRODUCTS MANUFACTURERS 
3541 CONCRETE PIPE MANUFACTURERS 

3549 CONCRETE PRODUCTS MFRS. NES 

S55 READY-MIX CONCRETE MANUFACTURERS 


TOTAL 


19 CHEMICAL & CHEMICAL PRODUCTS INDS. 


372 MANUFACTURERS OF MIXED FERTILIZERS 
375 PAINT AND VARNISH MANUFACTURERS 
379 MISCELLANEOUS CHEMICAL INDUSTRIES 
3799 MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


20 MISCELLANEOUS MANUFACTURING INDS. 


391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. 
3914 OPHTHALMIC GOODS MANUFACTURERS 
3915 DENTAL LABORATORIES 

397 SIGNS AND DISPLAYS INDUSTRY 


TOTAL 


TOTAL, ALL INDUSTRIES 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


PNK 


Loe) NWN OH 


Peep 


ee A 


130 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Male 


Hommes 


number - nombre 


133 


ME IC Ke 


46 


x X x x 


28 


x X KK x 


58 


1,669 


Female 


Femmes 


x X X x x 


CA 


Me CLIC UK 


PEEKS DK 


559 


Cost of 
materials 
and 


Cost of 
fuel 
and 
elec- supplies 
Man tricity used 

hours — — 
paid Wages Coût du Coût des 
— — combus- matières et 
tible et fournitures 

de l'élec- utilisées 
tricité 


Heures- Salaires 
hommes 


payées 


‘000 $'000 
x x x x 
x x x x 
x x x x 
281 1,396 195 1,661 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
93 . 504 25 1,120 
x x x x 
x x x x 
x x x x 
x x x x 
Sy) 312 48 6,348 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
154 553 10 883 
4,747 22,189 3,523 114,832 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


<x X X x 


8,074 


pe Sr ee 


1,164 


171,451 


Value 
added 
Valeur 

ajoutée 


CARO 


517 


58,038 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


Male 


Hommes 


employees 


Female 


Femmes 


number - nombre 


x 


x X X x x «x x X x 


x X X X x 


39 


DCE CLICS 


x X xX x 


12 


<x X X xX x 


N 


405 


x x X x x 


DCR IC IC 


Le) 


x x «KK x 


148 


ILE-DU-PRINCE-EDOUARD 


Tableau 15. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


$'000 


643 


<x X X xX x 


30 


x x x x 


196 


x X KK x 


25 


7,553 


Total employees 


Total des salariés 


Number 


Nombre 


173 


x X X X x 


49 


x X x x 


46 


<x X X x x 


81 


2,781 


Salaries 
and 
wages 


Traitements 


et 
salaires 


2,040 


<x x x x 


508 


DC CRE OX 


578 


29,742 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 

matières, des 

fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$ 000 
x x 
x x 
x x 
1,697 4,743 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
1,120 1,841 
x x 
x x 
x x 
x x 
6,662 8,464 
x x 
x x 
x x 
x x 
x x 
908 1,218 
148,366 210,392 


Value 
added 


Valeur 
ajoutée 


SEE) 


x X X x x 


546 


63,445 


Groupe et industrie 


FABRICATION EQUIPEMENT DE TRANSPORT 
FAB. DE PIECES ET ACCESS. D'AUTO 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 
FAB. D'EQUIP. DE TELECOMMUNICATION 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 
FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 


TOTAL 


INDUSTRIE CHIMIQUE 
FABRICANTS D'ENGRAIS COMPOSES 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


INDUSTRIES MANUFACTURIERES DIVERSES 
MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. D'ENSEIGNES ET D'ETALAGES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 


47 


Code 


15 

325 
327 
328 


16 
335 


17 
353 
354 
3541 
3549 
355 


19 
372 
375 
379 
3799 


20 
391 
SOUL 
3914 
3915 
397 


48 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1072 
1091 
1799 


182 

1871 
2513 
2541 
2543 


2544 
256 
2611 
286 
289 


3042 
306 
308 
309 
311 


315 
325 
327 
328 
335) 


353 
3541 
3549 
355 
372 


375 

3799 
3911 
3914 
3915 


397 
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TABLE 16. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 16. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 
FEED INDUSTRY 

BAKERIES 

SOFT DRINK MANUFACTURERS 
MISC. LEATHER PRODUCTS MFRS. 


WOOL YARN AND CLOTH MILLS 

COTTON AND JUTE BAGS MANUFACTURERS 
SAWMILLS AND PLANING MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

FURNITURE RE-UPHOLSTERY & REPAIR 
COMMERCIAL PRINTING 

PUBLISHING AND PRINTING 


METAL STAMPING AND PRESSING IND. 
HARDWARE, TOOL AND CUTLERY MFRS. 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 


MISC. MACHINERY AND EQUIPMENT MFRS. 
MOTOR VEHICLE PARTS & ACCESSORIES 
SHIPBUILDING AND REPAIR 

BOATBUILDING AND REPAIR 
COMMUNICATIONS EQUIPMENT MFRS. 


STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
MANUFACTURERS OF MIXED FERTILIZERS 


PAINT AND VARNISH MANUFACTURERS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 


SIGNS AND DISPLAYS INDUSTRY 


- © ou 


D Os = 


Employment size group — Effectif par tranche de taille 


1 5 10 | 20 | 50 | 100 | 200 | 500 |1,000 
= = à = e: = = = + | TOTAL 
4 9 19 | 49 | 99 | 199 | 499 | 999 


eae ee 


ero, Se 


ee o, 


» pb D = ND De Ne nm 


8 ND © D — 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIES 

FABRICANTS DE BOISSONS GAZEUSES 
FAB. D'ARTICLES DIVERS EN CUIR 


FILATURE ET TISSAGE DE LA LAINE 

FAB. DE SACS DE COTON ET DE JUTE 
SCIERIES ET ATELIERS DE RABOTAGE 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
REMBOURRAGE, REPARATION DE MEUBLES 
IMPRIMERIE COMMERCIALE 

EDITION ET IMPRESSION 


EMBOUTISSAGE, MATRICAGE DES METAUX 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 


FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. DE PIECES ET ACCESS. D'AUTO 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FAB. D'EQUIP. DE TELECOMMUNICATION 


FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS D'ENGRAIS COMPOSES 


FABRICANTS DE PEINTURES ET VERNIS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 


FAB. D'ENSEIGNES ET D'ETALAGES 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1072 
1091 
1799 


182 

1871 
2513 
2541 
2543 


2544 
256 
2611 
286 
289 


3042 
306 
308 
309 
311 


315 
325 
327 
328 
335 


353 
3541 
3549 
355 
372 


375 

3799 
3911 
3914 
3915 


397 
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NOVA SCOTIA 


SOUS-SECTION E 


NOUVELLE-ECOSSE 


50 NOVA SCOTIA 
NOUVELLE-ECOSSE 
TABLE 17. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 17. Certaines statistiques principales des industries manufacturiéres, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturiére 


Total activity — Activité totale 


Total employees 


Production and Cost of Value of 
Establish- related workers Cost of materials shipments of Working = — 
Year ments PER fuel and and die goods of own Value owners and Total des salaries Value 
re LE Travailleurs de la electricity2 used manufacture added partners added 
Année Etablisse- production et - = = = —— Salaries + 
ments assimiles Coût du Coût des Valeur des Valeur Proprie- aad Valeur 
combustible | matières et livraisons ajoutée taires et Numbers wages? ajoutee 
et de l’élec- | fournitures de produits associés B: = 
Number Wages tricité2 utilisées2 de propre actifs Nombre3 |Traitements 
= oe fabrication 5, 
Nombre Salaires ee 
salaires 
number — nombre $000 number — nombre 
LOST ARE. cee 1,084 25189 TECH VF 10,146 221,051 377,465 De RSS 30,611 89,398 
LISE ME ER te 1,038 23,525 66,747 8,959 202,679 365,660 150,307 oF 28,218 84,747 
LOS E casse 1,054 22,718 67,449 8,795 205,910 370,947 154,723 ce 27,491 86,570 
1960) RE ee 1,039 23,037 71,204 9,839 207,705 387,869 171,493 sabe 27,971 91,134 
OOM La) nb EST 1,029 21,247 66,386 10,050 211,094 381,415 161,183 599 27,822 94,263 165,408 
FÉES SRE 1,029 22,594 73,233 11,081 242,480 426,366 174,407 618 29,375 102,917 179,350 
1963 SE RER EX 1,009 21,949 76,626 11,046 261,974 458,915 187,905 576 28,648 106,956 193,235 
ICE PELLE 981 23,167 84,581 12,501 303,146 523,738 211,140 576 30,183 117,654 218,292 
1965, Etre 944 24,763 91,076 13,728 328,887 563,155 222,662 508 32,100 127,558 231,510 
1966.37. ay era ENT 981 26,020 99,603 14,140 354,044 612,466 246,702 452 33,533 139,626 255,485 
LOGT ARS ce ae 904 25,463 99,011 14,749 357798 610,299 240,783 412 33,025 141,729 251,812 
1968) sb emake cote 852 25,187 103,254 16,590 385,378 663,335 261,044 343 32,894 148,811 272,288 
1969 LE AA ae 846 25,741 116,142 18,347 419,168 731,475 298,533 329 332229 165,640 315,736 
LOT ONE NET 818 24,641 121,568 17,882 437,609 157-992 308,072 322 31,812 172,704 318,484 
197M: Arte © LEE 795 24,253 1295170 26,348 481,528 798,152 297,754 321 31,958 188,792 311757 
1972) AGW MP 761 25,918 152,571 29,078 598,767 993,641 368,833 283 34,730 227,674 388,587 
LITE etter ne 746 TES 180,184 31,527 772,840 1,250,695 466,475 260 36,788 267,868 492,461 
1974 ek SR do ce 740 27,150 212,008 52,108 1,078,629 1,696,092 601,735 173 36,583 311,633 625,098 
LOT Sire Se ee 689 27,895 247,063 515332 1,139,514 1,819,094 675,705 177 37,365 362,252 700,019 
AIT EE ER rome ere 649 26,941 271,892 86,447 1,227,539 1,987,456 679,120 141 36,290 402,287 719,428 
IPS op eme ets oc 630 25,472 285,149 100,730 1,410,038 2,201,480 7135179 133 34,291 418,233 776,170 
DITS v4 cts ohn aie 714 27,370 326,492 137,669 1,662,016 257195913 896,498 163 36,219 468,636 961,438 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. : 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. 

Beginning with 1961, when statistics were first published for ‘Manufacturing activity” and ‘Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’‘‘Activité manufacturière” et 
DOS totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 

riques. 


TABLE 18. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 

TABLEAU 18. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Industry 


Industrie 


3651 
102 
271 
104 
2513 
106 
289 
335 
1089 
1031 
1072 
327 
2543 
1091 
3042 
355 


2541 


PETROLEUM REFINING 
RAFFINAGE DU PETROLE 
FISH PRODUCTS INDUSTRY 
IND. DE TRANSFORMATION DU POISSON 
PULP AND PAPER MILLS 
USINES DE PATES ET PAPIERS 
DAIRY PRODUCTS INDUSTRY 
INDUSTRIE LAITIERE 
SAWMILLS AND PLANING MILLS 
SCIERIES ET ATELIERS DE RABOTAGE 
FEED INDUSTRY 
FABRICATION D'ALIMENTS POUR ANIMAUX 
PUBLISHING AND PRINTING 
EDITION ET IMPRESSION 
COMMUNICATIONS EQUIPMENT MFRS. 
FAB. D'EQUIP. DE TELECOMMUNICATION 
MISCELLANEOUS FOOD PROCESSORS NES 
PRODUITS ALIMENTAIRES DIVERS NCA 
FRUIT & VEG. CANNERS & PRESERVERS 
CONSERVERIES DE FRUITS & DE LEGUMES 
BAKERIES 
BOULANGERIES 
SHIPBUILDING AND REPAIR 
CONSTRUCTION REPARATION, NAVIRES 
PRE-FABRICATED BLDGS (WOOD FRAME) 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
SOFT DRINK MANUFACTURERS 
FABRICANTS DE BOISSONS GAZEUSES 
METAL STAMPING AND PRESSING IND. 
EMBOUTISSAGE, MATRICAGE DES METAUX 
READY-MIX CONCRETE MANUFACTURERS 
FABRICANTS DE BETON PREPARE 
SASH, DOOR AND OTHER MILLWORK NES 
PORTES, CHASSIS, BOIS OUVRES NCA 


number — nombre 


NOVA SCOTIA — NOUVELLE-ECOSSE 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


assimilés 


Number 


Nombre 


3 367 
90 4,830 
5 1,941 
15 520 
92 1,055 
15 170 
20 490 
5 483 
7 328 
9 422 
42 520 
11 640 
i 320 
11 186 
10 101 
11 166 


Production and 
related workers 


Travailleurs de la 
production et 


Wages 


Salaires 


8,547 
46,732 
33,398 

6,354 

9,830 

1,881 

6,379 

5,613 

2,990 

3,450 

4,473 

8,203 

3,128 

2,128 

1,400 


2,300 


Cost of 
materials 
and supplies 
used 


Coût des 
matières et 
fournitures 

utilisées 


$'000 
661,739 
198,803 
87,997 
64,940 
18,211 
33,023 
9,091 
9,736 
13,363 
14,730 
10,578 
7,782 
8,713 
8,754 
9,629 
9,028 


9,134 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


768,335 
297,603 
238,053 
95,986 
44,132 
40,662 
36,333 
31,281 
28,365 
24,361 
23,762 
21,398 
17,840 
17,501 
17,450 
15,798 


15,404 


51 


Value 
added 


Valeur 
ajoutée 


85,413 


100,771 


117,653 


29,042 


23,959 


7,100 


26,979 


22,542 


14,554 


8,549 


12,424 


13,759 


8,259 


8,254 


7,949 


6,258 


5,869 


52 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
179 
1799 


05 
181 
183 
1832 
186 
187 
1872 
189 
1894 
1899 


06 
239 
2392 


07 
243 
2431 
248 


Table 19. PRINCIPAL 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 
FISH PRODUCTS INDUSTRY 
FRUIT & VEG. PROCESSING INDS. 
FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 
FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 
BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 
BAKERIES 
MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 
MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 
BREWERIES 
WINERIES 


TOTAL 
TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 
TOTAL 
RUBBER AND PLASTICS PRODUCTS INDS. 
RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 
LUGGAGE, HANDBAG ETC. MANUFACTURERS 
MISC. LEATHER PRODUCTS MFRS. 


TOTAL 
TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 
MAN-MADE FIBRE, YARN & CLOTH MILLS 


THROWSTERS, SPUN YARN & CLOTH MILLS : 


CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
CANVAS PRODUCTS MANUFACTURERS 
MISCELLANEOUS TEXTILE INDUSTRIES 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 
KNITTING MILLS 
KNITTING MILLS-EXCEPT HOSIERY MILLS 
OTHER KNITTING MILLS 
TOTAL 
CLOTHING INDUSTRIES 
MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING FACTORIES 
FOUNDATION GARMENT INDUSTRY 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


D D BND ND HD D 


La 
Le] 


++ 


—- © © 


NOVA SCOTIA 


Production and related workers 


STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


5,287 


— 
x X OX xX x x x x 


612 


D6 ROO! ICI DS 


459 


101 


Man 
hours 
paid 
Heures- 
hommes 
payées 


17,485 


is 
xx Ox x x x x x 


2,133 


231 


Wages 


Salaires 


i 
N 
x X OK X X X x x 


9,065 


774 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


12,576 


DCR TEEN EE NEC 


1,916 


x 


39 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


41,157 
x 

x 
198,803 
20,311 
14,731 
5,581 
64,941 
x 
33,024 
x 


10,579 
x 


x 
13,363 
23,730 
8,755 
x 

x 

x 


423,912 


a 
N 
XO 96) SK) OED IC 


21,449 


1,282 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


54,404 
x 

x 
297,604 
31,608 
24,362 
7,246 
95,987 
x 
40,662 
x 


23,763 
x 


x 
28,365 
54,437 
17,502 

x 

x 

x 


661,650 


N 
w 
X X Wx KK x x x 


45,780 


2,706 


Value 
added 
Valeur 

ajoutée 


13,238 
x 

x 
100,771 
10,436 
8,549 
1,886 
29,042 


x 
7,101 
x 


12,425 
x 

x 
14,555 
30,039 
8,255 
x 

x 

x 


234,042 


Ww 
ah 
x x Wx KK KK x 


N 
N 
Ÿ 
A 


1,393 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


hors fabrication 


Male Female 
Hommes Femmes 
number - nombre 
5 100 24 
x x x 
x x x 
8 478 243 
1 144 43 
1 136 40 
- 8 3 
- 594 104 
x x x 
- 34 13 
x x x 
roe x x 
24 206 89 
x x x 
x x x 
1e 278 41 
2 308 62 
2 220 31 
x x x 
x x x 
x x x 
44 2,250 647 
x x 
x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
1 = = 
x x x 
x x x 
1 175 72 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
- 13 8 


NOUVELLE-ECOSSE 


Tableau 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


39,284 


DOCS EI OKIE DS 


3,568 


223 


Total employees 


Total des salariés 


Number 


Nombre 


11,039 


AN IOV 30K XXE 


131 


Salaries 
and 
wages 
Traitements 
et 
salaires 


120,159 


x X OX X X-X K x 


997 


Cost of 
materials, 
supplies 
and goods 
for resale 
Cott des 

matiéres, des 

fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
51,503 65157 
x x 
x x 
362,735 503,274 
23,585 35,729 
16,945 26,856 
6,640 8,874 
77,019 110,238 
x x 
36,063 44,070 
x x 
x x 
11,782 25,389 
x x 
x x 
15,894 32,098 
36,720 72,116 
20,013 32,581 
x x 
x x 
x x 
633,675 923,103 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
420 733 
x x 
x x 
21,570 45,780 
x x 
x x 
x x 
x x 
x x 
x x 
1,358 2,765 


Value 
‘added 


Valeur 
ajoutée 


285,732 


X X Wx KK KK x 


x x x 


1377 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 
IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 
IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 
MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 
BOULANGERIES 
INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 
PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 
PRODUCTEURS DE VIN 


TOTAL 
INDUSTRIE DU TABAC 
FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 
FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 
FILATURE ET TISSAGE DU COTON 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
MOULINAGES, FILATURES ET TISSAGES 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
INDUSTRIES TEXTILES DIVERSES 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 
BONNETERIE 
BONNETERIE (SAUF BAS, CHAUSSETTES) 
AUTRES FABRICANTS DE TRICOT 
TOTAL 


INDUSTRIE DE L’HABILLEMENT 
IND. DES VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR HOMMES 


IND. DES CORSETS ET SOUTIENS-GORGE 


TOTAL 


53 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
179 
1799 


05 
181 
183 
1832 
186 
187 
1872 
189 
1894 
1899 


06 
239 
2392 


07 
243 
2431 
248 


54 


Code 


08 
251 
2513 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2599 


09 
261 
2611 
2619 
264 
266 


10 
271 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

291 
294 
298 


NOVA SCOTIA 


Table 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
— Cost of Cost of 
Estab- Travailleurs de la production et -assimilés fuel materials 
lish- and and 
ments elec- supplies 


Major group and industry — Man tricity used 
Eta- hours — — 
blisse- Female paid Wages Coût du Coût des 
ments — — — combus- matières et 
Femmes Heures- Salaires tible et fournitures 
hommes de l'élec- utilisées 
payées tricité 


number - nombre ‘000 $'000 
WOOD INDUSTRIES 
SAWMILLS, PLANING AND SHINGLE MILLS 92 1,049 6 2,283 9,831 1,532 18,211 
SAWMILLS AND PLANING MILLS 92 1,049 6 2,283 9,831 1,532 18,211 
SASH, DOOR & OTHER MILLWORK PLANTS 26 x x x x x x 
SASH, DOOR AND OTHER MILLWORK NES 18 256 28 584 21792 216 9,135 
PRE-FABRICATED BLDGS (WOOD FRAME) 7 306 14 642 3,129 196 8,713 
MFRS. OF WOODEN KITCHEN CABINETS 1 x x x x x x 
WOODEN BOX FACTORIES 7 83 7 185 549 - 540 
COFFIN AND CASKET INDUSTRY 1 x x x x x x 
MISCELLANEOUS WOOD INDUSTRIES 7 x x x x x x 
WOOD PRESERVATION INDUSTRY 2 x x x x x x 
MISCELLANEOUS WOOD INDUSTRIES NES 5 x x x x x x 
TOTAL 133 1,791 62 3,902 17,138 2,162 40,446 
FURNITURE AND FIXTURES INDUSTRIES 
HOUSEHOLD FURNITURE MANUFACTURERS 20 x x x x x x 
FURNITURE RE-UPHOLSTERY & REPAIR 15 x x x x x x 
HOUSEHOLD FURNITURE MFRS. NES 5 66 4 153 507 7 164 
OFFICE FURNITURE MANUFACTURERS 1 x x x x x x 
MISC. FURNITURE AND FIXTURE MFRS. 6 LE 48 323 1315 142 3,199 
TOTAL 27 238 54 612 2,269 149 4,146 
PAPER AND ALLIED INDUSTRIES 
PULP AND PAPER MILLS 5 1,935 6 4,206 33,399 29,076 87,998 
PAPER BOX AND BAG MANUFACTURERS 6 x x x x x x 
FOLDING CARTON AND SET-UP BOX MFRS. 2 x x x x x x 
CORRUGATED BOX MANUFACTURERS 1 x x x x x x 
PAPER AND PLASTIC BAG MANUFACTURERS 3 x x x x x x 
MISCELLANEOUS PAPER CONVERTERS 4 x x x x x x 
TOTAL 15 2,401 228 5,638 40,170 31,263 108,871 
PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 34 191 60 Dl 2,490 73 3,485 
PLATEMAKING, TYPESETTING ETC. IND. 5 29 16 91 543 20 364 
PUBLISHING ONLY 6 - - - - - 386 
PUBLISHING AND PRINTING 20 337 153 996 6,380 281 9,091 
TOTAL 65 557 229 1,598 9,413 374 13,326 
PRIMARY METAL INDUSTRIES 
IRON AND STEEL MILLS 2 x x x x x x 
IRON FOUNDRIES a x x x x x x 
METAL ROLLING, CASTING ETC. NES 1 x x x x x x 
TOTAL 6 x X x x x x 
METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS 2 x x x x x x 
FAB. STRUCTURAL METAL INDUSTRY 4 x x x x x x 
ORNAMENTAL & ARCHITECTURAL METAL 9 141 13 347 1,691 42 3,453 
METAL DOOR AND WINDOW MANUFACTURERS 6 x x x x x x 
ORNAMENT & ARCHITECTURAL METAL NES 3 x x x x x x 
METAL STAMPING, PRESSING & COATING 11 x x x x x x 
METAL COATING INDUSTRY 1 x x x x x x 
METAL STAMPING AND PRESSING IND. 10 96 5 226 1,400 149 9,629 
WIRE AND WIRE PRODUCTS MFRS. 5 x x x x x x 
FASTENER MANUFACTURERS 1 x x x x x x 
WIRE AND WIRE PRODUCTS MFRS, NES 4 x x x x x x 
HARDWARE, TOOL AND CUTLERY MFRS. 1 x x x x x x 
HEATING EQUIPMENT MANUFACTURERS 2 x x x x x x 
MACHINE SHOPS 21 152 2 333 1,865 THE 2,029 
MISC. METAL FABRICATING INDS. 6 40 ~ 82 356 - 750 
TOTAL 61 1,145 38 2,492 14,306 1177 33,555 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


532 
x 
6,829 


8,756 


238,053 
x 


x «KK x 


281,427 


Value 
added 
Valeur 
ajoutée 


117,653 


x 


x 
x 
x 
x 


137,806 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 


Administration, bureau Salaries Coût des 
et autre personnel and matiéres, des 
hors fabrication 


Male 
Hommes 
number - nombre 
41 181 
41 181 
x x 
1 45 
- 38 
x x 
5 oe 
x x 
x x 
x x 
x x 
47 272 
x x 
x x 
1 3 
x x 
1 23 
13 26 
- 506 
x x 
x x 
x x 
x x 
x x 
~ 688 
11 25 
2 11 
= 48 
1 250 
14 334 
x x 
x x 
x x 
x x 
x x 
x x 
2 21 
x x 
x x 
x x 
x x 
2 12 
x x 
x x 
x x 
x x 
x x 
3 20 
1 9 
9 236 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


Female 


Femmes 


RK Wx x 


228 


CORE OK OKs tA OR ORIN OK 


N 
N 


NOUVELLE-ECOSSE 


Tableau 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Cost of 


materials, Value of 

Total employees supplies shipments 
— and goods and other Value 
Total des salariés for resale revenue added 


— — Groupe et industrie 
Valeur des Valeur 
livraisons ajoutée 
et autres 
recettes 


Number wages fournitures et 
es = des marchan- 
Salaries Nombre Traitements | dises desti- 

— et nées à la 

Traitements salaires revente 


$'000 $'000 
INDUSTRIE DU BOIS 
2,736 17272 12,566 21,780 48,605 24,863 SCIERIES RABOTAGE USINES BARDEAUX 
2,736 1,272 12,566 21,780 48,605 24,863 SCIERIES ET ATELIERS DE RABOTAGE 
x x x x x x PORTES CHASSIS AUTRES BOIS OUVRES 
730 343 3,482 15,082 22,765 7,281 PORTES, CHASSIS, BOIS OUVRES NCA 
977 383 4,106 8,856 18,079 8,356 PREFAB BATIMENTS-CHARPENTES EN BOIS 
x x x x x x FAB. D'ARMOIRES DE CUISINE EN BOIS 
- 90 549 540 1,297 757 FABRIQUES DE BOITES EN BOIS 
x x x x x x INDUSTRIE DES CERCUEILS 
x x x x x x INDS. DIVERSES DU BOIS 
x x x x x x TRAITEMENT PROTECTEUR DU BOIS 
x x x x x x INDUSTRIES DIVERSES DU BOIS NCA 
4,563 2,203 21,701 50,394 98,354 44,716 TOTAL 
IND. MEUBLE, ARTICLES D’AMEUBLEMENT 
x x x x x x INDUSTRIE DES MEUBLES DE MAISON 
x x x x x x REMBOURRAGE, REPARATION DE MEUBLES 
59 76 566 17 693 366 IND. DES MEUBLES DE MAISON NCA 
x x x x x x INDUSTRIE DES MEUBLES DE BUREAU 
503 196 1,818 4,185 7,957 3,655 IND DES ARTICLES AMEUBLEMENT DIVERS 
563 935 2,831 5,286 10,045 4,632 TOTAL 
IND. DU PAPIER, ACTIVITES ANNEXES 
13,748 2,593 47,146 92,852 242,229 116,975 USINES DE PATES ET PAPIERS 
x x x x x x BOITES EN CARTON, SACS EN PAPIER 
x x x x x x CARTONS PLIANTS ET BOITES MONTEES 
x x x x x x FAB. DE BOITES EN CARTON ONDULE 
x x x x x x FAB. SACS EN PAPIER ET EN PLASTIQUE 
x x x x x x TRANSFORMATIONS DIVERSES DU PAPIER 
17,104 3,913 57,274 175337 287,084 136,997 TOTAL 
IMPRIMERIE EDITION ACTIVITES ANNEXS 
602 294 3,091 3,624 8,554 4,908 IMPRIMERIE COMMERCIALE 
210 60 753 371 1,522 17131 CLICHAGE, COMPOSITION ET RELIURE 
687 78 687 396 1,199 803 EDITION SEULEMENT 
5,497 916 11,877 9,233 36,355 26,860 EDITION ET IMPRESSION 
6,996 1,348 16,409 13,623 47,629 33,702 TOTAL 
PREMIERE TRANSFORMATION DES METAUX 
x x x x x x SIDERURGIE 
x x x x x x FONDERIES DE FER 
x x x x x x LAMINAGE, ETC. DES METAUX NCA 
x De x x x x TOTAL 
FABRICATION DE PRODUITS EN METAL 
x x x x x x IND. DES CHAUDIERES ET DES PLAQUES 
x x x x x x ELEMENTS DE CHARPENTE METALL. 
389 182 2,080 4,016 7,893 3,897 PRODS METALL. D'ARCHIT & D'ORNEMENT 
x x x x x x FAB. PORTES ET FENETRES METALLIQUES 
x x x x x x PROD METALL D'ARCHIT D'ORNEMENT NCA 
x x x x x x EMBOUTISSAGE, ETC. DES METAUX 
x x x x x x INDUSTRIE DU REVETEMENT DES METAUX 
266 114 1,666 13,002 21,017 8,144 EMBOUTISSAGE, MATRICAGE DES METAUX 
x x x x x x FIL METALLIQUE ET SES PRODUITS 
x x x x x x FABRICANTS D'AGRAFES 
x x x x x x FIL METALLIQUE ET SES PRODUCTS,NCA 
x x x x x x QUINCAILLERIE OUTILLAGE COUTELLERIE 
x x x x x x FABRICANTS D'APPAREILS DE CHAUFFAGE 
412 182 2,278 2,215 5,602 3,324 ATELIERS D'USINAGE 
167 50 524 750 952 202 FAB. PRODUITS METALLIQUES DIVERS 
4,841 1,491 19,147 50,023 89,633 40,290 TOTAL 


55 


Code 


08 
251 
2513 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2599 


09 
261 
2611 
2619 
264 
266 


10 
271 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

291 
294 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


56 


Code 


14 

315 
316 
318 


15 
321 
323 
324 
3241 
3242 
325 
326 
327 
328 


16 
331 
332 
335 
336 
338 
339 
3391 
3399 


17 
351 
3514 
392 
353 
354 
3541 
3542 
3549 
355 
359 
3599 


18 
365 
3651 


19 
372 
373 
374 
375 
376 
378 
3782 
3783 
379 
3799 
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Table 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


MACHINERY INDUSTRIES 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 

TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


TOTAL 


ELECTRICAL PRODUCTS INDUSTRIES 
MFRS OF. SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 
MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CEMENT MANUFACTURERS 
STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
MISC. NON-METALLIC MINERAL PRODUCTS 
MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF INDUSTRIAL CHEMICALS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Orrk PHAN W 


wor 


a 
Lo) 


rRNNU: 


10 


= — 
RRR WRK ON RH Www 


QG 
(os) 


number - 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Female paid 


Salaires 


Wages 


Heures- 
hommes 
payées 


Femmes 


nombre "000 
X x x x 
x x x x 
x x x x 
x x x x 
127 È 257 1,215 
x x x X 
x x x x 
x x x x 
x x x x 
640 2 1,358 8,204 
211 = 419 1.472 
2,336 18 4,713 29,207 
134 349 1,004 5,614 
x x x x 
x x x x 
x x x x 
x x x x 
258 425 1,420 7,558 
x x x x 
x x x x 
x x x x 
49 = 110 575 
x xX x x 
x x x x 
x x x X 
x x x x 
166 zs 369 2,301 
x x > 4 x 
x x x x 
499 4 1,104 7,003 
364 3 843 8,547 
364 3 843 8,547 
364 3 843 8,547 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
85 3 164 840 
85 3 164 840 
x x x x 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


[le] 


[es] 
© 
JOLI KK 6G I<! >< 


3,165 


567 


p 


a 
jo) 
x «x Ox x x x Bx x x 


Q 
N 
N 
G 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


661,739 
661,739 


661,739 


BR TOKE Kk OC 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


21,399 
3,939 


159,175 


768,335 
768,335 


768,335 


Value 
added 
Valeur 
ajoutée 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


Male Female 
Hommes Femmes 
number - nombre 
x x x 
x x 
90 12 
x je x 
x x x 
x x x 
1 18 12 
x x x 
x x x 
x x x 
x x x 
= 54 29 
12 - - 
13 401 124 
x x 
a x % 
- 141 74 
x x x 
x x x 
x x x 
x x x 
x x 
321 117 
x x x 
x x x 
x x x 
- 6 jl 
x x x 
x x x 
x Xx x 
x x x 
- 35 8 
x x x 
x x x 
Ui. 161 65 
- 175 20 
- 175 20 
- 175 20 
x x x 
x x x 
x x x 
x x x 
Bh x x 
x x x 
x x x 
x x x 
_ 37 11 
- 37 PA 
x x x 


NOUVELLE-ECOSSE 


Tableau 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


$'000 


Total employees 


Number 


Nombre 


102 


<x X x xX x OO x x 


1421 


o 


NO 
(e] 
X X Ox x x x M x x x 


729 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


1,663 


DOUX X KK KK x x 


ana 
@ © 


x 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
x x 
x x 
x x 
4,969 TS 
x x 
x x 
x x 
x x 
8,395 22,103 
2,242 3,939 
100,039 160,836 
x x 
x x 
9,961 31,281 
x x 
x x 
x x 
x x 
x x 
19,071 48,208 
x x 
x x 
x x 
790 2,065 
x x 
x x 
x x 
x x 
9/359 16,395 
x x 
x x 
16,776 44,231 
665,276 771,837 
665,276 771,837 
665,276 771,837 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
4,872 8,281 
4,872 8,281 
x x 


Value 
added 
Valeur 
ajoutée 


(SE: 


DO X X X KK x x x 


x 


Groupe et industrie 


FABRICATION DE MACHINES 


FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
PRODS. MINERAUX NON METALL. DIVERS 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 
RAFFINAGE DU PETROLE 


TOTAL 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


57 


Code 


14 

315 
316 
318 


3782 


3799 
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Table 19. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Production and related workers 
— Cost of 
Estab- Travailleurs de la production et assimilés fuel 


lish- and 
ments elec- 
Major group and industry — Man tricity 


Eta- hours — 
blisse- Female paid Wages Coût du 
ments — — — combus- 

Femmes Heures- Salaires tible et 
hommes de l'élec- 
payées tricité 


number - nombre 


20 MISCELLANEOUS MANUFACTURING INDS. 
391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 13 x x x x x 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. cs vas se ds 
3914 OPHTHALMIC GOODS MANUFACTURERS 4 117 28 287 1,323 32 
3915 DENTAL LABORATORIES 9 34 11 90 339 = 
392 JEWELLERY AND SILVERWARE INDUSTRY 2 x x x x x 
393 SPORTING GOODS AND TOY INDUSTRIES 3 x x x x x 
3932 TOYS AND GAMES MANUFACTURERS 3 x x x x x 
397 SIGNS AND DISPLAYS INDUSTRY i 37 = 76 403 14 
399 MISC. MANUFACTURING INDS. NES 5 x x x x x 
3999 OTHER MISC. MANUFACTURING INDS. 5 x x x x x 
TOTAL 30 218 44 523 2,350 79 
TOTAL, ALL INDUSTRIES 714 21,696 5,674 57,910 326,492 137,669 


Manufacturing activity — Activite manufacturiére 


Cost of 
materials 
and 
supplies 

used 


Cott des 


matiéres et 
fournitures 


utilisées 


1,662,016 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


2,719,913 


Value 
added 
Valeur 
ajoutée 


896,498 
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Tableau 19. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 
— — — — — Groupe et industrie 
Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 


— — des marchan- recettes 
Nombre |Traitements | dises desti- 
et nées à la 


Traitements salaires revente 


Salaries 


Male Female 


Hommes Femmes 


number - nombre 


INDUSTRIES MANUFACTURIERES DIVERSES 20 
x x x x x x x x x MATERIEL SCIENTIFIQUE PROFESSIONNEL 391 
Xe x x x x x x x x INSTRUMENTS ET PRODS. SIMILAIRES 3911 
= 21 5 446 171 1,769 4,587 7,787 3,168 FABRICANTS D'ARTICLES OPHTALMIQUES 3914 
6 = = = 45 339 304 822 517 ATELIERS DE MECANICIEN-DENTISTE 3915 
x x x x x x x x x FAB. DE BIJOUTERIE ET D'ORFEVRERIE 392 
x x x x x x x x x FAB. ARTICLES DE SPORT ET DE JOUETS 393 
x x x x x x x x x FABRICANTS DE JEUX ET DE JOUETS 3932 
2 11 4 198 52 602 464 1,447 972 FAB. D'ENSEIGNES ET D'ETALAGES 397 
x x x x x x x x x INDS. MANUFACTURIERES DIVERSES NCA 399 
x x x x x x x x x AUTRES IND MANUFACTURIERES DIVERSES 3999 
11 54 11 1,027 327 3377 5,607 10,810 5,125 TOTAL 


163 : 6,800 2,049 142,144 36,219 468,636 1,931,381 3,054,218 961,438 TOTAL, TOUTES INDUSTRIES 


60 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1072 
1081 


1089 
1091 
1092 
1093 
1094 


162 
165 
B/99 
181 
1832 


186 

1872 
1894 
1899 
2392 


2431 
248 

2513 
2541 
2543 


2544 
256 
258 
2591 
2599 


2611 
2619 
264 
266 
271 


2731 
2732 
2733 
274 
286 


287 
288 
289 
291 
294 


298 
301 
302 
3031 
3039 


3041 
3042 
3051 
3059 
306 


307 
308 
309 
315 
321 


323 
3241 
3242 
325 
326 
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TABLE 20. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 20. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BAKERIES 

CONFECTIONERY MANUFACTURERS 


MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


RUBBER PRODUCTS INDUSTRIES 

PLASTICS FABRICATING INDUSTRY NES 
MISC. LEATHER PRODUCTS MFRS. 

COTTON YARN AND CLOTH MILLS 
THROWSTERS, SPUN YARN & CLOTH MILLS 


CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS MANUFACTURERS 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 
OTHER KNITTING MILLS 


MEN'S CLOTHING FACTORIES 
FOUNDATION GARMENT INDUSTRY 
SAWMILLS AND PLANING MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES NES 


FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 
PULP AND PAPER MILLS 


FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 


PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 

IRON AND STEEL MILLS 

IRON FOUNDRIES 


METAL ROLLING, CASTING ETC. NES 

BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 


METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 


HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 

MISC. MACHINERY AND EQUIPMENT MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 


MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 


1 &) 10 20 50 100 
4 ©) 19 49 99 199 
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Employment size group — Effectif par tranche de taille 
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INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIES 

FABRICANTS DE CONFISERIE 


PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 
FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DU COTON 
MOULINAGES, FILATURES ET TISSAGES 


IND. DES TAPIS, DES CARPETTES, ETC. 
FAB. D'ARTICLES EN GROSSE TOILE 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 
AUTRES FABRICANTS DE TRICOT 


CONFECTION DE VETEMENTS POUR HOMMES 
IND. DES CORSETS ET SOUTIENS-GORGE 
SCIERIES ET ATELIERS DE RABOTAGE 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 
TRAITEMENT PROTECTEUR DU BOIS 
INDUSTRIES DIVERSES DU BOIS NCA 


REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
USINES DE PATES ET PAPIERS 


CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 


CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 

SIDERURGIE 

FONDERIES DE FER 


LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 


INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICHGE DES METAUX 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 

QUINCAILLERIE OUTILLAGE COUTELLERIE 


FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 

FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. D AERONEFS ET DE PIECES 


FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1072 
1081 


1089 
1091 
1092 
1093 
1094 


| 162 


165 
1799 
181 
1832 


186 

1872 
1894 
1899 
2392 


2431 
248 

2513 
2541 
2543 


2544 
256 
258 
2591 
2599 


2611 
2619 
264 
266 
271 


2731 
2732 
2733 
274 
286 


287 
288 
289 
291 
294 


298 
301 
302 
3031 
3039 


3041 
3042 
3051 
3059 
306 


307 
308 
309 
315 
321 


9323 
3241 
3242 
325 
326 


Code 


327 
328 
335 
336 
338 


3391 
3511 
352 
353 
3541 


3542 
3549 
355 

3599 
3651 


372 
373 
374 
375 
3782 


3783 
3799 
3914 
3915 
392 


3932 
397 
3999 
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TABLE 20. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 20. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 


BATTERY MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 


MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 


MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
INDUSTRIAL CHEM. (INORGANIC) NES 


INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDS. NES 

OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 


TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 
OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 


1 5 10 20 50 100 
4 9 19 49 99 199 
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INDUSTRIE 


CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 


FABRICANTS, D'ACCUMULATEURS 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 


FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 


FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 


PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 


FABRICANTS DE JEUX ET DE JOUETS 
FAB. D'ENSEIGNES ET D'ETALAGES 
AUTRES IND MANUFACTURIERES DIVERSES 


61 


| CAS RUE aR ORIN 200 


1 PPE woUutiny 


ee 


À imran ANA MOGI RIL MRAI NY IAA 


CUT CANTON AMEN | 
LOUE dy DETTE a) 

ene 30 Pras | 

hea nj JC enone 
wat 

nm ORR COTA Ad MER CAE 30 Wa 

STIL Rie teaanges Movie A ermanteay 


CPR aval LATIN Mr Ui 
PES Senta wi Daiwa 


Mt SAG OUMT OM ERE. 21 ys MATRA 
MASI MP OTE HEUER PO BOR ATA 


1) Cea) OMIT TRES BIMAGINGAS 
THESE ID A DNOWIRRSU CIN BOR 


ON WC EE oat YEG DAE 7 ORROR 9 

XTRA AS NOS DRM EN | 
LATINO th ea SD aT AT? 

yee Oey ee WTO 20 MAN 


oye TRE et AIOE 90 ZIMA 
nee ACARI VRAMRN INI MAT 
Siu UT NERNAMMNTTR MAEM OM E TU 
yal en A any { ai wore 
| 
Li 1 , 0 LL] 
« : ra! f 
| tre ANG ‘ th 
|| 
| PRE MEN ) 
[l é 5 (1 LU L 
r . 7 ™ 
{ jun rm] . 
« t i “9 L 
Ve 
’ Ok i , 
| CO IL + 
| PA | a 4 
\ ss fr 0 
| CT EP ny! 
7 | ’ AL © 
LL + 
I 
| eu 
‘ s * 
" 
we 3 
» L tr 
{ 
mp 
¢ L 
Il ‘ 
1 
> | wi 
ta i } Ms 
1 «bal j 
ee a roy | 
1247 Au a é 7s tl 
vr “| pus ce * | 
> Patins + | 
19 PALM @ js ' 
& 


ae, ae FAQ = 


ÉEXTASA Dive 
tint ort Pages| APM 
7“, SaaS A 103 ? L 
MINT + CU SOU A HOE 1) & 
CA NU (2A OCEANA LOU . | . 


re | Vera VANE GO GAS WOE & vy 
| creer oh ies Omeeureh Gh God 


A 
Lu 


a = 
ear) 04 ODA “1H 
2 ot MONTE FM OR i 
mire et CESEUUNUS | 
ant rie PRT Lite =) aaa 
b orcas Wa LAON, "NC 
: 
oun, "enon te aie 
LR [LEE CY At MASON & LA 
1 NAN Te ALQULsS GD CSNLANY . 
ds: LU | A MEURT MENT LU _ 
mnie ta ds FT Same = 


wit PiiAnTs CE MONTE METIER © 
| £a C8 WOUTA CN CANTON Cas 
ACR De FAN LT ON FRORTIQUE 


bHSPUMATIONS (SVC, DO FAP 


‘ | MAMIE PET COMME E 
. | MAT. LOM ian ET M ae 
D ALLAN 
1 | sorry wl ty aversion | 
> | Himba 
| (OMO Pt y one rel L 


MIAGE, €1 th MT TALOt GA 


| | et (té CHAO € Ds JMAQUES — | Lu 
é MENT NE CARDENTE BTA _ he. 
( ify, OOWTES ET PENCYRES METALIQUEN Oa) Ë 


| PO METREL DANCE O'ORMÉMENT, NEA. Len 
un à 

L MOUNTANT Gv HÉVET LUN LPS METAUR- La 

‘ CMMs. À yee ore a le al { 


Le 


pus 


CAVMCANTY ONDINE S 

ah MOULIQUE FT GS YR ry owe 

1 | OLCAMARO® OUTRAGE Cal Pa 1e 
2 

2 | (aienaal bf) PaaS fe ene Ge DL 

PU ATTUONS Oo Usha 


CAN PRODUITE MITRUL ver 
CAR DE MACHOL à ee 
VAN, G RAA CY BE ile ve 


ta Uh NC ES à go 
FA 1% CAPITA OF 
MMOMQUES À LAN 

4 Pew. Gt PRCES ET OKs 
4 MANTA, FRONT We 


LD 


L2 
Le 
a 


SUBSECTION F 


NEW BRUNSWICK 


SOUS-SECTION F 


NOUVEAU -BRUNSWICK 


64 NEW BRUNSWICK 
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TABLE 21. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957-19781 


TABLEAU 21. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturiére Total activity — Activité totale 


> Production and Total employees 
Estab- Cost of Value of Bony 
lish- related workers Cost of materials shipments of Working T d md _ 
Year ments ee fuel and and supplies | goods of own| Value owners and otal des salariés Value 
= = enr de la electricity2 ee manufacture added partners added 
ance Rtas pro sente et + a LA tle zs Salaries — 
blisse- asses Coût du Coût des Valeur des Valeur Proprié- Valeur 
ments combustible | matières et livraisons ajoutée taires et Number ajoutée 
et de l’élec- | fournitures de produits associés — 
NES Wises tricité2 utilisées? de propre actifs Nombre3 
Nombre Salaires fabrication 
number — nombre $000 number — nombre $7000 
OST Rive ahh ety mis 858 17,421 48,031 14,036 170,922 306,026 sme té 20,665 60,061 
LOS Sacre RER a iote 813 17,242 48,099 13,089 167,176 306,992 129,010 ee 20,554 60,850 
LOS RE NE 779 174113 49,568 13,856 170,525 314,220 129,966 Re 20,520 63,271 
LOGO Se Ce cure 768 18,388 55,959 15,032 204,627 369,108 154,697 eee DDI 71,254 
TOG Meats hemes et 733 17,284 53,337 15,229 221,582 390,573 154,915 389 22932 76,796 161,104 
LOC Ro crie 721 17,746 58,485 15,528 229,245 400,911 158,289 398 23,303 82,798 164,810 
LOGS tiene RE TS 18,262 62,666 16,508 PISS SG) 456,249 167,667 359 24,039 88,288 I Seu) 
LOGE EN ET omens 724 18,481 64,794 17,696 288,433 494,361 188,990 553 24,552 93,016 198,030 
V9 OS iro renal sous 704 18,793 69,321 21,370 294,293 512,705 196,237 335 25,153 STE 205,534 
PI R CAs 690 19,506 77,287 22,761 316,568 547,197 211,295 319 25,749 110,387 220,012 
LOG TE 2 ca re 676 20,252 85,495 23,516 342,586 573,897 210,129 288 26,770 121,406 221,440 
TOGSR EEE ET CE 620 21,521 93,856 24,461 374,338 633,577 240,753 209 28,139 133,380 249,012 
LOGO ER EN Er 628 22,146 104,217 26,494 413,997 708,939 269,859 202 28,984 148,206 283,782 
LOTO RER 612 22,148 112,228 28,312 437,950 730,223 270,674 184 28,751 158,281 283,364 
VOD ES she bre noie 609 22,053 123,853 34,843 497,389 806,806 280,416 183 28,565 173,118 296,802 
LOTIR EEE ARE 601 22961 136,863 40,222 590,511 965,046 339,037 DA 29,640 191,231 356,528 
VOT caver Mer ete 585 23,400 155,057 46,795 698,436 1,175,511 434,820 161 29,940 213,995 457,239 
DOTA aes See ee 592 23,674 187,823 78,202 943,831 1,585,655 603,086 88 30,475 258,210 628,891 
LOTS ee ES EP Eee 559 22,348 211,698 77,788 1,041,867 1,669,422 583,162 125 29,300 295,087 610,085 
TOO PERRET 527 237225 247,915 SE 1,188,606 1,864,343 585,465 102 30,303 340,728 627,530 
POTTER ET D A 495 23,071 272,844 118,356 1,288,143 2,040,500 641,547 81 29,725 371,044 677,749 
LOTS NT Brees conne 579 24,509 304,393 138,353 1,560,270 2,434,849 738,116 121 31,267 412,298 782,601 
ILES Le 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l'introduction 
de la présente publication. x 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’“Activité manufacturière” et 
l'‘‘Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mémes 
tubriques. 
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TABLE 22. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 22. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Production and Value of 


related workers Cost icf shipments 

À materials of goods 
‘ae "ni radiée acuia and makes of se Value 
an ndustry production et use manufacture added 

E © ee assimilés 4 im = 

Rang Industrie Coût des Valeur des Valeur 
matières et livraisons ajoutée 

Nümber Wages fournitures de produits 

utilisées de propre 


Nombre Salaires fabrication 


number — nombre 


$'000 


1271 PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS VE 4,381 79,105 258,017 527,300 168,148 
2 102 FISH PRODUCTS INDUSTRY 

IND. DE TRANSFORMATION DU POISSON 57 3,307 28,900 92,794 138,514 45,761 
3 2513 |SAWMILLS AND PLANING MILLS 

SCIERIES ET ATELIERS DE RABOTAGE 82 1,978 22,201 65,334 112879 45,142 
4 104 |DAIRY PRODUCTS INDUSTRY 

INDUSTRIE LAITIERE 17 234 2,594 33,652 52,714 17,128 
5 1011 |SLAUGHTERING AND MEAT PROCESSORS 

ABATTAGE, CONDITIONNEMENT DE VIANDE 4 385 4,051 39,710 49,721 9,438 
6 1089 {MISCELLANEOUS FOOD PROCESSORS NES 

PRODUITS ALIMENTAIRES DIVERS NCA 6 364 2,852 20,139 35,174 14,672 
7 1091 |SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 8 204 2,237 16,135 27,633 11,297 
8 1072 |BAKERIES 

BOULANGERIES 30 417 4,102 11,594 26,268 13,716 
92289 PUBLISHING AND PRINTING 

EDITION ET IMPRESSION 19 555 6,307 6,994 PAS TIR 18,505 
10 2541: [SASH, DOOR AND OTHER MILLWORK NES 

PORTES, CHASSIS, BOIS OUVRES NCA 22 343 3,652 11,863 21,471 SFA 
11 302 FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 4 411 5,796 5,960 18,020 12,306 
12 3599 |MISC NON-METALLIC MINERAL PRODS NES 

MINERAUX NON METALL. DIVERS NCA 5 169 2,446 5,535 16,536 9,466 
13 2619 {HOUSEHOLD FURNITURE MFRS. NES 

IND. DES MEUBLES DE MAISON NCA 8 378 2,937 6,895 15,006 8,636 
14 315 |MISC. MACHINERY AND EQUIPMENT MFRS. 

FAB DE MACHINES & EQUIPEMENT DIVERS 8 234 2,672 6,974 12,873 5,700 
15872 MANUFACTURERS OF MIXED FERTILIZERS 


FABRICANTS D'ENGRAIS COMPOSES 8,547 10,678 2,306 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 
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Code 


02 
153 


03 
162 
165 
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Table 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 
FISH PRODUCTS INDUSTRY 
FRUIT & VEG. PROCESSING INDS. 
FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 
FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 
BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 
BAKERIES 
MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 
CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 
BREWERIES 
WINERIES 


TOTAL 


TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 
RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 
SHOE FACTORIES 
LUGGAGE, HANDBAG ETC. MANUFACTURERS 
MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 
WOOL YARN AND CLOTH MILLS 
MAN-MADE FIBRE, YARN & CLOTH MILLS 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 
CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
CANVAS PRODUCTS MANUFACTURERS 
MISCELLANEOUS TEXTILE INDUSTRIES 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


CLOTHING INDUSTRIES 
MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN’S CLOTHING INDUSTRIES 
WOMEN'S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


pes oO 
ND ND 8 ND FO 


FPNFONDKENODOKHEDO: 


142 


N ND + 


DE ms be 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


x 
329 


x 
1952 
x 
x 


x 
215 


xx x X x : 


109 


xxxx x! 


103 


Man 
hours 
paid 
Heures- 
hommes 
payées 


xxx x x 


434 


Wages 


Salaires 


xx x x x : 


1,743 


Cost of 
fuel 
and 
elec- 

tricity 


Coût du 


combus- 


tible et 


de l'élec- 


tricité 


14,544 


IX X XIE 


468 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


366,962 


xx X x «I 


6,625 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


580,207 


MORT UNI CNE 


9,363 


Value 
added 


Valeur 
ajoutée 


203,399 


xx «x x x! 


3,474 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 
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Tableau 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 


Male 
Hommes 
number - nombre 
x x 
= 108 
x x 
15 149 
x x 
x x 
x x 
2 451 
Ze x 
x x 
x x 
x x 
16 244 
x x 
x x 
x x 
- 87 
1 310 
1 236 
x x 
x x 
x x 
36 1772 
x 
x 
+. x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
ie x 
x x 
x x 
x x 
x x 
x x 
- 27 
x x 
x x 
x x 
x x 
x x 
x x 


hors fabrication 


Female 


Femmes 


N 
ox 


fo) 
Nx 


i 
NH oO - 
COoOoxxx MN xX x x KW x x 


p 
(on) 


i 
nu X X x KK KK KK x 


x X X xX x 


Salaries 


Traitements 


x 


CIO LL ICI NC 


526 


Employees — Salariés 


Total employees 


Number 


Nombre 


9,768 


DDC MEN DC CORTE DK 


250 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


x 
5,740 
x 
31793 


101,926 


ISK) RK KOK EDK) 2K 


2,269 


x X X xX x 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


47,334 
x 
150,263 
x 

x 

x 
OPEN 


485,844 


x x 


DC DCI DC I IEC 


6,745 


<x x «KK x 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


727,733 


SIE WK CC) Cs CS ICE SC. 


9,468 


DEL ICE OG 


Value 
added 
Valeur 
ajoutée 


x X X KK KK KK x 


3,459 


x X X xX x 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 
IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 
IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 
MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 
BOULANGERIES 
INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 
SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 
PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 
FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 
IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 
FABRIQUES DE CHAUSSURES 
FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
INDUSTRIES TEXTILES DIVERSES 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


INDUSTRIE DE L'HABILLEMENT 
IND. DES VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 


TOTAL 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
174 
179 
1799 


05 
182 
183 
1832 
184 
186 
187 
1872 
189 
1894 
1899 


07 
243 
2432 
244 
2441 
246 
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Code 


08 
251 
2511 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
266 


10 
PT Ak 
273 
2731 
2732 
2733 


11 

286 
287 
288 
289 


Major group and industry 
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Table 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Male Female paid Wages 
Hommes Femmes Heures- Salaires 
hommes 
payées 


number - nombre ‘000 
WOOD INDUSTRIES 
SAWMILLS, PLANING AND SHINGLE MILLS 88 1,989 19 4,636 22,497 
SHINGLE MILLS 6 28 2 65 x 
SAWMILLS AND PLANING MILLS 82 1,961 17 4,571 22,201 
VENEER AND PLYWOOD MILLS 3 x x x x 
SASH, DOOR & OTHER MILLWORK PLANTS 35 x x x x 
SASH, DOOR AND OTHER MILLWORK NES 22 313 30 701 3,653 
PRE-FABRICATED BLDGS (WOOD FRAME) 2 x x x x 
MFRS. OF WOODEN KITCHEN CABINETS 11 78 2 153 732 
WOODEN BOX FACTORIES 2 x x x x 
COFFIN AND CASKET INDUSTRY 1 x x x x 
MISCELLANEOUS WOOD INDUSTRIES 13 x x x x 
WOOD PRESERVATION INDUSTRY 1 x x x x 
WOOD HANDLES AND TURNING INDUSTRY 2 x x x x 
MANUFACTURERS OF PARTICLE BOARD 2 x x x x 
MISCELLANEOUS WOOD INDUSTRIES NES 8 100 2 220 785 
TOTAL 142 3,088 131 7,093 35,494 
FURNITURE AND FIXTURES INDUSTRIES 
HOUSEHOLD FURNITURE MANUFACTURERS 21 x x X x 
FURNITURE RE-UPHOLSTERY & REPAIR 13 x x x x 
HOUSEHOLD: FURNITURE MFRS. NES 8 325 53 828 2,937 
MISC. FURNITURE AND FIXTURE MFRS. 3 x x x x 
TOTAL 24 453 79 152 4,288 
PAPER AND ALLIED INDUSTRIES 
PULP AND PAPER MILLS 11 4,330 51 9,108 79,105 
PAPER BOX AND BAG MANUFACTURERS i 206 50 532 2,994 
FOLDING CARTON AND SET-UP BOX MFRS. 2 x x x x 
CORRUGATED BOX MANUFACTURERS 2 x x x x 
PAPER AND PLASTIC BAG MANUFACTURERS 3 x x x x 
TOTAL 18 4,536 101 9,640 82,099 
PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 20 135 49 374 2,379 
PLATEMAKING, TYPESETTING ETC. IND. 3 x x x x 
PUBLISHING ONLY 4 x x x x 
PUBLISHING AND PRINTING 19 449 106 1,156 6,307 
TOTAL 46 592 159 1,556 8,825 
PRIMARY METAL INDUSTRIES 
IRON AND STEEL MILLS a. 
IRON FOUNDRIES 1 x x x x 
SMELTING AND REFINING it x x x x 
ALUMINUM ROLLING, CASTING ETC. 1 x x x x 
TOTAL 3 x: 4 x x 
METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS 2 x x x x 
FAB. STRUCTURAL METAL INDUSTRY 4 411 = 859 5,797 
ORNAMENTAL & ARCHITECTURAL METAL 10 75 9 166 843 
METAL DOOR AND WINDOW MANUFACTURERS 6 x x x x 
ORNAMENT & ARCHITECTURAL METAL NES 4 x x x x 
METAL STAMPING, PRESSING & COATING 8 157 8 347 1,919 
METAL COATING INDUSTRY 2 x x x x 
METAL STAMPING AND PRESSING IND. 6 x x x x 
WIRE AND WIRE PRODUCTS MFRS. 1 x x x x 
WIRE AND WIRE PRODUCTS MFRS, NES 1 x x x x 
HARDWARE, TOOL AND CUTLERY MFRS. 2 x x: x x 
HEATING EQUIPMENT MANUFACTURERS 3 x x x x 
MACHINE SHOPS 19 247 2 554 3,382 
MISC. METAL FABRICATING INDS. 3 x x x x 


TOTAL 


QD 
N 
~ 
= 
a 
N 
N 
uy 
NS 
A 
D 
© 


15,087 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


x 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


258,017 
13977, 
x 

x 

x 


271,994 


x 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


113,427 
1,048 
112,379 
x 

x 
21,471 


527,301 
22,074 
x 

x 

x 


549,375 


x 


Value 
added 
Valeur 
ajoutée 


168,148 
7073 

x 

x 

x 


175,921 


x 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 


NOUVEAU-BRUNSWICK 


Tableau 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 


Male 
Hommes 
number - nombre 
31 240 
5 1 
26 239 
x x 
x x 
6 71 
x x 
5 6 
x x 
x x 
x x 
x x 
x x 
x x 
2 3 
46 443 
x x 
x x 
1 29 
x x 
12 44 
- 1,009 
= 60 
x x 
x x 
x x 
- 1,069 
5 25 
x x 
x x 
2 204 
9 234 
aA x 
x x 
x x 
x x 
x x 
x x 
_ 102 
1 15 
x x 
x x 
- 19 
x x 
x x 
x x 
x x 
x x 
x x 
1 ol 
x x 
2 231 


hors fabrication 


Female 


Femmes 


w 
oo 


IE IMC (GOK, PEN 


© 
N 


mM 
X OX X X x xX xX OX x  U1 x 


(= 


© 
N 


Salaries 


Traitements 


Employees — Salariés 


Total employees 


Number 


Nombre 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


105,771 
4,493 

x 

x 

x 


110,264 


Cost of 
materials, 
supplies 
and goods 
for resale 
Cott des 
matiéres, des 
fournitures et 
des marchan- 
dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
70,935 119,194 
517 1,048 
70,419 118,146 
x x 
x x 
12,492 22,180 
x x 
17775 2,879 
x x 
x x 
x x 
x x 
x x 
x x 
744 1,967 
111,456 192,796 
x x 
x x 
7,958 16,339 
x x 
10,742 22,820 
297,048 574,845 
14,268 22,261 
x x 
x x 
x x 
311,316 597,106 
3,730 8,358 
x x 
x x 
7,396 25,877 
11,462 35,275 
x x 
x x 
x x 
x x 
x x 
x x 
10,458 24,377 
5,626 7,810 
x x 
x x 
8,784 13,784 
x x 
x x 
x x 
x x 
x x 
x x 
4,411 10,175 
x x 
38,585 75,156 


Value 
added 
Valeur 

ajoutée 


1,20 


77,853 


176,662 
7,669 

x 

x 

x 


184,331 


Groupe et industrie 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
IND DES ARTICLES AMEUBLEMENT DIVERS 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 


TOTAL 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


69 


Code 


08 
251 
Zoe 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
266 


10 
271 
273 
2731 
2732 
2733 


11 

286 
287 
288 
289 


12 

291 
294 
295 
296 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3059 
306: 
307 
308 
309 


70 


Code 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
327 
328 


16 

332 
335 
336 
338 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
358 
959 
3591 
3599 


18 
365 
3651 


19 
372 
374 
375 
376 
378 
3782 
3783 
379 
3799 
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Table 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 


EL 


AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


TOTAL 


ECTRICAL PRODUCTS INDUSTRIES 


MANUFACTURERS OF MAJOR APPLIANCES 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 


TOTAL 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 

LIME MANUFACTURERS 

MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 


PETROLEUM REFINERIES 
PETROLEUM REFINING 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


MANUFACTURERS OF MIXED FERTILIZERS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF INDUSTRIAL CHEMICALS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


On 


ND ND PD 


ee 
OeNOrWNONF DANK KK PD 


47 


NN: 


12 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


231 


267 


MER ACT ED 


MK MER MIO DEL GI CO EM HD 


169 


974 


x x x x 


DCI IEEE TR SOU NEC EX 


xx x x } 


Man 
hours 
paid 
Heures- 
hommes 
payées 


x KK x 


xx x x : 


Wages 


Salaires 


x X x x 


xx KKK KKK RN KK x x x 


2,447 


15,264 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


x X X x 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


ae Ow 


5,535 


31,458 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x x xX x 


16,536 


79,433 


10,679 


Value 
added 
Valeur 
ajoutée 


x X x x 


on 
an 
DK ES DS DKS KAO! ON IN SK de! De 


9,466 


39,157 
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Tableau 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salaries 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other 
partners employees Total des salariés for resale revenue 


Propriétaires Administration, bureau Salaries Coût des Valeur des 
et associés et autre personnel and matières, des | livraisons 
actifs hors fabrication Number wages fournitures et] et autres 


— — des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 

Hommes Femmes Traitements salaires revente 


number - nombre $'000 
x x x x x x x x 
- 86 oe 1,762 352 4,435 VeSAW, 13,092 
x x x x x x x x 
x x x x x x x 
= 120 42 2,392 433 5,449 7,813 14,447 
x x x x x x x x 
173 31 4,025 204 4,025 - - 
= 33 9 744 174 2,005 5,460 8,963 
x x x x x x x x 
x x x x x x x x 
x x x x x x x 
ee x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
1 49 15 946 346 4,643 6,823 14,947 
- 11 6 260 111 1,424 2,683 5,199 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x 
- 58 18 1,184 245 3,631 6,249 17327 
os 203 61 4,234 1,391 19,497 32,797 81,164 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
- 13 S} 287 78 951 9,007 11,196 
a x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
x x x x x x x x 
ns x x x x x x x 
x x x x x x x x 
x x x x x x x x 
1 88 25 2,033 378 5,856 33,868 54,220 


Value 
added 
Valeur 
ajoutée 


6,342 


DEEE 


IS) 
w 
© 
BR 


CODE COR OR ETC ECC 


13,202 


Groupe et industrie 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FABRICANTS DE GROS APPAREILS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 
RAFFINAGE DU PETROLE 


TOTAL 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 

FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


71 


Code 


3782 
3783 


3799 
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Table 23. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


— Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 
elec- supplies of own Value 
Major group and industry Man tricity used manufacture added 
hours — — — — 
Male Female paid Wages Coût du Coût des Valeur des Valeur 
— — = — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


number - nombre 


20 MISCELLANEOUS MANUFACTURING INDS. 
391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 18 138 173 636 2,700 73 3,141 7,833 4,475 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. 1 x x x x x x x x 
3912 CLOCK AND WATCH MANUFACTURERS 1 x x x x x x x x 
3913 ORTHO. AND SURGICAL APPLIANCE MFRS. 2 x x x x xX x x x 
3914 OPHTHALMIC GOODS MANUFACTURERS 4 60 145 422 1,706 73 2225 5,627 3,185 
3915 DENTAL LABORATORIES 10 29 10 AT 460 - 403 1,073 670 
392 JEWELLERY AND SILVERWARE INDUSTRY 1 x x x x x x x x 
393 SPORTING GOODS AND TOY INDUSTRIES 1 x x x x x x x x 
3932 TOYS AND GAMES MANUFACTURERS 1 x x x x x x x x 
397 SIGNS AND DISPLAYS INDUSTRY 5 69 3 155 722 54 714 1,961 1,200 
399 MISC. MANUFACTURING INDS. NES 6 158 118 547 2,680 148 5,482 12,365 6,527 
3991 BROOM, BRUSH AND MOP MANUFACTURERS 1 x x x x x x x x 
3999 OTHER MISC. MANUFACTURING INDS. 5 x x x x x x x x 
TOTAL x x x x X Xx x X x 


TOTAL, ALL INDUSTRIES 579 19,739 4,770 51,873 304,393 138,353 1,560,270 2,434,849 738,116 


NOUVEAU-BRUNSWICK 


Tableau 23. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 


materials, Value of 

Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Groupe et industrie 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 


des marchan-| recettes 
dises desti- 
nées à la 


revente 


Traitements 
et 
salaires 


Nombre 


Salaries 


Traitements 


Male Female 


Hommes Femmes 


number - nombre 
INDUSTRIES MANUFACTURIERES DIVERSES 


5 42 13 867 366 3,567 3,566 8,344 4,561 MATERIEL SCIENTIFIQUE PROFESSIONNEL 
x x x x x x x x x INSTRUMENTS ET PRODS. SIMILAIRES 

x x x x x x x x x FABRICANTS D'HORLOGES ET DE MONTRES 
x x x x x x x x x APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
= 17 10 392 232 2,098 2,650 6,138 3,271 FABRICANTS D'ARTICLES OPHTALMIQUES 

4 = - - 39 460 403 1,073 670 ATELIERS DE MECANICIEN-DENTISTE 

x x x x x x x x x FAB. DE BIJOUTERIE ET D'ORFEVRERIE 

x x x x x x x x x FAB. ARTICLES DE SPORT ET DE JOUETS 
x x x x x x x x x FABRICANTS DE JEUX ET DE JOUETS 

- 9 5 217 86 938 782 2,068 1,239 FAB. D'ENSEIGNES ET D'ETALAGES 

1 39 19 1,187 334 3,867 6,317 13,416 6,743 INDS. MANUFACTURIERES DIVERSES NCA 
x x x x x x x x x FAB. DE BALAIS, DE BROSSES, ETC. 

x x x x x x x x x AUTRES IND MANUFACTURIERES DIVERSES 
x x x Xx x x x x x TOTAL 


121 5,117 1,641 107,906 31,267 412,298 1,754,021 2,673,086 782,601, TOTAL, TOUTES INDUSTRIES 


73 


74 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1071 
1072 
1081 


1082 
1089 
1091 
1092 
1093 


1094 
165 
174 
1799 
182 


1832 
184 

1872 
1894 
1899 


2432 
2441 
246 

2511 
2513 


252 
2541 
2543 
2544 
256 


258 

2591 
2592 
2593 
2599 


2611 
2619 
266 
271 
2731 


2732 
2733 
286 
287 
288 


289 
294 
295 
296 
301 


302 

3031 
3039 
3041 
3042 


3059 
306 
307 
308 
309 


311 
315 
316 
321 
3241 
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TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 24. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FEED INDUSTRY 

BISCUITS MANUFACTURERS 
BAKERIES 

CONFECTIONERY MANUFACTURERS 


CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 


WINERIES 

PLASTICS FABRICATING INDUSTRY NES 
SHOE FACTORIES 

MISC. LEATHER PRODUCTS MFRS. 
WOOL YARN AND CLOTH MILLS 


THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 

CANVAS PRODUCTS MANUFACTURERS 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


MEN'S CLOTHING CONTRACTORS 
WOMEN’S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 

SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 


VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 


COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 

WOOD HANDLES AND TURNING INDUSTRY 
MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 


FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
MISC. FURNITURE AND FIXTURE MFRS. 
PULP AND PAPER MILLS 

FOLDING CARTON AND SET-UP BOX MFRS. 


CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 


PUBLISHING AND PRINTING 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
BOILER AND PLATE WORKS 


FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 


WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 


AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
TRUCK BODY MANUFACTURERS 


Employment size group — Effectif par tranche de taille 
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INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 

FABRICANTS DE CONFISERIE 


SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 


PRODUCTEURS DE VIN 

ARTICLES EN MATIERE PLASTIQUE NCA 
FABRIQUES DE CHAUSSURES 

FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DE LA LAINE 


MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
FAB. D'ARTICLES EN GROSSE TOILE 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


CONFECTION FORFAIT VETEMENTS HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 


FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 


INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 

IND DES ARTICLES AMEUBLEMENT DIVERS 
USINES DE PATES ET PAPIERS 

CARTONS PLIANTS ET BOITES MONTEES 


FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 


EDITION ET IMPRESSION 

FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
IND. DES CHAUDIERES ET DES PLAQUES 


ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 

PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 

EMBOUTISSAGE, MATRICAGE DES METAUX 


FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
FAB. D AERONEFS ET DE PIECES 

FAB. DE CARROSSERIES DE CAMIONS 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1071 
1072 
1081 


1082 
1089 
1091 
1092 
1093 


1094 
165 
174 
1799 
182 


1832 
184 

1872 
1894 
1899 


2432 
2441 
246 

2511 
2513 


252 
2541 
2543 
2544 
256 


258 

2591 
2592 
2593 
2599 


2611 
2619 
266 
271 
2731 


2732 
2733 
286 
287 
288 


289 
294 
295 
296 
301 


302 

3031 
3039 
3041 
3042 


3059 
306 
307 
308 
309 


311 
315 
316 
321 
3241 


Code 


3242 
327 
328 
332 
335 


336 
338 
3511 
3512 
352 


353 
3541 
3542 
3549 
355 


3561 
3562 
358 

3599 
3651 


372 
375 
376 
3782 


37997 


3911 
3912 
3913 
3914 
3915 


392 
3932 
397 
3991 
3999 
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TABLE 24. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 24. NOMBRE D’ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


NON-COMMERCIAL TRAILER MFRS. 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 
MANUFACTURERS OF MAJOR APPLIANCES 
COMMUNICATIONS EQUIPMENT MFRS. 


MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 


STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS - 


GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 

LIME MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 


MANUFACTURERS OF MIXED FERTILIZERS 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


INDUSTRIAL CHEM. (INORGANIC) NES 
MISCELLANEOUS CHEMICAL INDS. NES 


INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 


JEWELLERY AND SILVERWARE INDUSTRY 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 


BROOM, BRUSH AND MOP MANUFACTURERS 


OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 


1 10 | 20 | 50 | 100 | 200 | 500 |1,000 
= = 2 = = = = + | TOTAL 
4 19 | 49 | 99 | 199 | 499 | 999 
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INDUSTRIE 


REMORQUES A USAGE NON COMMERCIAL 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE GROS APPAREILS 

FAB. D'EQUIP. DE TELECOMMUNICATION 


FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 


FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 


FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 


FABRICANTS D'ENGRAIS COMPOSES 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 


FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 
AUTRES IND MANUFACTURIERES DIVERSES 


75 


Code 


3242 
327 
328 
332 
335 


336 
338 
3511 
3512 
352 


353 
3541 
3542 
3549 
355 


3561 
3562 
358 

3599 
3651 


972 
375 
376 
3782 
3799 


SRL 
Bonz 
3913 
3914 
3915 


392 
3932 
397 
3991 
3999 
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TABLE 25. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 25. Certaines statistiques principales des industries manufacturières, certaines années, 1957-19781 


Manufacturing activity — Activité manufacturiére Total activity — Activité totale 
ES 
Production and | Cost of Value of Total employees 
Establish- related workers Cost of materials | shipments of Working dete 
Year ments we fuel and and supplies | goods of own Value owners and Total des salaries Value 
- nn — Travailleurs de la electricity 2 used2 manufacture added partners added 
Année Etablisse- production et — ~ - _ - - 
ments assimilés Coût du Coût des Valeur des Valeur Proprié- Valeur 
combustible | matières et livraisons ajoutée taires et Number3 ajoutée 
et de l’élec- fournitures de produits associés = 
Number Wages tricité2 utilisées2 de propre actifs Nombre3 | Traitements 
= re fabrication et 
| Nombre Salaires | | salaires3 
number — nombre | $’000 | number — nombre 
LISTES erreur ee 11,295 348,105 1,036,007 149,420 3,514,510 6,422,702 1e Sets 444,962 | 1,468,063 
OS Sears ses AE 10,897 330,155 1,012,745 147,264 3,540,674 6,513,647 | 2,938,807 ree 425,261 | 1,466,560 
LOS inte te dee NET 10,671 331,850 1,064,579 149,423 3,691,667 6,802,195 | 2,986,675 nee 427,016 | 1,536,945 
LOGOS EN RENTE 11,093 281,955 1,104,248 152-372 3,786,455 7,075,505 | 3,162,918 are 429,444 | 1,606,373 
LOGIN cee eis 5 pA La 319,287 1,087,610 156,722 3,707,062 7,022,199 | 3,188,058 6,060 452,543 | 1,775,710 | 3,331,604 
LOGE ee eee 11,102 326,257 1,166,738 160,521 4,038,363 7,589,429 | 3,433,606 6,134 459,926 | 1,882,197 | 3,582,684 
1963 eee se 10,980 328,495 1,208,471 167,762 4,354,652 8,072,507 | 3,568,875 5,675 462,014 | 1,956,758 | 3,724,337 
19647322. LAC ete 11,097 342,907 15318,999 185,318 4,702,130 8,773,944 | 3,937,816 5,502 479,518 | 2,117,086 | 4,125,329 
TOG Sie ER tte 10,952 356,780 1,433,816 199,392 5,083,140 9,492,182 | 4,305,379 5,114 499,177 | 2,298,750 | 4,516,700 
1966% 27 20 sec 10,877 368,450 1,590,164 217,693 5,639,982 10,464,530 | 4,704,799 4,870 516,154 | 2,543,539 | 4,948,941 
LOGS Sams 10,772 372,408 1,696,769 222,829 5,935,243 10,966,429 | 4,855,896 4,622 524,688 | 2,739,520 | 5,088,243 
LOGS ANS TS Skat core 10,513 SH0S817 1,817,303 236,395 6,341,337 11,742,911 | 5,215,464 4,131 521,250 | 2,923,728 | 5,445,448 
LOGO ER EC 10,466 379,869 1,991,387 255,434 6,975,374 12,810,214 | 5,674,438 3,887 529,027 | 3,166,701 | 5,967,988 
1070 remet 10,176 369,896 | 2,057,512 264,849 7,072,888 | 13,083,969 | 5,797,861 3,617 514,150 | 3,285,035 | 6,091,819 
LOTIR NE ER custate 10,135 366,198 2,171,882 289,628 15135331 13,833,179 | 6,054,856 3,397 508,591 | 3,459,043 | 6,406,236 
LS (PR aatey on Caregen cons ET 10,025 377,802 2,401,306 310,623 8,195,973 15,091,616 | 6,676,036 3,305 517,878 | 3,761,198 | 7,020,532 
1978 Re eee eek Cache 9,947 391,518 2,684,885 348,090 9,772,414 17,464,942 | 7,595,970 3,175 533,759 | 4,166,825 | 8,025,855 
1974 mae Sees 9,974 398,857 3,157,287 488,276 12,790,307 22,396,844 | 9,549,110 25121 541,500 | 4,831,383 |10,044,846 
LOTS ee var teh toner ats 95375 394,333 3,520,808 537,647 13,662,494 23,966,501 | 9,958,016 2,37 532,932 | 5,382,265 |10,458,512 
1976 aR Re Sree 9,020 386,985 3,944,998 612,927 14,763,005 25,802,937 | 10,664,392 1,968 524,632 | 6,007,198 |11,223,347 
LOFT ER 8,476 367,207 | 4,194,585 714,512 | 15,789,664 | 28,010,255 |11,781,670 1,666 500,098 | 6,356,347 |12,395,288 
LITRES Apart 9,701 386,741 | 4,816,659 896,798 | 18,763,459 | 33,272,837 | 13,995,539 2,010 523,529 | 7,194,178 |14,633,193 


L | | | 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont a partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. d 

Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — À compter de 1970, le coût du combustible 
et de l'électricité des petits établissements est inclus dans le coût des matières et fournitures. 

Beginning with 1961, when statistics were first published for “Manufacturing activity” and ‘Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour I’“Activité manufacturière” et 
l'“Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 
briques. ‘ 


Code 


QUEBEC 


TABLE 26. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 26. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 


Production and a : Hen of 
related workers ost & shipments 
= materials of goods 
Travailleurs de la and supplies of own 
see tu production et used manufacture 
bari assimilés > = 
Industrie Cout des Valeur des 
matiéres et livraisons 
Number Wages fournitures de produits 
=. > utilisees de propre 
Nombre Salaires fabrication 


$'000 

PETROLEUM REFINING 

RAFFINAGE DU PETROLE 8 2,182 47,341 2,523,892 2,874,781 
PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS 55 24,604 445,942 1,100,201 2,651,184 
SMELTING AND REFINING 

FONTE ET AFFINAGE 11 11,047 191,365 507,155 1,410,354 
DAIRY PRODUCTS INDUSTRY 

INDUSTRIE LAITIERE 135 5,723 76,439 1,020,414 1,357,298 
SLAUGHTERING AND MEAT PROCESSORS 

ABATTAGE, CONDITIONNEMENT DE VIANDE 130 5727 74,004 953,052 1,165,185 
WOMEN’S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR DAMES 405 16,807 150,842 444,762 788,470 
SAWMILLS AND PLANING MILLS 

SCIERIES ET ATELIERS DE RABOTAGE 366 12,194 150,426 380,604 761,601 
IRON AND STEEL MILLS 

SIDERURGIE 18 5,709 92,000 325,605 703,518 
COMMERCIAL PRINTING 

IMPRIMERIE COMMERCIALE 634 11,156 148,178 282,172 601,249 
FEED INDUSTRY 

FABRICATION D’ALIMENTS POUR ANIMAUX 211 1,805 21,986 484,005 590,537 
MISCELLANEOUS FOOD PROCESSORS NES 

PRODUITS ALIMENTAIRES DIVERS NCA 86 3,408 41,879 333,781 586,806 
MEN'S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR HOMMES 258 14,244 133,481 320,691 582,571 
MISC. MACHINERY AND EQUIPMENT MFRS. 

FAB DE MACHINES & EQUIPEMENT DIVERS 202 9,346 126,525 260,393 564,884 
AIRCRAFT & AIRCRAFT PARTS MFRS. 

FAB. D AERONEFS ET DE PIECES 36 8,013 121,498 234,640 499,881 
METAL STAMPING AND PRESSING IND. 

EMBOUTISSAGE, MATRICAGE DES METAUX 144 5,140 66,794 230,865 416,608 
MFRS. PHARMACEUTICALS AND MEDICINES 

FAB. PHARMACEUTIQUES ET MEDICAMENTS 50 2,916 36,548 171,512 411,225 
COMMUNICATIONS EQUIPMENT MFRS. 

FAB. D'EQUIP. DE TELECOMMUNICATION 70 6,278 93,510 137,187 410,267 
PLASTICS FABRICATING INDUSTRY NES 

ARTICLES EN MATIERE PLASTIQUE NCA 202 6,799 68,940 207,084 394,936 
THROWSTERS, SPUN YARN & CLOTH MILLS 

MOULINAGES, FILATURES ET TISSAGES 40 4,845 53,005 225,425 354,222 
ALUMINUM ROLLING, CASTING ETC. 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 19 1,652 21,695 300,869 351,769 
HOUSEHOLD FURNITURE MFRS. NES 

IND. DES MEUBLES DE MAISON NCA 320 9,050 93,640 163,898 350,471 
MFRS OF PLASTICS & SYNTHETIC RESINS 

MATIERES PLAST. ET RESINES SYNTHET. 15 1,364 23,731 215,224 335,684 
BAKERIES 

BOULANGERIES 412 5,618 63,183 141,703 331,287 
PUBLISHING ONLY 

EDITION SEULEMENT 175 ie) (0) 136,287 321,857 
MISCELLANEOUS CHEMICAL INDS. NES 

FAB. PRODUITS CHIMIQUES DIVERS NCA 106 3,644 49,558 136,323 308,709 
BREWERIES 

BRASSERIES 3 2,154 39,154 76,442 292,992 
MFRS. OF ELECTRIC WIRE AND CABLE 

FAB. DE FILS ET CABLES ELECTRIQUES 12 2,172 36,622 181,795 290,199 
RUBBER PRODUCTS INDUSTRIES 

IND. DES PRODUITS EN CAOUTCHOUC 32 3,961 48,754 139,772 282,109 
FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 43 3,667 56,349 127,331 276,541 
SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 95 2,284 32,786 125,456 274,519 
POULTRY PROCESSORS 

CONDITIONNEMENT DE LA VOLAILLE 22 2,621 28,854 184,902 252,249 
CARPET, MAT AND RUG INDUSTRY i 

IND. DES TAPIS, DES CARPETTES, ETC. 15 2,377 24,123 154,073 243,173 
MISCELLANEOUS TEXTILE INDS NES 

INDS. TEXTILES DIVERSES NCA 87 3,787 35,879 119,425 242,506 
WIRE AND WIRE PRODUCTS MFRS, NES 

FIL METALLIQUE ET SES PRODUCTS,NCA 65 3,025 37,265 126,440 223,787 
PUBLISHING AND PRINTING 

EDITION ET IMPRESSION 67 3,020 44,579 60,735 211,207 
MISCELLANEOUS PAPER CONVERTERS 

TRANSFORMATIONS DIVERSES DU PAPIER 72 2,767 31,111 115,982 209,407 
SHOE FACTORIES 

FABRIQUES DE CHAUSSURES 72 5,675 51,203 104,294 206,778 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 

FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 52 2,645 31,785 110,378 205,877 
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Value 
added 


Valeur 
ajoutée 


311,816 
12749728 
794,660 
313,265 
210,316 
351499 
377,458 
328,820 
318,911 
102,106 
251,450 
266,041 
312,427 
406,808 
198,302 
247,908 
291,094 
183,631 
115,975 
46,965 
183,348 
109,368 
181,264 
186,232 
169,750 
212,085 
116,313 
130,915 
144,377 
143,901 
62,284 
89,342 
121,941 
95,825 
149,033 
92,427 
105,094 


96,443 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
151 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1792 
1799 


05 
181 
182 
183 
1831 
1832 
184 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
189 
1891 
1892 
1893 
1894 
1899 
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Table 27. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 


MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. PROCESSING INDS. 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 

BAKERIES 

MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 

SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


TOTAL 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO PROCESSORS 
TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

LUGGAGE, HANDBAG ETC. MANUFACTURERS 
BOOT AND SHOE FINDINGS MFRS. 

MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 

MAN-MADE FIBRE, YARN & CLOTH MILLS 
FIBRE AND FILAMENT YARN MFRS. 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 

FELT AND FIBRE PROCESSING MILLS 

FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
MISCELLANEOUS TEXTILE INDUSTRIES 
THREAD MILLS 

NARROW FABRIC MILLS 

EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


6,434 
4,888 
1,546 
806 
1,268 
x 

x 
9219 
403 
1,767 
5,425 
1,020 
4,405 
3,708 
750 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


17,810 
12,265 
5,545 
3,048 
4,278 
x 

x 
12,168 
858 
3,942 
16,466 
4,552 
MULLS) 
12,542 
3,400 
1,843 
7299 
11,071 
4,896 
1,617 
4,382 
176 


82,183 


6,470 


8,205 
13,842 


22,047 


Wages 


Salaires 


102,859 
74,005 
28,854 
13137 
19,218 

x 

x 
76,439 
5,822 
21,986 
88,791 
25,608 
63,183 
72,752 
17,220 
13,652 
41,880 
84,553 
32,786 
11,675 
39,154 
937 


485,558 


54,246 


48,754 
68,940 


117,695 


12,682 

6,780 
21,298 
35,879 


259,858 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


Cost of 
materials 
and 
supplies 
used 
Cott des 
matières et 
fournitures 
utilisées 


$'000 


1,137,955 
953,053 
184,903 

45,435 
104,058 
x 


x 
020,415 
87,474 
484,006 
202,801 
61,097 
141,704 
526,061 
83,683 
108,597 
333,782 
260,900 
125,456 
48,629 
76,442 
10,372 


= 


3,869,106 


x 
x 


198,018 


139773 
207,084 


346,857 


x 
104,295 
6,665 

x 
13,676 
x 


164,774 


x 
66,427 
x 

x 
225,425 
x 

4,617 

x 

x 
154,073 
20,754 
16,333 
4,421 

x 

x 

x 
24,534 
4,515 
19,107 
119,425 


927,464 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


1,417,435 
1,165,186 
252,249 
70,803 
169,445 
x 

x 
357,298 
118,033 
590,537 
467,394 
136,107 
331,287 
885,637 
155,669 
143,162 
586,806 
712,897 
274,520 
127,779 
292,992 
17,606 


_ 


5,789,481 


x 
x 


439,320 


282,109 
394,937 


677,046 


x 
206,779 
14,394 
x 
29,343 
x 


328,826 


x 
130,159 
x 


x 
354,223 
x 

8,415 

x 

x 
243,174 
33,002 
22,981 
10,021 
x 

x 

x 
53,438 
15,416 
71,567 
242,506 


1,622,081 


Value 
added 
Valeur 
ajoutée 


272,601 
210,316 
62,285 
23,817 
66,902 
x 


x 
313,266 
31,494 
102,106 
254,419 
73,155 
181,265 
3534171 
75,747 
25,974 
251,451 
436,608 
143,902 
71,639 
212,086 
8,982 


1,854,385 


x 
x 


241,736 


SOS 
183,631 


314,546 


x 
105,095 
7,965 

x 
15,559 
x 


167,174 


27,895 
10,963 
47,529 
121,942 


656,641 
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Tableau 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Employees — Salariés Cost of 
materials, Value of 


Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


— Groupe et industrie 
Propriétaires 
et associés 


actifs 


Administration, bureau Salaries Coût des Valeur des Valeur 
et autre personnel and matières, des | livraisons ajoutée 

hors fabrication Number wages fournitures et] et autres 

— — des marchan-| - recettes 

Male Female Salaries Nombre Traitements | dises desti- 


= = — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
INDUSTRIE DES ALIMENTS ET BOISSONS 
15 2,275 634 44,612 11,257 147,471 1,334,590 1,634,245 292,776 IND. DE LA VIANDE ET LA VOLAILLE 
14 2,032 £539 39,644 8,298 113,649 1,137,663 1,369,372 229,893 ABATTAGE, CONDITIONNEMENT DE VIANDE 
1 243 95 4,968 2,959 33,822 196,927 264,872 62,883 CONDITIONNEMENT DE LA VOLAILLE 
228 99 4,304 1,734 17,441 83,721 115,586 30,314 IND. DE TRANSFORMATION DU POISSON 
5 408 178 9,402 21577 28,620 123,903 197,068 74,680 PREPARATION DE FRUITS ET DE LEGUMES 
x x x x x x x x X CONSERVERIES DE FRUITS & DE LEGUMES 
x x x Ea X x x x x X FRUITS ET LEGUMES CONGELES 
26 2,343 713 45,383 8,779 121,823 122315111584 1175 337,406 INDUSTRIE LAITIERE 
2 293 120 6,319 828 12,141 105,649 137,758 33,044 MEUNERIE, FAB. DE CEREALES DE TABLE 
27 111 284 18,391 3,200 40,378 576,597 697,718 116,696 FABRICATION D'ALIMENTS POUR ANIMAUX 
244 3,187 794 54,262 11,750 143,054 243,655 517,682 263,853 BOULANGERIE ET PATISSERIE (FAB.) 
4 560 183 10,508 2,894 36,116 64,178 139,478 73,444 FABRICANTS DE BISCUITS 
240 2,627 611 43,754 8,856 106,937 179,477 378,204 190,408 BOULANGERIES 
13 2,450 976 58,145 9,329 130,897 708,296 1,133,962 419,261 INDUSTRIES ALIMENTAIRES DIVERSES 
7 349 117 7,326 2,092 24,546 91,000 165,240 78,000 FABRICANTS DE CONFISERIE 
- 206 99 5,396 1,174 19,048 . 114,414 150,023 27,018 SUCRE DE CANNE ET DE BETTERAVES 
6 1,895 760 45,423 6,063 87,303 502,882 818,699 314,243 PRODUITS ALIMENTAIRES DIVERS NCA 
3 4,972 710 99,420 10,964 183,973 SO5;892 = 7719739 450,458 INDUSTRIE DES BOISSONS 
3 2,205 261 38,387 4,750 71,174 166,078 328,219 156,980 FABRICANTS DE BOISSONS GAZEUSES 
- 584 219 14,981 1,562 26,656 50,350 128,859 70,998 DISTILLERIES 
= 2,143 ZAM) 45,181 4,508 84,335 78,392 294,339 211,482 BRASSERIES 
- 40 19 872 144 1,809 11,072 20,322 10,999 PRODUCTEURS DE VIN 
342 17,267 4,508 340,239 60,418 825,797 4,705,455 6,789,932 2,018,487 TOTAL 
INDUSTRIE DU TABAC 
x x x x x x x x x TRAITEMENT DU TABAC EN FEUILLES 
x x x x x x x x x FABRICANTS DE PRODUITS DU TABAC 
= 922 465 24,919 4,916 79,165 517,675 764,953 247,712 TOTAL 
IND DU CAOUTCHOUC, PRODS. EN PLAST. 
- 1,398 341 26,472 5,700 75227 153,344 300,488 135,722 IND. DES PRODUITS EN CAOUTCHOUC 
16 1,014 465 25751 8,278 94,691 228,679 421,121 188,221 ARTICLES EN MATIERE PLASTIQUE NCA 
16 2,412 806 52223 13,978 169,918 382,023 721,609 323,943 TOTAL 
INDUSTRIE DU CUIR 
x x x x x x x x x TANNERIES 
3 544 299 15,444 6,518 66,648 118,931 223,921 107,600 FABRIQUES DE CHAUSSURES 
1 58 35 1,219 552 5,662 11,874 21,454 9,816 FABRIQUES DE GANTS EN CUIR 
x x x x x x x x x FAB. DE VALISES, SACS A MAIN ETC. 
3 60 39 1,399 870 8,651 15,589 31,748 16,051 ACCESSOIRES POUR BOTTES, CHAUSSURES 
x x x x x x x x x FAB. D'ARTICLES DIVERS EN CUIR 
25 886 512 23,302 10,426 104,737 192,878 363,829 174,073 TOTAL 
INDUSTRIE TEXTILE 
x x x x x x x x x FILATURE ET TISSAGE DU COTON 
1 383 136 9,267 3,293 37,540 68,086 1517072 61,259 FILATURE ET TISSAGE DE LA LAINE 
x x x Xx x x x x x FIBRES ARTIFICIELS ET SYNTHETIQUES 
x x x x x x x x x FILES DE FIBRES ET DE FILAMENTS 
= 832 498 22,219 6,175 75,224 229,080 356,870 114,968 MOULINAGES, FILATURES ET TISSAGES 
x x x x x x x x x CORDERIE ET FICELLERIE-FABRICATION 
- 20 10 484 143 1,559 4,674 8,415 3,566 FEUTRE ET TRAITEMENT DES FIBRES 
x x x x x x x x x USINES DE TRAITEMENT DE FIBRES 
x x x x x x x x x FABRIQUES DE FEUTRE PRESSE ET AERE 
= 593 286 13,763 3,256 37,887 156,728 245,366 88,880 IND. DES TAPIS, DES CARPETTES, ETC. 
8 94 51 2 213 852 8,165 25,872 39,296 13,247 ARTIC GROSSE TOILE SACS COTON, JUTE 
1 56 Sil 1,382 459 4,523 20,321 ZIANS 6,671 FAB. DE SACS DE COTON ET DE JUTE 
7 38 20 830 393 3,643 5,551 12,183 6,577 FAB. D'ARTICLES EN GROSSE TOILE 
x x x x x x x x x ACCESSOIRES EN TISSU POUR L'AUTO 
x x x x x x x x x INDUSTRIES TEXTILES DIVERSES 
x x x x x x x x x FABRIQUES DE FIL 
3 234 192 6,110 1,858 18,792 28,315 58,733 29,410 RUBANERIE (FABRICATION) 
15 29 16 882 809 7,662 4,548 15,416 10,931 BRODERIE, PLISSAGE, OURLETS A JOUR 
- 178 133 4,735 2,473 26,028 20,200 72,765 47,635 TEINTURE ET FINISSAGE DE TEXTILE 
14 812 513 24,064 12 59,943 131,742 258,296 125,415 INDS. TEXTILES DIVERSES NCA 
44 4,796 2,616 120,311 32,787 380,169 982,723 1,684,560 663,861 TOTAL 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
151 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1792 
1799 


05 
181 
182 
183 
1831 
1832 
184 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
189 
1891 
1892 
1893 
1894 
1899 
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Table 27. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


06 KNITTING MILLS 

231 HOSIERY MILLS 

239 KNITTING MILLS-EXCEPT HOSIERY MILLS 
2391 KNITTED FABRIC MANUFACTURERS 
2392 OTHER KNITTING MILLS 


TOTAL 


07 CLOTHING INDUSTRIES 

243 MEN’S CLOTHING FACTORIES 

2431 MEN'S CLOTHING FACTORIES 

2432 MEN'S CLOTHING CONTRACTORS 
244 WOMEN'S CLOTHING INDUSTRIES 
2441 WOMEN'S CLOTHING FACTORIES 
2442 WOMEN'S CLOTHING CONTRACTORS 


245 CHILDREN’S CLOTHING INDUSTRY 

246 FUR GOODS INDUSTRY 

248 FOUNDATION GARMENT INDUSTRY 

249 MISCELLANEOUS CLOTHING INDUSTRIES 


2491 FABRIC GLOVE MANUFACTURERS 
2492 HAT AND CAP INDUSTRY 
2499 MISCELLANEOUS CLOTHING INDS. NES 


TOTAL 


08 WOOD INDUSTRIES 

251 SAWMILLS, PLANING AND SHINGLE MILLS 
2511 SHINGLE MILLS 

2513 SAWMILLS AND PLANING MILLS 

292 VENEER AND PLYWOOD MILLS 

254 SASH, DOOR & OTHER MILLWORK PLANTS 
2541 SASH, DOOR AND OTHER MILLWORK NES 
2543 PRE-FABRICATED BLDGS (WOOD FRAME) 
2544 MFRS. OF WOODEN KITCHEN CABINETS 


256 WOODEN BOX FACTORIES 
258 COFFIN AND CASKET INDUSTRY 
259 MISCELLANEOUS WOOD INDUSTRIES 


2591 WOOD PRESERVATION INDUSTRY 

2592 WOOD HANDLES AND TURNING INDUSTRY 
2593 MANUFACTURERS OF PARTICLE BOARD 
2599 MISCELLANEOUS WOOD INDUSTRIES NES 


TOTAL 


09 FURNITURE AND FIXTURES INDUSTRIES 
261 HOUSEHOLD FURNITURE MANUFACTURERS 
2611 FURNITURE RE-UPHOLSTERY & REPAIR 
2619 HOUSEHOLD FURNITURE MFRS. NES 


264 OFFICE FURNITURE MANUFACTURERS 

266 MISC. FURNITURE AND FIXTURE MFRS. 

268 ELECTRIC LAMP AND SHADE MFRS. 
TOTAL 


10 PAPER AND ALLIED INDUSTRIES 


271 PULP AND PAPER MILLS 
272 ASPHALT ROOFING MANUFACTURERS 
273 PAPER BOX AND BAG MANUFACTURERS 


2731 FOLDING CARTON AND SET-UP BOX MFRS. 
2732 CORRUGATED BOX MANUFACTURERS 
2733 PAPER AND PLASTIC BAG MANUFACTURERS 
274 MISCELLANEOUS PAPER CONVERTERS 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


706 
2,703 
1,165 
1,538 


3,409 


1,810 
4,622 

661 
3,961 


6,432 


15,608 
10,220 
5,388 
21,370 
12,759 
8,611 
3,293 
427 
1,257 
921 
252 
214 
455 


42,876 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


5,218 
15,214 
3,930 
11,283 


20,431 


42,120 
28,566 
13,553 
50,643 
SIV 7A 
18,932 
8,682 
2,570 
2,816 
2,645 
647 
687 
1,310 


109,475 


28,556 
898 
27,658 
4,911 
13,808 
8,728 
3,114 
1,965 
1,281 
883 
2,642 


x 

606 

x 
1,431 


52,081 


20,659 
1,530 
197129 
3,467 
5797 
1,380 


31,303 


52,749 
794 
12,341 
3,369 
4,395 
4,576 
5,647 


71,531 


Wages 


Salaires 


22,137 
68,821 
18,133 
50,688 


90,958 


192,149 
133,481 
58,667 
228,156 
150,843 
77,314 
36,343 
17,074 
11,528 
10,921 
2,580 
2,980 
5,361 


496,171 


154,829 
x 
150,427 


269,898 


99,501 
5,860 
93,640 
17,540 
28,664 
5,542 


151,246 


445,943 
5,554 
78,933 
225329 
29,629 
26,975 
31,112 


561,541 


Cost of 
fuel 
and 
elec- 
tricity 

Cout du 

combus- 

tible et 
de l'élec- 
tricité 


272,484 
1,208 
5,378 

930 
2,736 
MEAS} 
2,493 


281,563 


Cost of 
materials 
and 
supplies 
used 
Cout des 
matiéres et 
fournitures 
utilisées 


$'000 


40,202 
209,035 
125,004 

84,030 


249,237 


329,508 
320,692 
8,817 
459,115 
444,762 
14,352 
103,207 
109,360 
23,054 
23,483 
5,879 
4,228 
13,377 


hu 


,047,728 


384,677 
4,072 
380,605 
59,672 
205,904 
115,407 
67,919 
22,578 
12,926 
7,627 
31,496 
x 

4,335 

x 

ors 


702,303 


173,607 
9,708 
163,899 
32,567 
63,375 
12,770 


282,318 


100,201 
38,052 
299,877 
57,888 
107,600 
134,389 
115,982 


1,554,113 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


79,978 
366,662 
178,426 
188,236 


446,640 


670,385 
582,572 
87,813 
901,561 
788,471 
113,090 
182,478 
160,997 
54,992 
48,838 
11,956 
9,499 
27,384 


2,019,251 


773,309 
11,707 
761,602 
117,924 
362,131 
205,161 
114,688 
42,283 
22,690 
16,852 
65,963 
x 

9,433 

x 
20,402 


1,358,868 


368,225 
17,753 
350,472 
76,042 
125,444 
26,736 


596,448 


2,651,184 
60,641 
480,449 
111,246 
174,143 
195,060 
209,407 


3,401,682 


Value 
added 
Valeur 

ajoutée 


39,721 
161,123 
56,645 
104,478 


200,843 


344,266 
266,042 
78,224 
449,393 
351,200 
98,193 
81,358 
54,170 
31,959 
25,565 
5,849 
5,472 
14,244 


986,710 


385,226 
7,768 
377,458 
BSASS 
1537555 
87,386 
46,501 
19,668 
9,547 
9237 
33,438 
x 

SE) 

x 

10,810 


646,155 


191,393 
8,045 
183,349 
43,065 
62,593 
13,691 


310,741 


font 


,271,729 
21,926 
178,593 
52,647 
65,320 
60,627 
92,428 


1,564,676 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Male 


Hommes 


employees 
hors fabrication 


Female 


Femmes 


number - nombre 


2 175 

2 615 

== 302 

2 313 

4 790 
53 1,530 
25 1,399 
28 131 
101 1,462 
29 1,296 
2 166 
5 381 
81 198 
1 182 
14 176 
1 21 

8 68 

5 87 
255 3929 
170 3311 
4 6 
166 3,305 
= 186 
114 914 
74 551 
1 222 
39 141 
16 47 
- 49 
23 156 
x x 

7 22 

x x 
16 54 
323 4,663 
253 998 
143 - 
110 998 
1 283 
25 375 
3 95 
282 17791 
= 5,623 

= 180 

1 1,194 

1 272 

= 556 

= 366 

= 669 


mn 
ew 
Ne 
of 
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Tableau 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


40,068 
35,908 
4,160 
49,148 
45,046 
4,102 
11,371 
5,278 
9,879 
4,759 
614 
1,427 
2,718 


120,503 


22,690 


22,690 
6,485 
8,293 
2,476 


39,945 


149,677 
4,361 
29,305 
6,419 
13,708 
9,178 
16,456 


199,799 


Employees — Salariés 


Administrative, office and 


Total employees 


Number 


Nombre 


63,131 


16,235 
402 
15,833 
2,457 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


26,487 
89,367 
27,805 
61,561 


115,854 


232,217 
169,390 
62,827 
277,304 
195,889 
81,416 
47,714 
22/39? 
21,407 
15,680 
3,195 
4,407 
8,079 


616,674 


207,191 
4,560 
202,631 
28,018 
88,762 
54,667 
21,659 
12,436 
7,121 
5,476 
16,698 
x 

3,091 

x 

7,151 


353,266 


122,191 
5,860 
116,331 
24,025 
36,957 
8,018 


19191 


595,620 
9,915 
108,237 
28,748 
43,337 
36,153 
47,568 


761,341 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 

shipments 

and other 
revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
43,885 84,180 
210,420 367,259 
125,458 178,582 
84,962 188,678 
254,305 451,440 
347,469 692,953 
338,165 604,794 
9,304 88,159 
481,672 930,137 
467,130 817,014 
14,542 113123 
105,216 183,871 
110,297 162,007 
24,618 57,136 
36,549 65,443 
6,851 12,973 
8,319 15,260 
21,379 37,210 
1,105,822 2,091,547 
409,120 802,060 
4,092 VAY 
405,027 790,349 
76,866 137,462 
221,636 381,641 
127,908 221,461 
70,102 117239 
23,626 42,941 
14,858 24,674 
7,783 17,064 
32,470 67,137 
x x 
4,364 9,451 
x x 
9,818 217372 
762,733 1,430,037 
177,801 371,227 
9,708 17753 
168,093 353,475 
33,701 77,189 
69,764 134,027 
14,011 28,548 
295,277 610,991 
1,228,816 2,775,065 
63,972 88,538 
310,585 491,348 
59,364 112721 
110,893 177,528 
140,328 201,108 
135,759 239,432 
1,739,132 3,594,382 


Value 
added 
Valeur 
ajoutee 


40,240 
160,335 
56,347 
103,988 


200,575 


348,874 
270,790 
78,083 
455,412 
357,376 
98,036 
80,741 
54,242 
32,538 
29,104 
5,893 
7,142 
16,069 


1,000,911 


389,534 
e752 
381,782 
57,496 
157,333 
91,185 
46,869 
197279 
9,599 
9292 
33,639 


x 
5,119 
x 
11,076 


656,893 


190,202 
8,045 
182,157 
43,077 
64,787 
14,261 


312,326 


1,266,995 
23,902 
178,785 
52,635 
65,412 
6C,737 
102,676 


1,572,358 


Groupe et industrie 


BONNETERIE 

IND. DES BAS ET CHAUSSETTES 
BONNETERIE (SAUF BAS, CHAUSSETTES) 
FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 
INDS. DIVERSES DE L'HABILLEMENT 
FABRICANTS DE GANTS EN TISSU 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D'AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


83 


Code 


2431 
2432 


2441 
2442 


2491 
2492 
2499 


08 
251 
2511 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
272 
273 
2731 
2732 
2733 
274 


84 


Code 


11 

286 
287 
288 
289 


12 

291 
292 
294 
295 
296 
29). 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 
329 


Table 27. PRINCIPAL 


Estab- 
lish- 
ments 
Major group and industry — 
Eta- 
blisse- 
ments 


QUEBEC 


STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male 


Hommes 


Female 


Femmes 


number - nombre 


PRINTING, PUBLISHING & ALLIED INDS. 


COMMERCIAL PRINTING 634 
PLATEMAKING, TYPESETTING ETC. IND. 128 
PUBLISHING ONLY 175 
PUBLISHING AND PRINTING 67 

TOTAL 1,004 


PRIMARY METAL INDUSTRIES 


IRON AND STEEL MILLS 18 
STEEL PIPE AND TUBE MILLS 6 
IRON FOUNDRIES 27 
SMELTING AND REFINING 11 
ALUMINUM ROLLING, CASTING ETC. 19 
COPPER & COPPER ALLOY ROLLING ETC. 5 
METAL ROLLING, CASTING ETC. NES 10 

TOTAL 96 


METAL FABRICATING INDUSTRIES 


BOILER AND PLATE WORKS 16 
FAB. STRUCTURAL METAL INDUSTRY 43 
ORNAMENTAL & ARCHITECTURAL METAL 227 
METAL DOOR AND WINDOW MANUFACTURERS 59 
ORNAMENT & ARCHITECTURAL METAL NES 168 
METAL STAMPING, PRESSING & COATING 186 
METAL COATING INDUSTRY 42 
METAL STAMPING AND PRESSING IND. 144 
WIRE AND WIRE PRODUCTS MFRS. 72 
FASTENER MANUFACTURERS if 
WIRE AND WIRE PRODUCTS MFRS, NES 65 
HARDWARE, TOOL AND CUTLERY MFRS. 127 
HEATING EQUIPMENT MANUFACTURERS 23 
MACHINE SHOPS 234 
MISC. METAL FABRICATING INDS. 101 

TOTAL 1,029 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 27 
MISC. MACHINERY AND EQUIPMENT MFRS. 202 
COMMERCIAL REFRIG. AIR COND. MFRS. 13 
OFFICE AND STORE MACHINERY MFRS. 16 

TOTAL 258 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS MFRS. 36 
MOTOR VEHICLE MANUFACTURERS 4 
TRUCK BODY AND TRAILER MFRS. 68 
TRUCK BODY MANUFACTURERS 38 
NON-COMMERCIAL TRAILER MFRS. 22 
COMMERCIAL TRAILER MANUFACTURERS 8 
MOTOR VEHICLE PARTS & ACCESSORIES 26 
RAILROAD ROLLING STOCK INDUSTRY 6 
SHIPBUILDING AND REPAIR 9 
BOATBUILDING AND REPAIR 46 
MISCELLANEOUS VEHICLE MANUFACTURERS 8 

TOTAL 203 


8,251 
W275 


2,598 


12,124 


= 
Xd 
© 
ios} 


1,001 


Man 
hours 
paid 
Heures- 
hommes 
payées 


16,451 


x 
57299 
1,866 
2,606 

782 
1,232 

x 
8,637 
1,299 

x 


48,938 


Wages 


Salaires 


148,178 
25,120 


44,579 


217,877 


92,001 


x 
12,977 
191,365 
21,696 
x 

5,635 


339,480 


41,853 
56,350 
45,656 
20,135 
25,520 
76,376 

9,581 
66,795 
53,263 
15,997 
37,266 
35,651 

8,437 
31,086 
43,796 


392,469 


6,023 
126,525 
6,604 
15,273 


154,424 


121,498 
x 
29,945 
10,949 
13,933 
5,063 
6,319 
x 
75,732 
6,087 
x 


361,273 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


4,084 
427 


1,632 


6,143 


60,305 
x 

2,258 
108,538 
5,654 

x 

1,010 


181,091 


2,793 
325 
x 


20,532 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matiéres et 
fournitures 
utilisées 


$'000 

282,173 
17153 

136,287 
60,736 


496,349 


325,605 
x 
25,534 
507,156 
300,870 


x 
29,251 


CA 


365,039 


63,596 
127,332 
103,286 

57,228 

46,058 
240,487 

9,622 
230,866 
175,541 

49,101 
126,440 

50,064 

19,995 

35,039 

82,667 


898,007 


15,625 
260,394 
18,819 
95;923 


390,761 


234,640 
x 
89,392 
23,537 
49,296 
16,559 
16,816 
x 
89,074 
14,196 
x 


1,420,536 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


601,249 

67,087 
321,857 
211,208 


1,201,402 


703,518 


x 

62,041 
1,410,355 
351,769 


x 
39,754 


2,787,223 


163,591 
276,541 
207,261 
103,832 
103,429 
446,193 

29,585 
416,609 
325,412 
101,624 
223,788 
129,143 

39,324 

96,668 
176,694 


~ 


,860,827 


31,454 
564,884 
35,665 
153,288 


785,291 


499,882 
x 
154,655 
44,093 
81,836 
28,725 
32,535 


x 
164,736 
28,464 
x 


2,171,210 


i 


Value 
added 
Valeur 
ajoutée 


318,912 

49,434 
186,233 
149,033 


703,612 


328,821 


x 
33,090 
794,661 
46,965 


x 
10,285 


,256,029 


101,769 
144,378 
103,086 
45,635 
57,451 
216,981 
18,679 
198,302 
144,364 
48,539 
95,825 
79,185 
18,920 
62,149 
96,658 


967,489 


17,326 
312,427 
17,313 
64,388 


411,454 


406,809 
x 
61,315 
21,435 
27,856 
12,023 
14,949 


x 
81,355 
13,411 

x 


900,743 


QUEBEC 


Tableau 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Groupe et industrie 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur’ 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et] et autres 
= — des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 

number - nombre $'000 $'000 

IMPRIMERIE EDITION ACTIVITES ANNEXS 
157 ALD 966 48,350 13,897 196,529 289,284 609,363 319,914 IMPRIMERIE COMMERCIALE 

24 . 281 57 7,554 2,185 32,674 18,099 67,784 49,185 CLICHAGE, COMPOSITION ET RELIURE 

14 1755 2,018 52,992 3773 52,992 143,110 331,469 189,022 EDITION SEULEMENT 

6 1,681 910 43,445 5,611 88,024 65,556 214,914 147,919 EDITION ET IMPRESSION 

201 5,492 4,051 152,341 25,466 370,218 516,049 1,223,530 706,039 TOTAL 

PREMIERE TRANSFORMATION DES METAUX 

= 1,944 445 50,797 8,098 142,797 358,750 734,425 326,583 SIDERURGIE 

x x x x x x x x x FAB. DE TUBES ET TUYAUX D'ACIER 

5 234 88 5,687 1,413 18,665 28,760 65,129 32,952 FONDERIES DE FER 

= 4,756 509 110,105 16,312 301,470 1,250,265 2,177,063 818,260 FONTE ET AFFINAGE 

- 408 159 9,883 2,219 31,579 318,066 369,334 47,334 LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 

x x x x x x x x x LAMINAGE ETC. DU CUIVRE ET ALLIAGES 

- 76 25 15372 586 7,006 36,998 48,066 10,851 LAMINAGE, ETC. DES METAUX NCA 

5 7,655 1,283 183,230 29,878 522,710 2,173,203 3,618,427 1,279,068 TOTAL 
FABRICATION DE PRODUITS EN METAL 

- 390 79 8,451 2,567 50,303 64,508 164,157 101,424 IND. DES CHAUDIERES ET DES PLAQUES 

2 1,149 275 28,321 5,091 84,671 157,967 364,012 201,214 ELEMENTS DE CHARPENTE METALL. 

57 845 276 16,780 4,832 62,436 113,510 220,343 105,944 PRODS METALL. D'ARCHIT & D'ORNEMENT 
4 386 168 8,434 2,323 28,569 63,220- 110,345 46,156 FAB. PORTES ET FENETRES METALLIQUES 
53 459 108 8,346 2,509 33,866 50,290 109,998 59,788 PROD METALL D'ARCHIT D'ORNEMENT NCA 

14 873 402 22,483 7,246 98,859 264,041 474,900 222135 EMBOUTISSAGE, ETC. DES METAUX 

2 74 43 2,172 948 119753 9,932 30,450 19,233 INDUSTRIE DU REVETEMENT DES METAUX 
12 799 359 20,311 6,298 87,106 254,108 444,450 202,901 EMBOUTISSAGE, MATRICAGE DES METAUX 

6 820 262 19,649 5,185 72,912 224,731 375,334 145,096 FIL METALLIQUE ET SES PRODUITS 

= 310 80 7,668 1,468 23,665 73,930 126,016 48,102 FABRICANTS D'AGRAFES 

6 510 182 11,981 3717 49,247 150,802 249,318 96,995 FIL METALLIQUE ET SES PRODUCTS,NCA 
15 475 209 10,811 3,769 46,462 54,755 135:285 80,636 QUINCAILLERIE OUTILLAGE COUTELLERIE 

1 318 73 6,253 1,077 14,690 24,506 45,664 20,749 FABRICANTS D'APPAREILS DE CHAUFFAGE 
57 350 112 7,977 2,959 39,064 38,367 101,044 63,197 ATELIERS D'USINAGE 

15 842 252 18,938 4,676 62,734 97,977 195,128 99,782 FAB. PRODUITS METALLIQUES DIVERS 
167 6,062 1,940 139,662 37,402 532,131 1,040,361 2,075,868 1,040,176 TOTAL 

FABRICATION DE MACHINES 

4 106 31 2,415 639 8,438 17,769 34,376 18,105 FABRICANTS D'INSTRUMENTS ARATOIRES 
15 3,607 1,089 80,028 14,042 206,553 362,585 703,548 348,899 FAB DE MACHINES & EQUIPEMENT DIVERS 

1 284 112 6,477 975 13,081 33,243 57,058 24,283 FAB. EQUIP. COMM. DE REFRIGERATION 

= 1,109 361 23,035 2,863 38,308 102,731 166,713 71,005 MACHINES POUR BUREAU ET COMMERCE 
20 5,106 1,593 111,956 18,519 266,380 516,328 961,695 462,292 TOTAL 

FABRICATION EQUIPEMENT DE TRANSPORT 

2 3,441 1,219 87,927 12,673 209,425 280,069 553,061 414,560 FAB. D AERONEFS ET DE PIECES 

x x x x x x x x x FAB. DE VEHICULES AUTOMOBILES 

8 559 126 11,418 3,222 41,363 99,026 166,988 64,014 CARROSSERIES DE CAMIONS & REMORQUES 

7 135 48 3,138 1,064 14,087 27,742 48,953 22,089 FAB. DE CARROSSERIES DE CAMIONS 

1 145 43 3,388 1,442 172321 49,719 82,565 28,162 REMORQUES A USAGE NON COMMERCIAL 

- 279 35 4,892 716 9,955 21,566 35,470 13,763 FAB. DE REMORQUES USAGE COMMERCIAL 

2 133 43 2,884 771 9,203 19,325 36,421 16,326 : FAB. DE PIECES ET ACCESS. D'AUTO 

x x x x x x x x x MATERIAL FERROVIAIRE ROULANT 

- 726 134 15123 5,179 90,855 89,897 165,096 80,892 CONSTRUCTION REPARATION, NAVIRES 

12 61 34 1,684 709 T7071 14,935 29,188 13,396 CONSTRUCTION, ETC. D'EMBARCATIONS 

x x x x x x x x x FABRICANTS DE VEHICULES DIVERS 

24 7,254 2,030 173,988 33,178 535,260 1,520,598 2,294,926 924,398 TOTAL 


85 


Code 


3241 


3243 


329 


86 


Code 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 


3781 


3783 


3791 
3799 


QUEBEC 


Table 27. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


ELECTRICAL PRODUCTS INDUSTRIES 
MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 
MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


NON-METALLIC MINERAL PRODUCTS INDS. 


CLAY PRODUCTS MANUFACTURERS 

CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 
ABRASIVES MANUFACTURERS 

LIME MANUFACTURERS 

MISC, NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 
MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF TOILET PREPARATIONS 

MFRS. OF INDUSTRIAL CHEMICALS 
MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


368 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


Man 
hours 
paid 


Heures- 
hommes 


payées 


‘000 


912 

x 
3,207 
x 
13,087 
5,412 
4,574 
7,444 
595 
6,849 


40,062 


5,014 
4,791 
223 
516 


5,530 


476 
3,106 
5,865 
2,189 
1,093 
3,134 
4,819 

x 
2,748 


x 
8,063 
421 
7,642 


28,744 


Wages 


Salaires 


4,827 
x 
16,097 
x 
93,510 
31,785 
36,623 
39,169 
3,418 
35,751 


253,127 


151,950 


48,741 
47,341 
1,400 
3,087 


51,828 


2,471 
23,732 
36,548 
12,937 

5,379 

x 
39,310 
x 
21,778 
x 
52,071 

212 

49,559 


LSE 7Z. 


Cost of 
fuel 
and 
elec- 
tricity 

Cout du 

combus- 

tible et 
de l'élec- 
tricité 


Cost of 
materials 
and 
supplies 
used 


Coût des 


matières et | 


fournitures 
utilisées 


$'000 


12,364 
x 
53,576 
x 
137,188 
110,378 
181,796 
92,661 
15,482 
77,178 


699,567 


8,242 
3,975 
4,268 
18,204 
6,811 
50,984 
241,771 
10,141 
19,071 
93,167 
32,875 
x 

x 
16,027 
2,997. 
89,518 
x 

x 


318,824 


2,549,939 
2,523,892 
26,046 
19,078 


2,569,016 


24,943 
215,224 
1721/9512 

72,641 

20,709 

61,588 
237,899 

x 

60,451 

x 
146,649 

10,326 

136,324 


951,165 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


24,476 
x 
97,003 
x 
410,268 
205,878 
290,199 
209,352 
28,940 
180,412 


1,444,006 


36,068 
18,416 
17,652 
110,558 
17,524 
126,873 
45,799 
32,838 
48,236 
169,612 
118,618 
x 

x 
35,337 
18,606 
201,424 
x 

x 


834,620 


2,907,572 
2,874,782 
32,790 
30,214 


2,937,785 


35,961 
335,684 
411,225 
139,277 

46,880 
191,240 
431,907 

x 
157,836 
x 
328,078 

19,368 

308,710 


1,920,252 


Value 
added 
Valeur 

ajoutée 


E9377 
x 
42,663 


x 
291,094 
96,443 
116,314 
117,336 
13,428 
103,908 


770,788 


443,356 


318,379 


328,692 


10,852 
109,368 
247,908 

67,985 

25,673 
131,988 
155,024 

x 

74,689 


x 
178,925 
9,174 
169,751 


927,724 
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Tableau 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 
Employees — Salariés Cost of 
materials, Value of 


Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Groupe et industrie 


Propriétaires Administration, bureau Salaries Cott des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number fournitures et] et autres 


— — des marchan- recettes 


Male Female Salaries Nombre Traitements | dises desti- 
— — = et nées à la 
Hommes Femmes Traitements salaires revente Code 
number - nombre $'000 $'000 
FABRICATION DE PRODUITS ELECTRIQUES 16 
3 Ua 76 2,664 640 7,491 12,439 24,509 11,894 FAB. PETITS APPAREILS ELECTRIQUES 331 
x x : x x x x x x x FABRICANTS DE GROS APPAREILS 332 
- SS, 191 8,053 2,077 24,149 58,132 102,130 43,234 FABRICANTS D'APPAREILS D'ECLAIRAGE 333 
x x x x x x x x x RADIO ET TELEVISEURS MENAGERS 334 
3} 2,934 966 73,957 10,178 167,467 192,700 522,485 347,800 FAB. D'EQUIP. DE TELECOMMUNICATION 335 
il 1,198 345 25213 4,188 56,999 121,594 217,441 96,791 FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 336 
1 794 188 19,610 3,154 56,233 186,955 295,900 116,855 FAB. DE FILS ET CABLES ELECTRIQUES 338 
1 769 373 18,928 4,804 58,097 119,038 246,259 127,866 FAB. DE PRODUITS ELECTRIQUES DIVERS 339 
- 95 82 PA ANI 416 5535 17,063 30,741 13,649 FABRICANTS, D'ACCUMULATEURS 3391 
1 674 341 16,810 4,388 52,561 101,975 215,518 114,217 PRODUITS ELECTRIQUES DIVERS NCA 3399 
9 6,998 2,335 165,809 28,689 418,936 818,641 1,635,931 843,638 TOTAL 
PRODUITS MINERAUX NON METALLIQUES 17 
4 136 56 3,028 1,014 12,675 8,727 36,526 24,712 FABRICANTS DE PRODUITS EN ARGILE 351 
4 73 21 1,586 456 5,925 4,195 18,655 11,986 PRODUITS EN ARGILE (DOMESTIQUE) 3511 
- 63 35 1,443 558 6,750 4,532 17,871 12727 FAB. PRODUITS EN ARGILE (IMPORTEE) Sole 
1 457 162 137555 1,257 25,602 26,317 118,421 62,931 FABRICANTS DE CIMENT 352 
22 73) 24 1,411 534 6,251 7173 17,972 10,306 FABRICANTS DE PRODUITS EN PIERRE 353 
35 409 159 9,733 2,653 38,739 60,002 137,897 74,511 FABRICANTS DE PRODUITS EN BETON 354 
10 161 92 4,470 1,063 157553 26,528 51,109 23,435 FABRICANTS DE TUYAUX EN BETON 3541 
- 91 19 2,104 566 9,559 10,234 32,884 21,967 FAB. ELEMENTS DE STRUCTURE EN BETON 3542 
25 157 48 3,159 1,024 13,626 23,240 53,905 29,110 FAB. DE PRODUITS EN BETON NCA 3549 
- 338 97 7,823 2,191 34,755 94,897 172,071 71,881 FABRICANTS DE BETON PREPARE 355 
11 304 97 7,107 2,482 38,662 47,777 132,956 77,831 FAB. VERRES ET ARTICLES EN VERRE 356 
x x x x x x x x FABRICANTS DE VERRES 3561 
x x x x x x x x x FABRICANTS D'ARTICLES EN VERRE 3562 
— 64 1174 1,460 513 7,756 16,068 35,337 12,297 FABRICANTS D'ABRASIFS 397 
- 43 14 916 239 3,646 3,037 18,606 10,664 FABRICANTS DE CHAUX 358 
923 303 20,046 3,161 48,942 174,582 298,426 112,057 PRODS. MINERAUX NON METALL. DIVERS 359 
x x x x x x x x x FABRICANTS DE PRODUITS REFRACTAIRES 3591 
x x x x x x x x x MINERAUX NON METALL. DIVERS NCA 3599 
73 2,747 929 65,078 14,044 217,029 438,580 968,211 457,191 TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 18 
- 1,413 234 37,647 3,926 86,388 2,693,437 3,058,261 325,570 RAFFINERIES DE PETROLE 365 
- 1,370 220 36,271 Se 83,613 2,665,913 3,023,616 318,631 RAFFINAGE DU PETROLE 3651 
- 43 14 1,375 154 2,776 27,525 34,645 6,939 HUILES ET GRAISSES LUBRIFIANTES 3652 
- 61 13 1,446 317 4,533 20,281 32,208 11,104 DERIVES DIVERS DU PETROLE & CHARBON 369 
- 1,474 247 39,093 4,243 90,921 2,713,719 3,090,469 336,674 TOTAL 
INDUSTRIE CHIMIQUE 19 
1 52 14 977 298 3,448 34,325 48,174 13,682 FABRICANTS D'ENGRAIS COMPOSES 372 
- 606 165 155373 2,135 39,104 247,542 366,659 108,026 MATIERES PLAST. ET RESINES SYNTHET. 373 
2 2,601 1,403 72,640 6,920 109,189 266,605 535,036 276,626 FAB. PHARMACEUTIQUES ET MEDICAMENTS 374 
- 943 368 19,467 2,373 32,405 126,574 213,494 88,268 FABRICANTS DE PEINTURES ET VERNIS 375 
5 309 76 6,096 912 11,474 27,635 54,601 26,469 FAB. SAVON ET PRODUITS DE NETTOYAGE 376 
2 820 1133 x 3,447 47,242 91,044 243,129 154,420 FABRICANTS DE PRODUITS DE TOILETTE 377 
- 2,299 1,009 74,937 5,540 114,247 437,587 651,512 174,941 FAB. DE PRODS CHIMIQUES INDUSTRIELS 378 
x x x x x x x x x FAB. DE PIGMENTS ET COLORANTS SECS. 3781 
- 1,145 469 35,977 2,889 57,755 89,570 176,730 64,464. PRODS. CHIMIQUES (INORGANIQUES) NCA 3782 
x x x x x x x x x PRODS. CHIMIQUES (ORGANIQUES), NCA 3783 
8 1,633 584 35,983 6,064 88,054 177,680 370,155 189,972 FAB. DE PRODUITS CHIMIQUES DIVERS 379 
- 121 36 2,452 360 4,964 21,394 32352 11,090 FABRICANTS D'ENCRES D'IMPRIMERIE 3791 
8 1,512 548 33,530 5,704 83,089 156,285 337,803 178,882 FAB. PRODUITS CHIMIQUES DIVERS NCA 3799 
18 9,263 4,752 256,390 27,689 445,162 1,408,993 2,482,760 1,032,404 TOTAL 
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Table 27. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 

== Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 


elec- supplies of own Value 

Major group and industry Man tricity used manufacture added 
hours = = — = 

Male Female paid Wages Coût du Cott des Valeur des Valeur 

— — — — combus- matières et livraisons ajoutée 


Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


Hommes Femmes 


number - nombre $'000 


20 MISCELLANEOUS MANUFACTURING INDS. 
391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 173 1,391 810 4,522 24,797 537 48,461 118,514 72,770 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. 27 489 433 1,909 11,350 364 25,231 70,178 46,915 
3912 CLOCK AND WATCH MANUFACTURERS 10 x x x x x x x x 
3913 ORTHO. AND SURGICAL APPLIANCE MFRS. 9 x x x x x x x x 
3914 OPHTHALMIC GOODS MANUFACTURERS 47 415 161 1,184 6,033 117 8,846 197975 11,106 
3915 DENTAL LABORATORIES 80 314 101 832 4,495 = 3,974 10,629 6,655 
392 JEWELLERY AND SILVERWARE INDUSTRY 134 926 570 3121 14,834 434 41,508 75,121 35,523 
393 SPORTING GOODS AND TOY INDUSTRIES 80 2,072 1,043 6,576 30,782 1,679 89,370 167,688 79,638 
3931 SPORTING GOODS MANUFACTURERS 63 1,516 716 4,720 22,100 1,190 63,007 111197 50,814 
3932 TOYS AND GAMES MANUFACTURERS 17 556 327 1,856 8,683 489 26,363 56,492 28,823 
397 SIGNS AND DISPLAYS INDUSTRY 87 855 122 2,068 10,153 518 14,629 35,973 20,505 
399 MISC. MANUFACTURING INDS. NES 192 3,841 1,845 11,808 56,288 4,650 118,310 253,680 133,608 
3991 BROOM, BRUSH AND MOP MANUFACTURERS 16 177 188 780 3,091 122 8,475 16,753 8,127 
3992 BUTTON, BUCKLE AND FASTENER MFRS. 19 342 525 1,840 8,676 655 16,174 36,512 19,760 
3993 FLOOR TILE, LINOLEUM ETC. MFRS. 8 1,011 64 23239 12,802 PONY) 44,019 83,586 38,140 
3994 SOUND RECORDING-MUSICAL INSTRUMENTS 15 380 170 1,174 5,987 595 8,383 24,215 16,348 
3996 PEN AND PENCIL MANUFACTURERS 4 x x x x x x x x 
3998 FUR DRESSING AND DYEING 12 606 149 1,512 SPAS = 6,067 12,605 6,538 
3999 OTHER MISC. MANUFACTURING INDS. 118 x x x x x x x x 
TOTAL 666 9,085 4,390 28,095 136,855 7,818 312,278 650,576 342,044 


TOTAL, ALL INDUSTRIES 9,701 285,321 101,420 800,572 4,816,659 896,798 18,763,459 33,272,837 13,995,539 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 
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Tableau 27. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 


materials, Value of 

Administrative, office and Total employees supplies shipments 
other non-manufacturing — and goods and other Value 
employees Total des salariés for resale revenue added 


Cott des 
matières, des 
fournitures et 
des marchan- 


Groupe et industrie 


Valeur 
ajoutée 


Valeur des 
livraisons 
et autres 

recettes 


Administration, bureau Salaries 
et autre personnel and 
hors fabrication Number wages 


Male Female Salaries Nombre |Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 
INDUSTRIES MANUFACTURIERES DIVERSES 
62 653 249 14,659 3,103 39,456 58,267 130,884 75,334 MATERIEL SCIENTIFIQUE PROFESSIONNEL 
1 . 549 mH akdS5 11,691 1,626 23,041 30,752 76,660 47,877 INSTRUMENTS ET PRODS. SIMILAIRES 
x x x x x x x x x FABRICANTS D'HORLOGES ET DE MONTRES 
x x x x x x x x x APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
- 73 73 2,134 722 8,167 12,858 25,590 12,770 FABRICANTS D'ARTICLES OPHTALMIQUES 
59 = = = 415 4,495 3,974 10,629 6,655 ATELIERS DE MECANICIEN-DENTISTE 
44 199 157 5,598 1,852 20,433 49,667 84,978 37,221 FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
14 439 210 10,122 3,764 40,905 97,222 176,905 81,003 FAB. ARTICLES DE SPORT ET DE JOUETS 
11 264 123 6,060 2,619 28,160 65,840 114,204 50,989 FABRICANTS D'ARTICLES DE SPORT 
3 175 87 4,062 1,145 12,745 31,382 62,701 30,014 FABRICANTS DE JEUX ET DE JOUETS 
31 217 103 5,434 1,297 15,587 15,586 45,952 29,926 FAB. D'ENSEIGNES ET D'ETALAGES 
50 988 539 24,649 7,213 80,937 146,894 305,346 156,690 INDS. MANUFACTURIERES DIVERSES NCA 
7 69 36 1,664 470 4,754 10,057 19,140 8,931 FAB. DE BALAIS, DE BROSSES, ETC. 
- 130 66 3,483 1,063 12,159 20,388 41,980 21,014 FAB. DE BOUTONS, DE BOUCLES, ETC. 
- 300 144 6,494 1,519 19,296 49,954 91,231 39,850 CARREAUX, DALLES, LINOLEUM ETC. 
2 129 85 4,538 764 10,525 17,326 48,729 31,920 ENREGISTAR DU SON, INSTR DE MUSIQUE 
x x x x x x x x x FAB. DE STYLOS ET DE CRAYONS 
7 - - = 7195 5715 6,067 12,605 6,538 APPRETAGE ET TEINTURE DE FOURRURE 
x x x x x x x x x AUTRES IND MANUFACTURIERES DIVERSES 
201 2,496 1,258 60,462 17,229 197,317 367,636 744,064 380,174 TOTAL 
2,010 99,629 37,159 2,377,518 523,529 7,194,178 22,452,131 37,599,163 14,633,193 TOTAL, TOUTES INDUSTRIES 


89 


Code 


90 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1089 
1091 
1092 


1093 
1094 
151 
153 
162 


165 
172 
174 
175 
1792 


1799 
181 
182 
1831 
1832 


184 
1851 
1852 
186 
1871 


1872 
188 

1891 
1892 
1893 


1894 
1899 
231 

2391 
2392 


2431 
2432 
2441 
2442 
245 


246 
248 
2491 
2492 
2499 


2511 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 
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TABLE 28. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 28. NOMBRE D’ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 


CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 


BREWERIES 

WINERIES 

LEAF TOBACCO PROCESSORS 
TOBACCO PRODUCTS MANUFACTURERS 
RUBBER PRODUCTS INDUSTRIES 


PLASTICS FABRICATING INDUSTRY NES 
LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

BOOT AND SHOE FINDINGS MFRS. 


MISC. LEATHER PRODUCTS MFRS. 

COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 

FIBRE AND FILAMENT YARN MFRS. 
THROWSTERS, SPUN YARN & CLOTH MILLS 


CORDAGE AND TWINE INDUSTRY 

FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 
COTTON AND JUTE BAGS MANUFACTURERS 


CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
THREAD MILLS 

NARROW FABRIC MILLS 

EMBROIDERY, PLEATING, HEMSTITCHING 


TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 
HOSIERY MILLS 

KNITTED FABRIC MANUFACTURERS 
OTHER KNITTING MILLS 


MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN'S CLOTHING FACTORIES 
WOMEN'S CLOTHING CONTRACTORS 
CHILDREN’S CLOTHING INDUSTRY 


FUR GOODS INDUSTRY 

FOUNDATION GARMENT INDUSTRY 
FABRIC GLOVE MANUFACTURERS 

HAT AND CAP INDUSTRY 
MISCELLANEOUS CLOTHING INDS. NES 


SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 

WOOD HANDLES AND TURNING INDUSTRY 


MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 


50 
14 


104 


Employment size group — Effectif par tranche de taille 


ore oon 


500 


999 


(SFT ot? TT 


1,000 
+ 


TOTAL 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 


FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 


BRASSERIES 

PRODUCTEURS DE VIN 

TRAITEMENT DU TABAC EN FEUILLES 
FABRICANTS DE PRODUITS DU TABAC 
IND. DES PRODUITS EN CAOUTCHOUC 


ARTICLES EN MATIERE PLASTIQUE NCA 
TANNERIES 

FABRIQUES DE CHAUSSURES 

FABRIQUES DE GANTS EN CUIR 
ACCESSOIRES POUR BOTTES, CHAUSSURES 


FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FILES DE FIBRES ET DE FILAMENTS 
MOULINAGES, FILATURES ET TISSAGES 


CORDERIE ET FICELLERIE-FABRICATION 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
FAB. DE SACS DE COTON ET DE JUTE 


FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 

BRODERIE, PLISSAGE, OURLETS A JOUR 


TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 

IND. DES BAS ET CHAUSSETTES 
FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 


IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 
FABRICANTS DE GANTS EN TISSU 

IND. DES CHAPEAUX ET CASQUETTES 
INDS. DIVERSES DU VETEMENT NCA 


USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 


FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1089 
1091 
1092 


1093 
1094 
151 
153 
162 


165 
172 
174 
175 
1792 


1799 
181 
182 
1831 
1832 


184 
1851 
1852 
186 
1871 


1872 
188 

1891 
1892 
1893 


1894 
1899 
231 

2391 
2392 


2431 
2432 
2441 
2442 
245 


246 
248 
2491 
2492 
2499 


2511 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 
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TABLE 28. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 28. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


Employment size group — Effectif par tranche de taille 


INDUSTRY 1 5 10 20 50 100 | 200 | 500 
4 9 19 49 99 199 | 499 | 999 
Code 
266 MISC. FURNITURE AND FIXTURE MFRS. 22 24 26 26 10 4 2 - 
268 ELECTRIC LAMP AND SHADE MFRS. 4 1 5 12 4 - - - 
271 PULP AND PAPER MILLS - - - 5 3 9 15 12 
272 ASPHALT ROOFING MANUFACTURERS - - 1 - - 2 1 - 
2731 | FOLDING CARTON AND SET-UP BOX MFRS. 1 4 2 6 9 2 3} - 
2732 | CORRUGATED BOX MANUFACTURERS 2 1 - 4 1 5 4 1 
2733 | PAPER AND PLASTIC BAG MANUFACTURERS 3 2 if 9 6 6 3 - 
274 MISCELLANEOUS PAPER CONVERTERS 12 7. 13 21 6 10 3 - 
286 COMMERCIAL PRINTING 224 157 112 85 28 16 11 il 
287 PLATEMAKING, TYPESETTING ETC. IND. 39 22 33 23 11 - - - 
288 PUBLISHING ONLY , 69 45 24 29 4 1 1 2 
289 PUBLISHING AND PRINTING 23 10 6 12 6 2 5 2 
291 IRON AND STEEL MILLS - - - - 3 4 8 2 
292 STEEL PIPE AND TUBE MILLS - - 1 2 2 1 - - 
294 IRON FOUNDRIES 6 2 3 7 4 5 - 
295 SMELTING AND REFINING - - - 1 - 1 1 3 
296 ALUMINUM ROLLING, CASTING ETC. il 8 3 2 5 4 - - 
297 COPPER & COPPER ALLOY ROLLING ETC. 1 - 2 - il - 1 
298 METAL ROLLING, CASTING ETC. NES 1 - s 2 2 - - 
301 BOILER AND PLATE WORKS - - 1 8 1 5 - 
302 FAB. STRUCTURAL METAL INDUSTRY 2 5 9 8 8 5 5 - 
3031 | METAL DOOR AND WINDOW MANUFACTURERS 4 11 11 19 10 3 1 - 
3039 | ORNAMENT & ARCHITECTURAL METAL NES 73 42 272 007 6 2 - 1 
3041 | METAL COATING INDUSTRY 6 7 15 8 5 1 - - 
3042 | METAL STAMPING AND PRESSING IND. 24 21 26 40 19 10 3 1 
3051 | FASTENER MANUFACTURERS - - - 3 2 - - 2 
3059 | WIRE AND WIRE PRODUCTS MFRS, NES 7 13 13 15 6 7 4 - 
306 HARDWARE, TOOL AND CUTLERY MFRS. 31 23 41 21 8 2 6 
307 HEATING EQUIPMENT MANUFACTURERS 7 2 1 7 5 - 1 
308 MACHINE SHOPS 83 57 52 33 5 4 - - 
309 MISC. METAL FABRICATING INDS. 26 dl 17 24 14 5 2 2 
S11 AGRICULTURAL IMPLEMENT INDUSTRY 8 5 6 2 6 - - - 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 35) 24 42 52 19 18 6 5 
316 COMMERCIAL REFRIG. AIR COND. MFRS. 1 2 2 3 2 2 1 
318 OFFICE AND STORE MACHINERY MFRS. 5 1 1 4 3 - - - 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 8 2 7 6 6 2 1 2 
323 MOTOR VEHICLE MANUFACTURERS - - - - - 2 - il 
3241 | TRUCK BODY MANUFACTURERS 3 9 10 11 3 2 - - 
3242 | NON-COMMERCIAL TRAILER MFRS. 1 2 3 7 4 4 1 
3243 | COMMERCIAL TRAILER MANUFACTURERS 1 = - 4 2 1 - 
325 MOTOR VEHICLE PARTS & ACCESSORIES 8 1 8 5 3 1 - - 
326 RAILROAD ROLLING STOCK INDUSTRY 2 - - - - - 2 1 
327 SHIPBUILDING AND REPAIR - 1 1 3 1 - 1 - 
328 BOATBUILDING AND REPAIR 15 7 12 9 3 - - - 
329 MISCELLANEOUS VEHICLE MANUFACTURERS 1 1 1 3 1 - - - 
331 MFRS OF SMALL ELECTRICAL APPLIANCES 4 3 3 2 1 1 1 - 
332 MANUFACTURERS OF MAJOR APPLIANCES - 2 1 - - - 3 1 
333 MANUFACTURERS OF LIGHTING FIXTURES 2 2 2 7 9 4 1 1 
334 MFRS. OF HOUSEHOLD RADIO AND TV 2 2 - - 1 - 
335 COMMUNICATIONS EQUIPMENT MFRS. 14 11 14 11 9 3 2 2 
336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 3 6 12 13 7 6 4 1 
338 MFRS. OF ELECTRIC WIRE AND CABLE - 1 1 1 2 3 3 - 
3391 | BATTERY MANUFACTURERS - - 1 3 1 - - 
3399 | MFRS. MISC ELECTRICAL PRODUCTS NES 7 1 3 6 9 1 3 3 
3511 | CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 7 1 - 2 3 1 - - 
3512 | CLAY PRODUCTS MFRS (IMPORTED CLAYS) 1 - - 1 4 - il - 
352 CEMENT MANUFACTURERS 1 1 - - - 4 1 - 
353 STONE PRODUCTS MANUFACTURERS 25 12 10 8 1 - - - 
3541 | CONCRETE PIPE MANUFACTURERS 14 9 4 9 3 3 - - 
3542 | MFRS. STRUCTURAL CONCRETE PRODUCTS 2 1 1 4 2 2 - - 
3549 | CONCRETE PRODUCTS MFRS. NES 30 18 20 13 1 1 - - 
355 READY-MIX CONCRETE MANUFACTURERS 8 8 28 28 8 2 - - 
3561 | GLASS MANUFACTURERS - - - - - - 1 2 
3562 | GLASS PRODUCTS MANUFACTURERS 16 3 3 3 3 - - - 
357 ABRASIVES MANUFACTURERS - - - il 2 1 1 - 
358 LIME MANUFACTURERS - 1 - - 1 1 - - 
3591 | REFRACTORIES MANUFACTURERS - 1 1 - 1 - 2 - 
3599 | MISC NON-METALLIC MINERAL PRODS NES 2 2 4 4 1 5 3 - 
3651 | PETROLEUM REFINING - - - - 1 1 4 2 
3652 | MFRS. LUBRICATING OILS AND GREASES - - - 2 1 - - - 


1,000 


+ 


LEON TE NS OT] 


TOTAL 


INDUSTRIE 


IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 


FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 


EDITION SEULEMENT 

EDITION ET IMPRESSION 
SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 


FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 


ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 

PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 

EMBOUTISSAGE, MATRICAGE DES METAUX 


FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 


FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 


FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 
FAB. D'EQUIP. DE TELECOMMUNICATION 


FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 
PRODUITS EN ARGILE (DOMESTIQUE) 


FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 


FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS DE VERRES 
FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS D'ABRASIFS 


FABRICANTS DE CHAUX 

FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 


91 


Code 


266 
268 
271 
272 
2731 


2732 
2733 
274 
286 
287 


288 
289 
291 
292 
294 


295 
296 
297 
298 
301 


302 

3031 
3039 
3041 
3042 


3051 
3059 
306 
307 
308 


309 
311 
315 
316 
318 


321 
323 
3241 
3242 
3243 


325 
326 
327 
328 
329 


331 
332 
333 
334 
335 


336 
338 
3391 
3399 
Sor 


3512 
352 
353 
3541 
3542 


3549 
355 
3561 
3562 
357 


358 

3591 
3599 
3651 
3652 


92 


Code 


369 
372 
373 
374 
375 


376 
377 
3781 
3782 
3783 


9791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3993 
3994 


3996 
3998 
3999 


QUEBEC 


TABLE 28. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 28. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


MISC. PETROLEUM & COAL PRODS. INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 

MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF TOILET PREPARATIONS 

MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 


MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 


OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 


SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FLOOR TILE, LINOLEUM ETC. MFRS. 

SOUND RECORDING-MUSICAL INSTRUMENTS 


PEN AND PENCIL MANUFACTURERS 
FUR DRESSING AND DYEING 
OTHER MISC. MANUFACTURING INDS. 


1 5 10 20 50 100 
4 9 19 49 99 199 


Employment size group — Effectif par tranche de taille 


DANN WW 


Fe won 


A 


A 


a> eye gy ES 


OT OEM EE tees 


CC ne CO 


200 


499 


- ND N D : 


PL FO OT 


1,000 
+ TOTAL 


INDUSTRIE 


DERIVES DIVERS DU PETROLE & CHARBON 
FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 


FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 


FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 


FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 


FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 


FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


Code 


369 
372 
373 
374 
375 


376 
377 
3781 
3782 
3783 


3791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3993 
3994 


3996 
3998 
3999 


SUBSECTION H 


ONTARIO 


SOUS-SECTION H 


ONTARIO 
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TABLE 29. Selected Principal Statistics of tne Manufacturing Industries, Specified Years, 1957-19781 


TABLEAU 29. Certaines statistiques principales des industries manufacturiéres, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturiére 


Total activity — Activité totale 


ce pe ee | Cost ot Value tot | Total CEE | 
Establish- ON ESS Cost of materials | shipments of Working Totaldeswalaniee 
Year ments ille del fuel and and ee goods of own Value owners and Value 
a Daas Larmes dca electricity? used manufacture added partners : added 
Année | Etablisse- production et = = = = Salaries = 
| ments assimiles Cott du Coût des Valeur des Valeur Proprié- and Valeur 
| — i a combustible matières et livraisons ajoutée taires et Number3 wages? ajoutee 
Number Wages et de l’elec- | fournitures de produits associés Es = 
ub = tricité2 utilisées? de propre actifs Nombre3 i ee 
Nombre Salaires fabrication a ESS 
te al i | 
| number — nombre $000 number — nombre $ 000 
LISTE ES TAC 12,162 479,880 | 675,516 | 221,536 Sassy || Ops ilalfes 636,162) 2,410,286 
LIST Meee eee Monee te | 11,858 445,315 | 1,620,462 215,498 5,624,613 | 10,579,486 | 4,740,812 598,969 | 2,391,435 
Hl | 
Oh RTC Ses 11,727 457,714! 1,748,481 232,025 6,096,980 | 11,438,355 | 5,229,837 609,065} 2,544,676 
LOGOS peewee eicene pores os | 12,090 441,856 1,733,838 235,718 6,036,929 | 11-479 5275215229 9945307 2,957,597 
| | | | 
LIGUE APO ERY ee | 12,419 433,059 | 1,739,097 237,405 6,129,239 | 11,563,734 | 5,244,846 SAS 638,757; 2,859,652 5,993, 191 
1962S EN ere hea 125585 456,026; 1,908,474 249,459 6,944,729 | 12,919,454 | 5,815,088 6,044 662,533, 3,078,549 6,149,611 
| 
RISEN Se ote Ee | 12,489\  478,370| 2,080,555 260,511 7,745,076 | 14,262,208 | 6,369,483 5,726 690,470} 3,335,582 6,729,111 
| | 
LIGA LENS 12,781 509,758 | 2,320,944 283,965 8,627,975 | 15,842,949 7,066,985 5,665 728,936 | 3,666,810 7,489,116 
ICTS) Go) SR On rare 12,766 543,501 2,615,719 314,290 9,668,876 | 17,675,865 7,881,825 5,308 774,428 | 4,100,212 8,421,721 
| | | 
| | 
ÉTAT ROME | 12,986 578,559 | 2,912,675 339,748} 10,712,883 | 19,452,570 | 8,648,180 5,101 820,387 | 4,571,684 9,209,568 
| 
ICT or tele aes | 13,076 571,106 |: 3,030,681 352,475| 10,982,235 | 20,259,696 | 9,032,055 5,031 818,227, 4,822,183 9,732,956 
NOG Gee CE AT UE | 125932 $63,777) 352385023 372,847] 11,932,954 | 21,942,620 | 9,714,889 4,660 810,724 | 5,171,178 | 10,516,406 
NOG Sion ols edhe CE 12,971 574,694 | 3,549,819 387,241| 13,100,271 | 23,847,773 | 10,637,008 4,478 825,462} 5,660,929 | 11,523,267 
| 
IÉFOPSS MR PE | 12,736 562,858| 3,711,437 417,851} 13,226,000 | 24,009,636 | 10,524,756 4,183 806,638} 5,942,507 | 11,459,488 
ONE Sete ease ookaus 12,740 563,864} 4,020,624 455,775| 14,250,680 | 26,270,629 | 11,596,471 4,032 800,047 | 6,326,544 | 12,537,204 
NS PATS Oey Maes errr 12,589 583,932 | 4,507,383 491,741) 16,020,243 | 29,181,103 | 12,819,900 3,828 821,614} 6,989,621 | 14,000,176 
HIER burs oo cn Cth Gone 125397 616,935 | 5,186,725 554,598] 19,085,501 | 34,300,652 | 15,030,331 3,460 861,767 | 7,947,955 | 16,416,698 
DT ee ween cutee nario 12,662 632,850} 5,914,093 692,739} 23,577,721 | 41,404,361 | 18,128,835 2 T0 883,730! 9,074,122 | 19,920,508 
OT SP RENE 12,245 612,480| 6,313,568 7191,229| 25,560,860 | 44,389,494 | 18,323,965 DTT 849,905 | 9,669,006 | 20,091,051 
VOOM aekaty eee 11,880 617,479 | 7,270,230 1,066,588 | 28,818,531} 49,851,277 | 20,410,677 22257 853,812,10,986,121 | 22,143,858 
LOTT ne RE te ote 11,414 605,796 | 7,899,419 1,310,664 | 32,268,628 | 55,585,503 | 22,534,543 1,926 843,378)| 11,982,076 | 24,251,228 
LOTS armen suai Meee 13,079 633,499 | 8,830,705 1,536,347 | 38,110,181 | 65,111,869 | 25,910,549 2,438 880,806 | 13,369,952 | 27,787,323 


iain 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Dae for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957 - 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — À compter de 1970, le coût du combustible 
et de l'électricité des petits établissements est inclus dans le coût des matières et fournitures. 
3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’‘Activité manufacturière” et 


l‘‘Activité totale”), les données sur le “Total des salariés”? 


briques. 


is 


et le total des “Traitements et salaires” ne sont donc pas comparables a celle qui figuraient précédemment aux mémes ru- 


TABLE 30. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 30. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Industry 
Code - 
Industrie 
323 MOTOR VEHICLE MANUFACTURERS 
FAB. DE VEHICULES AUTOMOBILES 
325 MOTOR VEHICLE PARTS & ACCESSORIES 
_ FAB. DE PIECES ET ACCESS. D'AUTO 
291 IRON AND STEEL MILLS 
SIDERURGIE 
3651 |PETROLEUM REFINING 
RAFFINAGE DU PETROLE 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 
FAB DE MACHINES & EQUIPEMENT DIVERS 
1011 |SLAUGHTERING AND MEAT PROCESSORS 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
271 PULP AND PAPER MILLS 
¢ USINES DE PATES ET PAPIERS 
3042 |METAL STAMPING AND PRESSING IND. 
EMBOUTISSAGE, MATRICAGE DES METAUX 
1089 |MISCELLANEOUS FOOD PROCESSORS NES 
PRODUITS ALIMENTAIRES DIVERS NCA 
104 DAIRY PRODUCTS INDUSTRY 
INDUSTRIE LAITIERE 
3783 |INDUSTRIAL CHEMICALS (ORGANIC) NES 
À PRODS. CHIMIQUES (ORGANIQUES), NCA 
162 RUBBER PRODUCTS INDUSTRIES 
IND. DES PRODUITS EN CAOUTCHOUC 
335 COMMUNICATIONS EQUIPMENT MFRS. 
FAB. D'EQUIP. DE TELECOMMUNICATION 
165 PLASTICS FABRICATING INDUSTRY NES 
ARTICLES EN MATIERE PLASTIQUE NCA 
286 |COMMERCIAL PRINTING 
IMPRIMERIE COMMERCIALE 
309 MISC. METAL FABRICATING INDS. 
FAB. PRODUITS METALLIQUES DIVERS 
336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
1031 |FRUIT & VEG. CANNERS & PRESERVERS 
CONSERVERIES DE FRUITS & DE LEGUMES 
289 PUBLISHING AND PRINTING 
EDITION ET IMPRESSION 
376 MFRS OF SOAP AND CLEANING COMPOUNDS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
3799 |MISCELLANEOUS CHEMICAL INDS. NES 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
274 |MISCELLANEOUS PAPER CONVERTERS 
TRANSFORMATIONS DIVERSES DU PAPIER 
311 AGRICULTURAL IMPLEMENT INDUSTRY 
FABRICANTS D'INSTRUMENTS ARATOIRES 
3059 |WIRE AND WIRE PRODUCTS MFRS, NES 
FIL METALLIQUE ET SES PRODUCTS,NCA 
3782 jINDUSTRIAL CHEM. (INORGANIC) NES 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
3911 JINSTRUMENT & RELATED PRODUCTS MFRS. 
INSTRUMENTS ET PRODS. SIMILAIRES 
106 FEED INDUSTRY 
FABRICATION D'ALIMENTS POUR ANIMAUX 
306 HARDWARE, TOOL AND CUTLERY MFRS. 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
332 MANUFACTURERS OF MAJOR APPLIANCES 
FABRICANTS DE GROS APPAREILS 
374 |MFRS. PHARMACEUTICALS AND MEDICINES 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 
FAB. D AERONEFS ET DE PIECES 
392 |JEWELLERY AND SILVERWARE INDUSTRY 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
2619 |HOUSEHOLD FURNITURE MFRS. NES 
IND. DES MEUBLES DE MAISON NCA 
188 |AUTOMOBILE FABRIC ACCESSORIES IND. 
ACCESSOIRES EN TISSU POUR L'AUTO 
338 MFRS. OF ELECTRIC WIRE AND CABLE 
FAB. DE FILS ET CABLES ELECTRIQUES 
1081 |CONFECTIONERY MANUFACTURERS 
FABRICANTS DE CONFISERIE 
2513 |SAWMILLS AND PLANING MILLS 
SCIERIES ET ATELIERS DE RABOTAGE 
301 BOILER AND PLATE WORKS 


IND. DES CHAUDIERES ET DES PLAQUES 


ONTARIO 


number — nombre 


11 


204 


20 


11 


588 


173 


325 


174 


123 


203 


516 


22 


80 


43 


147 


308 


19 


19 


44 


225 


45 


Travailleurs de la 
production et 
assimilés 


Number 


Nombre 


. 31,083 


45,918 
34,895 
2,829 
26,081 
9,481 
17,797 
14,098 
7,190 
4,832 
4,617 
12,654 
15,274 
16,390 
16,979 
13,776 
12,838 
6,111 
6,771 
2,990 
4,221 
7,413 
7,200 
7,503 
2,673 
6,226 
2,126 
10,461 
5,443 
4,054 
7,523 
3,480 
10,369 
5,835 
3,580 
4,076 
5752 


3,298 


Production and 
related workers 


Wages 


Salaires 


578,856 


789,151 


618,698 


64,917 


356,669 


143,895 


320,307 


195,864 


93,507 


64,305 


87,014 


172,042 


193,881 


176,715 


231,979 


172,763 


165,594 


68,523 


97,874 


46,835 


55,479 


92,665 


126,142 


99,824 


53,449 


77,266 


27,812 


146,133 


71,489 


48,800 


112,451 


37,231 


109,082 


85,212 


51,652 


44,979 


74,846 


65,026 


Cost of 
materials 
and supplies 
used 


Cott des 
matiéres et 
fournitures 

utilisées 


$'000 


7,124,667 


2,441,526 


2,028,706 


2,833,044 


1122/7715 


1,551,391 


828,876 


824,109 


742,219 


873,961 


600,524 


469,408 


338,096 


516,768 


399,619 


462,912 


365,715 


397,100 


164,425 


299,660 


320,685 


324,880 


333,909 


328,199 


170,800 


241,333 


402,052 


175,249 


256,132 


160,174 


204,006 


335,910 


209,020 


221,669 


303,702 


206,545 


187,757 


215,561 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 


desquelles des données peuvent être publiées. 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


8,750,578 
4,617,798 
3,937,295 
3,279,551 
2,250,139 
1,918,225 
1,780,254 
1,352,081 
1,245,337 
1,144,748 
1,058,019 
997,629 
986,057 
985,177 
975,094 
927,663 
832,053 
651,780 
636,381 
589,094 
587,880 
587,020 
568,353 
567,776 
542,415 
536,221 
527,058 
521,238 
490,590 
479,822 
451,384 
439,634 
437,312 
423,726 
414,712 
398,664 
396,083 


393,949 


95 


Value 
added 


Valeur 
ajoutée 


1,660,571 
2,104,593 
1,653,558 
406,387 
1,115,673 
372,530 
742,297 
534,682 
486,192 
261,603 
344,709 
491,892 
643,563 
456,935 
580,913 
456,614 
470,570 
256,578 
467,508 
306,766 
262,354 
256,570 
236,838 
232,983 
258,584 
304,660 
119,980 
352,390 
225,971 
326,650 
320,584 
113,472 
223,591 
197,723 
124,864 
193,789 
197,297 


175,889 


96 


Code 


02 
151 
153 


03 
162 
165 


ONTARIO 


Table 31. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 


MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. PROCESSING INDS. 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 

BAKERIES 

MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 

SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


TOTAL 


TOBACCO PRODUCTS INDUSTRIES 


LEAF TOBACCO PROCESSORS 
TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

LUGGAGE, HANDBAG ETC. MANUFACTURERS 
BOOT AND SHOE FINDINGS MFRS. 

MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 

MAN-MADE FIBRE, YARN & CLOTH MILLS 
FIBRE AND FILAMENT YARN MFRS. 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 

FELT AND FIBRE PROCESSING MILLS 

FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
MISCELLANEOUS TEXTILE INDUSTRIES 
THREAD MILLS 

NARROW FABRIC MILLS 

EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


an 


10 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


8,843 
7,753 


Man 
hours 
paid 


Heures- 
hommes 
payees 


115,413 


Wages 


Salaires 


172,448 
143,895 
28,552 


x 
75,443 
68,524 

6,920 
64,306 
33,570 
27,812 

106,542 
28,222 
78,319 


x 
44,980 
x 

3,859 
93,508 
100,145 
26,288 
22,335 
46,966 
4,556 


734,456 


32,457 


172,043 
176,715 


348,758 


18,333 
64,558 
1,900 
17,549 
3,505 
14,044 


102,339 


8,297 
85,213 
x 


x 
2,995 
3,994 
6,409 

33,349 


287,619 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


17,009 
13,694 
3,316 


x 
9,976 
9,061 


118,248 


1,115 
2,380 


38,724 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


1,771,520 
1,551,391 
220,129 


x 
438,287 
397,101 

41,186 
873,962 
225,589 
402,052 
236,047 

72,049 
163,998 


x 
206,545 


x 
206,894 
742,219 
386,737 
165,700 
103,811 

88,618 
28,608 


5,605,336 


x 
x 


383,831 


469,409 
516,768 


986,177 


90,122 
123,821 
3,056 
37,523 
6,842 
30,682 


254,522 


830,693 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


2,216,219 
1,918,225 
297,994 
x 
710,895 
651,781 
59,114 
.144,748 
362,010 
527,059 
502,610 
146,888 
255,723 


= 


x 
398,665 


x 

231,357 
1,245,338 
1,065,878 
306,370 
346,180 
356,794 
56,534 


8,556,531 


x 
x 


557,109 


997,630 
985,178 


1,982,807 


134,305 
245,404 
6,544 
77,038 
15,370 
61,668 


463,290 


24,098 
203,881 


1,602,257 


Value 
added 
Valeur 

ajoutée 


444,054 
372,531 
71,523 
x 
273,483 


x 
193,789 


x 

18,718 
486,193 
656,593 
134,826 
230,241 
261,944 
29,582 


2,875,618 


x 
x 


189,306 


491,893 
456,935 


948,828 


44,906 
124,243 
3,529 
39,209 
8,387 
30,822 


211,887 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


Male 


Hommes 


employees 
hors fabrication 


Female 


Femmes 


number - nombre 


2,704 


ONTARIO 


Tableau 31. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


499,426 


24,244 


97,732 
61,023 


158,755 


Total employees 


Number 


Nombre 


85,096 


3393; 


18,594 
19,872 


38,466 


12,757 


30,414 


Total des salariés 


Salaries 
and 


Traitements 
et 
salaires 


x 
73,524 
x 

5,922 
173,141 
219,711 
81,974 
49,774 
78,559 
9,405 


1,233,882 


56,701 


269,775 
237,/38 


507,513 


130,957 


x 
16,770 
120,735 


387,681 


Cost of 

materials, 
supplies 
and goods 
for resale 


Coût des 
matiéres, des 
fournitures et 
des marchan- 

dises desti- 

nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
1,883,325 2,338,296 
1,643,991 2,020,084 
239,334 318,213 
x x 
532,808 822,596 
482,103 753,784 
50,705 68,812 
1,004,109 1,296,798 
253,231 398,749 
467,956 604,132 
381,243 695,947 
162,796 267,449 
218,448 428,498 
x x 
222,433 421,579 
x x 
219,215 245,766 
852,462 1,373,013 
502,853 1,220,992 
264,638 433,257 
105,621 350,513 
103,498 380,315 
29,094 56,907 
6,440,400 9,576,915 
x x 
x x 
396,527 573,500 
708 9 Hemel 2950155 
576,610 1,059,292 
1,284,801 2,354,447 
90,606 134,650 
159,568 292,893 
5,098 9,058 
44,674 87,229 
6,939 15,448 
37,739 71,781 
299,946 523,830 
x x 
22,956 57,084 
350,843 634,434 
x x 
x x 
6,943 13813 
22,604 43,799 
11,042 21,539 
11,562 22,260 
x x 
28,295 48,011 
4,351 5,579 
23,945 42,432 
224,707 425,307 
x x 
x x 
5,770 13,394 
4,339 13,528 
13,720 27,146 
113,336 214,577 
936,787 1,727,962 


Value 
added 


Valeur 
ajoutée 


454,326 
381,789 
72,539, 
x 
290,663 
273,580 
17,083 
283,506 
141,553 
131,150 
302,644 
99,503 
203,141 
x 
200,815 


3,060,937 


x 


x 


193,002 


550,635 
471,208 


1,021,843 


44,767 
135,985 
4,002 
42,250 
8,368 
33,882 


227,003 


x 
32,616 
256,327 
x 


x 
6,290 


196,266 
x 

Xx 

7,445 
9,256 
12,334 
100,196 


746,397 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 


IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIF ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 

BOULANGERIES 

INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 

PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 

FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 


TRAITEMENT DU TABAC EN FEUILLES 
FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 


TANNERIES 

FABRIQUES DE CHAUSSURES 

FABRIQUES DE GANTS EN CUIR 

FAB. DE VALISES, SACS A MAIN ETC. 
ACCESSOIRES POUR BOTTES, CHAUSSURES 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 


FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
FILES DE FIBRES ET DE FILAMENTS 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
FEUTRE ET TRAITEMENT DES FIBRES 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
INDUSTRIES TEXTILES DIVERSES 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 

BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


97 


Code 


ONTARIO 


Table 31. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
= Cost of 
Travailleurs de la production et assimiles fuel 


98 
Major group and industry 

Code 
06 KNITTING MILLS 
231 HOSIERY MILLS 26 
239 KNITTING MILLS-EXCEPT HOSIERY MILLS 57 
2391 KNITTED FABRIC MANUFACTURERS 13 
2392 OTHER KNITTING MILLS 44 

TOTAL 83 


07 CLOTHING INDUSTRIES 


243 MEN'S CLOTHING FACTORIES 197 
2431 MEN'S CLOTHING FACTORIES 124 
2432 MEN'S CLOTHING CONTRACTORS 13 
244 WOMEN'S CLOTHING INDUSTRIES 152 
2441 WOMEN'S CLOTHING FACTORIES 133 
2442 WOMEN'S CLOTHING CONTRACTORS 19 
245 CHILDREN’S CLOTHING INDUSTRY 22 
246 FUR GOODS INDUSTRY 72 
248 FOUNDATION GARMENT INDUSTRY 8 
249 MISCELLANEOUS CLOTHING INDUSTRIES 40 
2491 FABRIC GLOVE MANUFACTURERS 4 
2492 HAT AND CAP INDUSTRY 18 
2499 MISCELLANEOUS CLOTHING INDS. NES 18 

TOTAL 431 


08 WOOD INDUSTRIES 


251 SAWMILLS, PLANING AND SHINGLE MILLS 225 
2513 SAWMILLS AND PLANING MILLS 225 
252 VENEER AND PLYWOOD MILLS 22 
254 SASH, DOOR & OTHER MILLWORK PLANTS 303 
2541 SASH, DOOR AND OTHER MILLWORK NES 167 
2543 PRE-FABRICATED BLDGS (WOOD FRAME) 21 
2544 MFRS. OF WOODEN KITCHEN CABINETS TS 
256 WOODEN BOX FACTORIES 77 
258 COFFIN AND CASKET INDUSTRY 6 
259 MISCELLANEOUS WOOD INDUSTRIES 74 
2591 WOOD PRESERVATION INDUSTRY 7 
2592 WOOD HANDLES AND TURNING INDUSTRY 9 
2593 MANUFACTURERS OF PARTICLE BOARD 9 
2599 MISCELLANEOUS WOOD INDUSTRIES NES 49 

TOTAL 707 


09 FURNITURE AND FIXTURES INDUSTRIES 


261 HOUSEHOLD FURNITURE MANUFACTURERS 556 
2611 FURNITURE RE-UPHOLSTERY & REPAIR 248 
2619 HOUSEHOLD FURNITURE MFRS. NES 308 
264 OFFICE FURNITURE MANUFACTURERS 46 
266 MISC. FURNITURE AND FIXTURE MFRS. 173 
268 ELECTRIC LAMP AND SHADE MFRS. 27 

TOTAL 802 


10 PAPER AND ALLIED INDUSTRIES 


271 PULP AND PAPER MILLS 37 
272 ASPHALT ROOFING MANUFACTURERS 5 
273 PAPER BOX AND BAG MANUFACTURERS 153 
2731 FOLDING CARTON AND SET-UP BOX MFRS. 60 
2732 CORRUGATED BOX MANUFACTURERS 55 
2733 PAPER AND PLASTIC BAG MANUFACTURERS 38 
274 MISCELLANEOUS PAPER CONVERTERS 124 

TOTAL 319 


11 PRINTING, PUBLISHING & ALLIED INDS. 


286 COMMERCIAL PRINTING 969 
287 PLATEMAKING, TYPESETTING ETC. IND. 193 
288 PUBLISHING ONLY 270 
289 PUBLISHING AND PRINTING 229 

TOTAL 1,661 


number - 


Male 


Hommes 


Female 


Femmes 


nombre 
365 1,178 
out 3,159 
x x 
x x 
1,736 4,337 
2,228 9,172 
2,148 8,823 
80 349 
x x 
1,194 4,930 
x x 
x x 
250 145 
x x 
305 897 
48 136 
144 340 
113 421 
4,237 17,304 
5,662 90 
5,662 90 
1,308 Tp 
5,013 773 
3,079 559 
416 12 
1,518 202 
1,590 288 
146 24 
2,358 304 
605 27 
208 28 
960 65 
585 184 
16,077 2,191 
8,113 3,068 
671 141 
7,442 2,927 
2,234 215 
3,618 934 
202 318 
14,167 4,535 
17,485 312 
303 5 
7,150 2,153 
2,361 967 
3,749 515 
1,040 671 
5,023 2,390 
29,961 4,858 
11,800 5,179 
2,191 858 
5,314 1,457 
19,305 7,494 


Man 


hours 
paid 


Heures- 
hommes 
payées 


22,794 
21,891 
903 

x 
12,058 
x 


x 

732 

x 
2,426 
380 
942 
1,105 


42,978 


Wages 


Salaires 


95,494 
91,658 
3,836 
x 
54,337 
x 


x 
4,503 


x 
10,250 
1,502 
4,146 
4,602 


184,239 


74,847 
74,847 
22,912 
63,741 
38,961 
4,531 
20,248 
20,006 
1,764 
33,078 
8,119 
1951 
16,349 
6,660 


216,348 


116,006 
6,924 
109,082 
28,989 
52,602 
3,986 


201,584 


320,308 


541,132 


231,980 
46,324 


97,875 


376,179 


and 
elec- 


tricity 


Coût du 
combus- 
tible et 
de l'élec- 
tricité 


210,538 
1,073 
8,969 
1,887 
5179 
1,903 
8,249 


228,829 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


23,360 
81,209 
x 
x 


104,569 


197,724 
197,211 
513 

x 
110,835 
x 

x 
19,266 


x 
16,375 
2,489 
4,011 
9,875 


376,572 


187,757 
187,757 


541,657 


218,992 
9,972 
209,020 
64,235 
117,654 
9,617 


410,499 


828,876 

31,166 
431,365 
122,680 
215,248 

93,437 
324,880 


1,616,288 


399,619 

32,872 
122,037 
164,425 


718,953 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


52,234 
161,019 
x 

x 


213,252 


396,928 
391,490 
5,438 

x 
218,039 
x 

x 
31,285 


x 
38,031 
6,123 
12,109 
19,799 


754,687 


396,084 
396,084 
88,946 
328,704 
211,900 
36,758 


1,077,961 


457,313 
20,000 
437,312 
148,768 
242,047 
19,696 


867,824 


1,780,255 
53,478 
724,944 
222,598 
350,932 
151,414 
587,020 


3,145,697 


975,095 
132,283 
304,929 
636,382 


2,048,689 


Value 
added 
Valeur 

ajoutée 


107,197 


203,014 
198,149 
4,865 


x 
108,273 


383,360 


197,297 
197,297 
47,169 
146,668 
91,776 
10,851 
44,042 
44,437 
3,518 
72,010 
15,214 
4,500 
38,781 
13,514 


511,099 


233,620 
10,028 
223,592 
83,120 
124,918 
10,068 


451,727 


742,298 

19,372 
289,214 
101,377 
131,489 

56,348 
256,570 


1,307,455 


580,914 

98,738 
183,554 
467,508 


1,330,713 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


number - nombre 


ONTARIO 


Tableau 31. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 
hors fabrication 


Male 


Hommes 


110 
384 


494 


12,778 


Female 


Femmes 


Salaries 


Traitements 


27,895 
27,558 
338 

x 
13,046 
x 


x 
1,353 
x 
3,090 
392 
829 
1,869 


92,351 


206,261 


121,001 
17,441 
81,156 

139,880 


359,477 


Employees — Salariés 


Total employees 


Total des salariés 


Number 


Nombre 


13,017 
12,564 
453 

x 
6,851 
x 


x 

486 

x 
1,426 
205 
558 
663 


24,669 


Salaries 
and 
wages 


Traitements 


et 
salaires 


17,122 
49,812 


66,934 


123,389 
119,216 
4,174 

x 
67,383 
x 


x 
5,855 


x 
13,340 
1,894 
4,975 
6,471 


236,590 


95,015 
95/015 
28,108 
87,361 
51,985 
8,229 
27,147 
26,311 
2,544 
39,921 
9,068 
2,414 
20,079 
8,360 


279,260 


142,516 
6,924 
135,593 
43,459 
71,484 
5,274 


262,732 


419,289 
5,526 
174,464 
57,752 
84,476 
32,236 
148,113 


747,393 


352,980 
63,765 
81,156 

237,755 


735,657 


Cost of 
materials, 
supplies 


and goods 


for resale 


Cout des 


matières, des 
fournitures et 
des marchan- 
dises desti- 


nées a la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
24,913 53,860 
82,622 162,192 
x x 
x x 
107,535 216,052 
238,104 441,774 
237,582 436,335 
522 5,439 
x x 
126,191 240,347 
x x 
x x 
19,499 31,570 
x x 
21,686 44,959 
2,676 6,311 
6,084 15,002 
12,926 23,646 
455,249 860,307 
193,644 402,346 
193,644 402,346 
42,976 92,181 
198,075 352,607 
133,141 230,632 
27,674 40,026 
37,260 81,949 
56,001 100,917 
2,716 6,081 
83,015 162,821 
25,934 41,605 
2,776 7,365 
40,040 85,220 
14,264 28,630 
576,426 1,116,952 
227,791 465,014 
9,972 20,000 
217,818 445,014 
70,212 156,036 
136,845 266,738 
9,751 19,747 
444,598 907,535 
851,566 1,805,570 
33,081 55,495 
450,594 745,704 
126,545 227,137 
220,875 355,643 
103,174 162,924 
360,129 628,377 
1,695,369 3,235,145 
440,977 1,034,524 
35,799 136,593 
145,804 350,930 
175,720 645,940 
798,300 2,167,987 


Value 
added 


Valeur 
ajoutée 


207,480 
202,623 
4,857 


x 
115,224 
x 


x 
11,705 
x 
23,745 
3,994 
8,747 
11,004 


410,302 


197,672 


232,523 
10,028 
222,495 
84,411 
130,419 
9,985 


457,338 


744,923 

19,476 
290,744 
102,051 
130,572 

58,121 
262,678 


1,317,821 


598,985 
100,121 
205,787 
465,772 


1,370,665 


Groupe et industrie 


BONNETERIE 

IND. DES BAS ET CHAUSSETTES 
BONNETERIE (SAUF BAS, CHAUSSETTES) 
FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

IND. DES CORSETS ET SOUTIENS-GORGE 
INDS. DIVERSES DE L'HABILLEMENT 
FABRICANTS DE GANTS EN TISSU 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


99 


Code 


06 
231 
239 
2391 
2392 


2431 


2441 


100 


Code 


12 

291 
292 
294 
295 
296 
297 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 
329 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 


ONTARIO 


Table 31. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


PRIMARY METAL INDUSTRIES 
IRON AND STEEL MILLS 
STEEL PIPE AND TUBE MILLS 
IRON FOUNDRIES 
SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
COPPER & COPPER ALLOY ROLLING ETC. 
METAL ROLLING, CASTING ETC. NES 


TOTAL 


METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS 
FAB. STRUCTURAL METAL INDUSTRY 
ORNAMENTAL & ARCHITECTURAL METAL 


METAL DOOR AND WINDOW MANUFACTURERS 


ORNAMENT & ARCHITECTURAL METAL NES 
METAL STAMPING, PRESSING & COATING 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
WIRE AND WIRE PRODUCTS MFRS. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 


TOTAL 


MACHINERY INDUSTRIES 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


MISCELLANEOUS VEHICLE MANUFACTURERS 


TOTAL 


ELECTRICAL PRODUCTS INDUSTRIES 
MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 
MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


34,194 
2,413 
6,032 
4,357 
SAMY) 


55,019 


30,288 


Man 
hours 
paid 
Heures- 
hommes 
payées 


113,709 


7,058 
8,642 
12,336 
5,484 
6,852 
36,613 
6,707 
29,906 
19,421 
3,840 
15,581 
22,376 
4,429 
8,585 
28,841 


148,301 


15,314 
54,543 
3,704 
7,228 


80,790 


15,709 
70,033 
8,234 
3,185 
2,162 
2,888 
100,458 
6,434 
3,411 
1,928 
114 


206,321 


5,961 
11,065 
2,472 
3,211 
31,808 
26,715 
7,571 
14,552 
2:55 
11,995 


103,354 


— 


Wages 


Salaires 


618,699 
Se) 
92,497 
73,354 
45,216 

x 
x 


942,281 


55,519 
172,763 


965,917 


126,142 
356,669 
24,314 
49,547 


556,672 


112,451 
578,856 
92272 
19,309 
12,171 
20,892 
789,152 
50,989 
24,791 
10,617 
523 


,619,751 


33,829 
71,489 
12,231 
15,846 
193,882 
165,594 
51,652 
81,814 
16,010 
65,805 


626,338 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


210,760 
5,294 
14,137 
61,690 
8,305 

x 

x 


313,015 


2,688 
3,169 
4,112 
17275 
2,337 
197355 
6,213 
13,142 
11,677 
2,946 
8,731 
5,616 
1,503 
1,649 
15,543 


65,313 


8,336 
17,072 
1,132 
2,693 


29,233 


4,534 
37,367 
2,203 
759 
525 
Se) 
60,673 
3,388 
928 
439 

38 


109,569 


2,575 
5,747 

579 

498 
6,362 
8,774 
5,879 
5,207 
1,684 
3,523 


35,620 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


2,028,706 
2119732 
148,246 

59,838 
291,487 
x 

x 


3,154,290 


215,561 
142,991 
233,790 
90,368 
143,422 
897,330 
73,220 
824,109 
397,297 
69,097 
328,200 
175,249 
80,134 
54,095 
462,912 


2,659,359 


333,909 
1,122,716 
90,885 
267,886 


1,815,396 


204,007 
7,124,668 
193,356 
50,156 
59,805 
83,395 
2,441,526 
186,537 
PERTH 
25,829 
1,701 


10,200,395 


130,915 
256,133 

44,974 

76,584 
338,096 
365,715 
303,702 
188,409 

48,724 
139,685 


1,704,528 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


3,937,296 
325,625 
347,981 
322,359 
381,785 

x 
x 


5,903,759 


393,950 
274,754 
438,094 
168,323 
269,771 
520,423 
168,342 
352,082 
712,922 
145,145 
567,777 
521,238 
162,009 
164,218 
927,663 


~ 


+ 


DLS; 271 


568,353 
2,250,140 
159,636 
389,304 


3,367,434 


451,385 
8,750,579 
314,869 
91,030 
90,800 
133,039 
4,617,798 
302,008 
93,206 
43,846 
3,670 


14,577,361 


232,141 
490,590 

78,705 
156,475 
986,058 
832,053 
414,712 
396,146 

97,756 
298,391 


3,586,882 


Value 
added 
Valeur 
ajoutée 


1,653,559 
110,335 
185,639 
200,831 

87,354 
x 
x 


2,405,316 


175,889 
143,013 
200,941 

76,451 
124,490 
623,019 

88,337 
534,682 
307,706 

74,722 
232,984 
352,390 

80,604 
109,340 
456,615 


2,449,518 


236,839 
1,115,673 
68,677 
119,910 


1,541,099 


320,584 
1,660,572 
120,382 
39,935 
317735 
48,712 
2,104,594 
119,410 
73,726 
18,712 
1,801 


4,419,781 


101,821 
229,97. 

34,627 

76,471 
643,563 
470,571 
124,864 
210,977 

51,434 
159,543 


1,888,866 


Working 
owners and 
partners 


Propriétaires 


et associés 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
- 6,851 12532 
- 437 126 
3 776 209 
- 2,205 422 
5 713 242 
x x x 
x x x 
12 11,830 2,847 
3 1,668 420 
5 891 278 
53 1,493 548 
3 596 285 
50 897 263 
44 3,149 1,280 
13 280 169 
31 2,869 IP 
5 1,763 658 
- 427 182 
5 1,336 476 
71 1,874 848 
1 739 345 
80 433 223 
16 2,696 1,077 
278 14,706 5,677 
10 1,837 534 
38 8,821 3,178 
2 735 256 
- 1,795 634 
50 13,188 4,602 
4 2,869 851 
- 8,815 1,941 
11 792 281 
5 185 81 
5 190 67 
1 417 133 
5 6,961 1,984 
- 1,146 264. 
- 281 72 
13 85 59 
- 7 5 
EE} 20,956 5,457 
1 873 573 
- 2,048 703 
2 275 142 
1 427 118 
8 6,323 2,302 
1 5,710 1,993 
- 15112 244 
- 2,283 970 
- 512 219 
- 1,771 751 
13 19,051 7,045 


ONTARIO 


Tableau 31. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


$'000 


190,969 


318,909 


38,839 
216995 
36,607 
14,454 
2258 
85,808 

8,962 
76,846 
43,353 

9,979 
33,374 
48,106 
17,692 
12,184 
64,788 


369,373 


43,643 
201,994 
16,474 
42,356 


304,467 


70,521 
248,860 
18,868 
4,728 
4,764 
9,376 
193,977 
27,451 
6,361 
1,737 
228 


568,002 


24,370 
46,640 
72329 
10,090 
154,262 
142,423 
24,185 
52,510 
11,636 
40,873 


461,809 


Total employees 


Number 


Nombre 


120,483 


4,390 
8,194 
17595 
2,090 
23,899 
20,541 
4,936 
10,129 
1,932 
8,197 


75,774 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


809,668 
51,922 
112,738 
129,908 
64,245 
x 

x 


1,261,190 


103,866 
89,457 
110,917 
45,141 
65,775 
318,164 
45,454 
272,710 
169,044 
35,845 
133,199 
194,239 
44,353 
67,698 
237,992 


i 


,335,290 


169,785 
558,663 
40,788 
91,903 


861,139 


182,972 
827,716 
71,240 
24,037 
16,935 
30,267 
983,128 
78,440 
SIMS? 
12,354 
751 


2,187,753 


58,200 
118,129 
19,560 
25,936 
348,143 
308,017 
75,837 
134,324 
27,646 
106,678 


1,088,147 


Cost of 
materials, 
supplies 
and goods 
for resale 


Cott des 
matières, des 
fournitures et 
des marchan- 

dises desti- 

nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 
recettes 


$'000 
2,053,759 3,955,394 
224,773 340,621 
156,850 357,979 
61,205 328,575 
300,872 390,990 
x x 
x x 
3,240,181 5,994,605 
225,042 404,642 
176,890 311,678 
256,308 468,763 
98,556 180,438 
157,752 288,325 
961,156 1,595,246 
75,124 1749115 
886,032 1,424,131 
421,699 741,270 
78,435 156,088 
343,264 585,182 
225,592 590,560 
191935 213,385 
57,562 169,078 
537,250 1,014,215 
2,981,434 5,508,837 
386,604 647,675 
1,428,844 2,682,931 
117705 196,335 
371,490 567,045 
2,304,654  4,093,987 
212,973 472,183 
13,400,778 15,483,387 
230,235 362,970 
58,868 103,430 
60,681 91,182 
110,686 168,358 
2,540,794 4,758,041 
344,767 484,798 
25,109 94,069 
26,881 44,795 
1733 3,679 
16,783,272 21,703,921 
209,594 398,455 
319,633 578,971 
50,381 85,463 
171,078 259,980 
435,485 1,107,864 
517,741 1,034,623 
307,517 418,032 
389,490 640,915 
86,567 152,849 
302,923 488,066 
2,400,919 4,524,303 


Value 
added 
Valeur 
ajoutée 


1,646,604 
112,289 
187,033 
205,680 

87,174 
x 
x 


2,410,272 


177,100 
146,037 
209,091 

80,377 
128,715 
634,016 

89,207 
544,809 
311,652 

76,326 
235,325 
371,369 

92,180 
110,734 
468,829 


2,521,009 


263,466 
1,242,335 
78,546 
194,047 


1,778,394 


332,416 
2,117,269 
131,604 
43,622 
31,242 
56,740 
2,145,569 
143,971 
72,250 
18,609 
1,777 


4,963,465 


189,456 
250,852 

35,978 

85,481 
667,981 
521,114 
124,369 
254,665 

68,685 
185,980 


2,129,896 


Groupe et industrie 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 


TOTAL 


| FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


101 


Code 


12 

291 
292 
294 
295 
296 
297 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 
329 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 


102 


Code 


17 
So 
Son 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
357 
358 
359 
3591 
3599 


ONTARIO 


Table 31. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
— Cost of Cost of 
Travailleurs de la production et assimilés fuel materials 
and and 
elec- supplies 


Major group and industry Man tricity used 
hours — — 
Male Female paid Wages Coût du Coût des 
— _ — — combus- matières et 
Hommes Femmes Heures- Salaires tible et fournitures 
hommes de l'élec- utilisées 
payées tricité 


number - nombre ‘000 $'000 
NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 82 1,793 178 4,289 25,961 11170 26,541 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 65 1,185 76 2,798 16,435 9,308 12,671 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 17 608 102 1,491 9,526 1,861 13,870 
CEMENT MANUFACTURERS 7 966 - 2,028 18,372 41,147 26,968 
STONE PRODUCTS MANUFACTURERS 37 168 15 381 2149 92 Sh A/S) 
CONCRETE PRODUCTS MANUFACTURERS 197 3,199 41 6,988 46,578 TNT 78,870 
CONCRETE PIPE MANUFACTURERS 13 518 if 1,131 7,491 813 17,938 
MFRS. STRUCTURAL CONCRETE PRODUCTS 12 581 8 1225 8,749 646 9,973 
CONCRETE PRODUCTS MFRS. NES 172 2,100 26 4,632 30,338 6,314 50,959 
READY-MIX CONCRETE MANUFACTURERS 128 2,159 26 4,856 39,837 6,143 152,396 
GLASS AND GLASS PRODUCTS MFRS. 48 4,570 1,179 12,238 88,037 25,554 150,186 
GLASS MANUFACTURERS 6 x x x x x x 
GLASS PRODUCTS MANUFACTURERS 42 x x x x x x 
ABRASIVES MANUFACTURERS 18 1,423 175 3,393 22,884 14,245 66,033 
LIME MANUFACTURERS 6 284 - 575 4,379 12,542 3,716 
MISC. NON-METALLIC MINERAL PRODUCTS ey 3,048 225 6,858 48,675 22,061 124,175 
REFRACTORIES MANUFACTURERS 12 341 1 707 5227 5,974 31,641 
MISC NON-METALLIC MINERAL PRODS NES 39 2,707 224 6,151 43,448 16,087 92,533 
TOTAL 574 17,610 1,839 41,607 296,841 140,727 632,660 
PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 22 2,992 64 6,741 68,191 48,897 2,894,212 
PETROLEUM REFINING 11 2,768 61 6,285 64,917 48,052 2,833,045 
MFRS. LUBRICATING OILS AND GREASES 11 224 3 456 3,273 845 61,167 
MISC. PETROLEUM & COAL PRODS. INDS. 15 72 1 155 1,098 872 9,292 
TOTAL S74 3,064 65 6,896 69,288 49,769 2,903,504 
CHEMICAL & CHEMICAL PRODUCTS INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 48 398 27 916 5,161 557 58,123 
MFRS OF PLASTICS & SYNTHETIC RESINS 31 1,412 16 3,018 24,022 14,921 287,179 
MFRS. PHARMACEUTICALS AND MEDICINES 80 2,074 1,980 8,232 48,800 4,643 160,175 
PAINT AND VARNISH MANUFACTURERS 78 1,903 218 4,503 27,747 3,100 180,660 
MFRS OF SOAP AND CLEANING COMPOUNDS 54 2,246 744 6,255 46,836 6,792 299,660 
MFRS. OF TOILET PREPARATIONS 45 655 1,399 4,437 20,643 1,224 58,201 
MFRS. OF INDUSTRIAL CHEMICALS 62 7,671 31 16,804 146,980 244,719 812,632 
MFRS. OF PIGMENTS AND DRY COLOURS 12 407 5 847 6,517 3,187 41,307 
INDUSTRIAL CHEM. (INORGANIC) NES 31 2,661 12 5,818 53,449 113,983 170,801 
INDUSTRIAL CHEMICALS (ORGANIC) NES 19 4,603 14 10,139 87,014 127,549 600,525 
MISCELLANEOUS CHEMICAL INDUSTRIES 195 4,006 933 10,417 64,930 8,759 359,234 
MANUFACTURERS OF PRINTING INKS 24 709 9 1,516 9,451 790 38,549 
MISCELLANEOUS CHEMICAL INDS. NES 171 3,297 924 8,901 55,479 7,969 320,685 
TOTAL 593 20,365 5,348 54,582 385,121 284,714 2,215,864 
MISCELLANEOUS MANUFACTURING INDS. 
SCIENTIFIC & PROFESSIONAL EQUIPMENT 327 5,307 4,468 19,421 110,455 5,412 326,443 
INSTRUMENT & RELATED PRODUCTS MFRS. 123 3,461 2,765 12,830 77,267 4,861 241,333 
CLOCK AND WATCH MANUFACTURERS 10 198 604 1,655 8,268 282 50,238 
ORTHO. AND SURGICAL APPLIANCE MFRS. 20. 188 110 609 2,970 76 4,844 
OPHTHALMIC GOODS MANUFACTURERS 41 539 425 1,927 8,998 193 19,237 
DENTAL LABORATORIES 133 921 564 2,399 12,953 - 10,791 
JEWELLERY AND SILVERWARE INDUSTRY 147 1,986 1,494 UPA 37232 1,364 335,910 
SPORTING GOODS AND TOY INDUSTRIES 116 1,828 2,526 9,075 42,546 2,689 113,083 
SPORTING GOODS MANUFACTURERS 80 1,233 1,287 5,242 26,722 1,439 61,918 
TOYS AND GAMES MANUFACTURERS 36 595 1,239 3,832 15,824 1,250 51,164 
SIGNS AND DISPLAYS INDUSTRY 195 2,105 405 5,190 27,443 1,386 35,607 
MISC. MANUFACTURING INDS. NES 284 4,360 3,139 14,856 73,572 5,548 184,045 
BROOM, BRUSH AND MOP MANUFACTURERS 20 373 437 1,592 7,074 À 359 17,747 
BUTTON, BUCKLE AND FASTENER MFRS. 8 x x x x x x 
FLOOR TILE, LINOLEUM ETC. MFRS. 7 995 40 2,157 12,921 2,097 62,211 
SOUND RECORDING-MUSICAL INSTRUMENTS 24 635 623 2,613 13,583 1,263 29,982 
PEN AND PENCIL MANUFACTURERS 10 126 343 973 4,094 254 15,104 
FUR DRESSING AND DYEING 2 x x x x x x 
OTHER MISC. MANUFACTURING INDS. 213 1,906 1,435 6,352 30,310 1,348 53,282 
TOTAL 1,069 15,586 12,032 55,752 291,248 16,399 995,089 


TOTAL, ALL INDUSTRIES 13,079 485,368 148,131 1,322,642 8,830,705 1,536,347 38,110,181 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


104,761 
64,818 
39,943 

175,284 

8,851 

193,851 
35,792 
28,021 

130,077 

243,547 

447,460 

x 
x 

135,967 
39,912 

297,244 
58,591 

238,653 


1,646,876 


3,363,527 
3,279,551 
83,976 
14,484 


3,378,011 


77,955 
382,722 
479,823 
341,801 
589,095 
173,704 

1,673,649 

73,214 

542,416 
1,058,020 
658,337 

70,457 

587,880 


4,377,086 


703,530 
536,221 
88,045 
10,825 
40,771 
27,667 
439,634 
235,582 
119,014 
116,568 
94,410 
415,928 
35,010 


x 
104,416 
93,894 
33,059 
x 
130,405 


1,889,083 


Value 
added 
Valeur 
ajoutée 


67,580 
43,153 
24,427 
104,215 
4,946 
105,631 
17,212 
14,489 
73,930 
85,205 
265,528 
x 

x 

56,461 
237725 
156,397 
22,130 
134,266 


869,689 


429,467 
406,387 
23,080 
4,276 


433,743 


19,460 
95? 
326,651 
166,899 
306,766 
116,228 
633,052 
29,758 
258,584 
344,710 
294,745 
32,390 
262,355 


1,958,913 


384,061 
304,660 
36,430 
6,341 
19,755 
16,875 
113,473 
117,738 
53,548 
64,190 
57,486 
226,890 
17,307 


x 
40,374 
61,524 
19,918 

x 
74,590 


899,648 


65,111,869 25,910,549 


Working 
owners and 
partners 


Propriétaires 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


ONTARIO 


Tableau 31. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 


et associés et autre personnel 
actifs hors fabrication 
Male Female Salaries 

Hommes Femmes Traitements 

number - nombre $'000 
35 383 150 8,338 
34 225 66 5,042 
1 158 84 3,296 
- 278 80 6,489 
10 20 9 446 
40 647 210 15,284 
- 111 39 2,698 
= 89 18 2,149 
40 447 153 10,437 
7 494 166 11,960 
9 17523 538 37,991 
x x x x 
x x x x 
- 410 157 10,160 
- 49 10 Al 
4 1,592 505 37,632 
2 229 73 5,158 
2 1,363 432 32,474 
105 5,196 1,825 129,471 
2 5,095 2,800 184,250 
- 4,939 2,747 180,723 
2 156 53 3,527 
= 16 10 475 
2 Lapel ha 2,810 184,725 
- 131 52 3,147 
- 987 314 26,332 
3 2,431 1,347 68,098 
8 1,399 479 29,146 
5 2,084 813 52,808 
- 721 670 21,934 
- 5,574 1,123 1535712 
= 151 73 4,541 
= PL MIE 517 61,721 
- 32251 533 87,449 
7 2,452 1,027 61,583 
- 353 173 9,745 
7 2,099 854 51,838 
18 15,779 5,825 416,760 
75 4,116 1,994 114,778 
5 3,400 1,495 96,721 
- 228 152 6,038 
6 40 31 953 
2 448 316 11,066 
62 - = = 
30 507 529 20,371 
14 875 571 25,416 
10 486 267 12,814 
4 389 304 12,602 
50 525 286 13,400 
61 17382 1,052 43,714 
2 169 116 4,321 
x x x x 
- 510 182 12,156 
2 282 238 8,107 
- 135 90 4,186 
x x x x 
57 548 363 12,826 
230 7,755 4,432 217,680 
2,438 174,790 72,517 4,539,247 


Total employees 


Total des salariés 


Salaries 
and 
wages 


Number 


Nombre 
et 
salaires 


7610 126,027 


x x 

x x 
2,165 33,044 
343 5,550 


5,370 86,307 
644 10,384 
4,726 75,922 


26,470 426,312 


10,951 252,441 
10,515 245,640 
436 6,801 
99 1,573 


11,050 254,013 


608 8,307 
25729 50,354 
7,832 116,899 
3,999 56,894 
5,887 99,644 
3,445 42,577 

14,399 300,692 

636 11,058 
5,362 115,171 
8,401 174,464 
8,418 126,514 
1,244 19197 
7,174 107,317 


47,317 801,881 


15,885 225,233 
119121 173,988 
1,182 14,306 
369 3,923 
1,728 20,063 
1,485 12953 
4,516 57,603 
5,800 67,962 
3,273 39,536 
2,527 28,426 
3,321 40,844 
10,283 117,286 
1,095 11,396 
x x 
1,727 25,077 
1,778 21,690 
694 8,281 

x x 
4,252 43,136 


39,805 508,928 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matiéres, des 
fournitures et 
des marchan- 


dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
31,815 110,859 
15,191 67,589 
16,624 43,270 
31,855 180,993 
3,965 8,905 
94,362 212,249 
18,546 36,398 
11,441 29,027 
64,375 146,324 
156,681 249,568 
186,104 482,993 
x x 
x x 
75,967 147,775 
6,653 43,110 
185,303 370,145 
40,770 70,565 
144,533 299,580 
772,705 1,806,597 
3,172,174 3,637,411 
3,106,916 3,548,609 
65,258 88,802 
10,262 16,648 
3,182,435 3,654,059 
88,124 120,511 
325,496 423,613 
218,631 564,001 
201,880 371,448 
361,803 668,609 
78,613 209,251 
1,037,668 1,991,243 
45,358 77,857 
201,025 644,944 
791,285 1,268,442 
498,658 839,470 
60,714 97,959 
437,944 741,510 
2,810,874 5,188,145 
478,745 926,874 
352,612 697,750 
58,373 101,805 
6,205 12,843 
50,764 86,809 
10,791 27,667 
346,741 458,562 
183,424 340,434 
99,290 173,856 
84,134 166,577 
40,678 122,210 
231,829 489,126 
22,369 43,245 
x x 
70,016 118,407 
39,861 105,111 
25,099 51,136 
x x 
67,974 150,992 
1,281,416 2,337,205 


Value 
added 


Valeur 
ajoutée 


68,404 
43,405 
24,999 
105,037 
4,809 
108,537 
17,250 
14,527 
76,760 
86,940 
265,144 
x 

x 
58,335 
23,986 
168,170 
24,976 
143,194 


889,364 


425,388 
401,574 
23,815 
5,471 


430,859 


32,015 
97,687 
292,372 
175,325 
324,137 
131,363 
725,609 
30,349 
330,888 
364,372 
336,453 
37,727 
298,726 


2,174,962 


455,103 
354,910 
42,054 
6,997 
34,266 
16,875 
121,569 
152,249 
71,020 
81,230 
80,216 
252,305 
20,921 
x 

46,561 
62,862 
27,999 
x 
80,485 


1,061,443 


880,806 13,369,952 49,193,830 78,072,292 27,787,323 


Groupe et industrie 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS D'ABRASIFS 

FABRICANTS DE CHAUX 

PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 

RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 


TOTAL 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FABRICANTS D'ENCRES D'IMPRIMERIE 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


INDUSTRIES MANUFACTURIERES DIVERSES 


MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. ARTICLES DE SPORT ET DE JOUETS 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

INDS. MANUFACTURIERES DIVERSES NCA 
FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 
FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 


103 


Code 


17 
351 
3511 
S512 
SoZ 
353 
354 
3541 
3542 
3549 
S25) 
356 
3561 
3562 
297 
358 
359 
3591 
3599 


18 
365 
3651 
3652 
369 


19 
372 
373 
374 
375 
376 
377 
378 
3781 
3782 
3783 
379 
3791 
3799 


20 
Sor 
3911 
3912 
3913 
3914 
3915 
392 
393 
3931 
3932 
397 
399 
3991 
3992 
3993 
3994 
3996 
3998 
3999 


104 ONTARIO 


TABLE 32. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 32. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


Employment size group — Effectif par tranche de taille 


INDUSTRY 1 5 10 20 50 100 200 500 | 1,000 INDUSTRIE 
- - - - - - ~ - + TOTAL 
4 9 19 49 99 199 499 999 
Code Code 
1011 | SLAUGHTERING AND MEAT PROCESSORS 80 22 (7 23 9 13 5 2 2 173 | ABATTAGE, CONDITIONNEMENT DE VIANDE 1011 
1012 | POULTRY PROCESSORS Es 1 3 8 9 5 4 - 33 | CONDITIONNEMENT DE LA VOLAILLE 1012 
102 FISH PRODUCTS INDUSTRY 5 2 4 3 1 - 1 - - 16 | IND. DE TRANSFORMATION DU POISSON 102 
1031 | FRUIT & VEG. CANNERS & PRESERVERS 15 15 19 16 13 13 6 2 1 100 | CONSERVERIES DE FRUITS & DE LEGUMES 1031 
1032 | FROZEN FRUIT & VEGETABLE PROCESSORS 2 - 1 4 1 2 1 - - 11 | FRUITS ET LEGUMES CONGELES 1032 
104 DAIRY PRODUCTS INDUSTRY 18 23 39 45 29 14 5 1 - 174 | INDUSTRIE LAITIERE 104 
105 FLOUR & BREAKFAST CEREAL PRODS. IND 2 4 1 8 1 2 5 1 - 24 | MEUNERIE, FAB. DE CEREALES DE TABLE 105 
106 FEED INDUSTRY 76 50 37 28 8 3 1 - - 203 | FABRICATION D'ALIMENTS POUR ANIMAUX 106 
1071 | BISCUITS MANUFACTURERS - 1 1 3 4 1 3 2 - 15 | FABRICANTS DE BISCUITS 1071 
1072 | BAKERIES 208 100 56 40 15 14 10 - 443 | BOULANGERIES 1072 
1081 | CONFECTIONERY MANUFACTURERS 10 is 7 6 5 5 4 2 2 44 | FABRICANTS DE CONFISERIE 1081 
1082 | CANE AND BEET SUGAR PROCESSORS - - il - - il 1 - - 3 | SUCRE DE CANNE ET DE BETTERAVES 1082 
1083 | VEGETABLE OIL MILLS - - - - 2 1 - - - 3 | MOULINS A HUILE VEGETALE 1083 
1089 | MISCELLANEOUS FOOD PROCESSORS NES 25 12 13 Ze 21 11 12 2 - 118 | PRODUITS ALIMENTAIRES DIVERS NCA 1089 
1091 | SOFT DRINK MANUFACTURERS i 10 15 20 12 6 4 1 - 75 | FABRICANTS DE BOISSONS GAZEUSES 1091 
1092 | DISTILLERIES 1 - - 5 1 1 4 - 1 13 | DISTILLERIES 1092 
1093 | BREWERIES - - 2 3 - 1 2 3 - 11 | BRASSERIES 1093 
1094 | WINERIES 1 1 - 2 1 3 - - - 8 | PRODUCTEURS DE VIN 1094 
151 LEAF TOBACCO PROCESSORS - - - - - 3 2 - - 5 | TRAITEMENT DU TABAC EN FEUILLES 151 
153 TOBACCO PRODUCTS MANUFACTURERS 1 - 1 - - - 2 - 5 | FABRICANTS DE PRODUITS DU TABAC 153 
162 RUBBER PRODUCTS INDUSTRIES 7 6 8 16 10 5 7 8 5 72 | IND. DES PRODUITS EN CAOUTCHOUC 162 
165 PLASTICS FABRICATING INDUSTRY NES 68 53 74 107 68 35 18 - - 423 | ARTICLES EN MATIERE PLASTIQUE NCA 165 
172 LEATHER TANNERIES - 1 1 4 2 5 2 - - 15 | TANNERIES 172 
174 SHOE FACTORIES 5 4 5 10 19 17 6 3 - 69 | FABRIQUES DE CHAUSSURES 174 
175 LEATHER GLOVE FACTORIES 1 2 2 1 1 - - - 7 | FABRIQUES DE GANTS EN CUIR 1975 
1792 | BOOT AND SHOE FINDINGS MFRS. 1 il 1 9 2 - - - - 14 | ACCESSOIRES POUR BOTTES, CHAUSSURES 1792 
1799 | MISC. LEATHER PRODUCTS MFRS. 15 11 10 15 1 4 2 - - 58 | FAB. D'ARTICLES DIVERS EN CUIR 1799 
181 COTTON YARN AND CLOTH MILLS 1 - - - 1 - 3 - - 5 | FILATURE ET TISSAGE DU COTON 181 
182 WOOL YARN AND CLOTH MILLS 1 < - 4 - 2 3 - - 10 | FILATURE ET TISSAGE DE LA LAINE 182 
1831 | FIBRE AND FILAMENT YARN MFRS. - - - - 1 2 2 72 1 8 | FILES DE FIBRES ET DE FILAMENTS 1831 
1832 | THROWSTERS, SPUN YARN & CLOTH MILLS 2 - 2 9 6 8 6 - - 33 | MOULINAGES, FILATURES ET TISSAGES 1832 
184 CORDAGE AND TWINE INDUSTRY ; - - 2 2 1 1 - - - 6 | CORDERIE ET FICELLERIE-FABRICATION 184 
1851 | FIBRE PROCESSING MILLS - 2 3 4 2 2 - - - 13 | USINES DE TRAITEMENT DE FIBRES 1851 
1852 | PRESSED AND PUNCHED FELT MILLS 1 - 4 3 2 - 1 - - 11 | FABRIQUES DE FEUTRE PRESSE ET AERE 1852 
186 CARPET, MAT AND RUG INDUSTRY 1 - - 4 1 1 5 1 - 13 | IND. DES TAPIS, DES CARPETTES, ETC. 186 
1871 | COTTON AND JUTE BAGS MANUFACTURERS - 1 1 a - - - - - 5 | FAB. DE SACS DE COTON ET DE JUTE 1871 
1872 | CANVAS PRODUCTS MANUFACTURERS 17 23 21 10 2 2 - - - 75 | FAB. D'ARTICLES EN GROSSE TOILE 1872 
188 AUTOMOBILE FABRIC ACCESSORIES IND. 2 1 1 a 1 3 2 4 2 19 | ACCESSOIRES EN TISSU POUR L'AUTO 188 
1891 | THREAD MILLS 1 1 - - - 1 - - 3 | FABRIQUES DE FIL 1891 
1892 | NARROW FABRIC MILLS - 1 3 2 2 1 - - - 9 | RUBANERIE (FABRICATION) 1892 
1893 | EMBROIDERY, PLEATING, HEMSTITCHING 14 2) 3 6 - 2 - - - 27 | BRODERIE, PLISSAGE, OURLETS A JOUR 1893 
1894 | TEXTILE DYEING AND FINISHING PLANTS 4 8 6 8 1 2 - - - 29 | TEINTURE ET FINISSAGE DE TEXTILE 1894 
1899 | MISCELLANEOUS TEXTILE INDS NES 34 22 21 23 5 9 4 1 - 119 | INDS. TEXTILES DIVERSES NCA 1899 
231 HOSIERY MILLS 72 2 2 9 6 3 2 - - 26 | IND. DES BAS ET CHAUSSETTES 231 
2391 | KNITTED FABRIC MANUFACTURERS 1 - - 4 3 3 1 1 - 13 | FAB. DE TISSU A MAILLES 2391 
2392 | OTHER KNITTING MILLS 7 - 44 | AUTRES FABRICANTS DE TRICOT 2392 
2431 | MEN'S CLOTHING FACTORIES 13 124 | CONFECTION DE VETEMENTS POUR HOMMES 2431 
2432 | MEN'S CLOTHING CONTRACTORS 1 13 | CONFECTION FORFAIT VETEMENTS HOMMES 2432 
2441 | WOMEN'S CLOTHING FACTORIES 16 133 | CONFECTION DE VETEMENTS POUR DAMES 2441 
2442 | WOMEN'S CLOTHING CONTRACTORS 3 19 | CONFECTION FORFAIT VETEMENTS DAMES 2442 
245 CHILDREN'S CLOTHING INDUSTRY 4 22 | IND. DES VETEMENTS POUR ENFANTS 245 
246 FUR GOODS INDUSTRY 40 72 | IND. DES ARTICLES EN FOURRURE 246 
248 FOUNDATION GARMENT INDUSTRY - 8 | IND. DES CORSETS ET SOUTIENS-GORGE 248 
2491 | FABRIC GLOVE MANUFACTURERS - 4 | FABRICANTS DE GANTS EN TISSU 2491 
2492 | HAT AND CAP INDUSTRY 4 18 | IND. DES CHAPEAUX ET CASQUETTES 2492 
2499 | MISCELLANEOUS CLOTHING INDS. NES 2 - 18 | INDS. DIVERSES DU VETEMENT NCA 2499 
2513 | SAWMILLS AND PLANING MILLS 84 5 225 | SCIERIES ET ATELIERS DE RABOTAGE 2513 
252 VENEER AND PLYWOOD MILLS - 2 22 | FABRIQUES PLACAGES, CONTRE-PLAQUES 252 
2541 | SASH, DOOR AND OTHER MILLWORK NES 36 3 167 | PORTES, CHASSIS, BOIS OUVRES NCA 2541 
2543 | PRE-FABRICATED BLDGS (WOOD FRAME) 4 1 21 | PREFAB BATIMENTS-CHARPENTES EN BOIS 2543 
2544 | MFRS. OF WOODEN KITCHEN CABINETS 35 115°] FAB. D'ARMOIRES DE CUISINE EN BOIS 2544 
256 WOODEN BOX FACTORIES 23 77 | FABRIQUES DE BOITES EN BOIS 256 
258 COFFIN AND CASKET INDUSTRY - 6 | INDUSTRIE DES CERCUEILS 258 
2591 | WOOD PRESERVATION INDUSTRY - 7 | TRAITEMENT PROTECTEUR DU BOIS 2591 
2592 | WOOD HANDLES AND TURNING INDUSTRY 1 9 | MANCHES EN BOIS, TOURNAGE SUR BOIS 2592 
2593 | MANUFACTURERS OF PARTICLE BOARD - 1 8 9 | FABRICANTS DE PANNEAUX AGGLOMERES 2593 
2599 | MISCELLANEOUS WOOD INDUSTRIES NES 18 6 2 49 | INDUSTRIES DIVERSES DU BOIS NCA 2599 
2611 | FURNITURE RE-UPHOLSTERY & REPAIR 182 4 - 248 | REMBOURRAGE, REPARATION DE MEUBLES 2611 
2619 | HOUSEHOLD FURNITURE MFRS. NES 90 38 44 82 27 13 13 1 - 308 | IND. DES MEUBLES DE MAISON NCA 2619 
264 OFFICE FURNITURE MANUFACTURERS 2 8 7 10 7 9 4 - = 46 | INDUSTRIE DES MEUBLES DE BUREAU 264 


Code 


266 
268 
271 
272 
2731 


2732 
2733 
274 
286 
287 


288 
289 
291 
292 
294 


295 
296 
297 
298 
301 


302 

3031 
3039 
3041 
3042 


3051 
3059 
306 
307 
308 


309 
311 
315 
316 
318 


321 
323 
3241 
3242 
3243 


325 
326 
327 
328 
329 


SSL 
332 
333 
334 
335 


336 
338 
3391 
3399 
3511 


3512 
352 
353 
3541 
3542 


3549 
355 
3561 
3562 
357 


358 

3591 
3599 
3651 
3652 


ONTARIO 


TABLE 32. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 32. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


MISC. FURNITURE AND FIXTURE MFRS. 
ELECTRIC LAMP AND SHADE MFRS. 

PULP AND PAPER MILLS 

ASPHALT ROOFING MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 


CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 


PUBLISHING ‘ONLY 
PUBLISHING AND PRINTING 
IRON AND STEEL MILLS 
STEEL PIPE AND TUBE MILLS 
IRON FOUNDRIES 


SMELTING AND REFINING 

ALUMINUM ROLLING, CASTING ETC. 
COPPER & COPPER ALLOY ROLLING ETC. 
METAL ROLLING, CASTING ETC. NES 
BOILER AND PLATE WORKS 


FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 


FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 


MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 


MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 

BOATBUILDING AND REPAIR 
MISCELLANEOUS VEHICLE MANUFACTURERS 


MFRS OF SMALL ELECTRICAL APPLIANCES 


‘MANUFACTURERS OF MAJOR APPLIANCES 


MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 
COMMUNICATIONS EQUIPMENT MFRS. 


MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 


CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 


CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 
ABRASIVES MANUFACTURERS 


LIME MANUFACTURERS 

REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 

MFRS. LUBRICATING OILS AND GREASES 


Employment size group — Effectif par tranche de taille 
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999 


1 PNR, 


ren 


CG OO O1, — 


mr, mm 


oO 


NOD, 


en 


ND © © & mn 


en 


anw BB N 


NNN 
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INDUSTRIE 


IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 


FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 


EDITION SEULEMENT 

EDITION ET IMPRESSION 
SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 


FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 


ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 


FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 


FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 


FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 
FAB. D'EQUIP. DE TELECOMMUNICATION 


FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 
PRODUITS EN ARGILE (DOMESTIQUE) 


FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 


FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS DE VERRES 
FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS D'ABRASIFS 


FABRICANTS DE CHAUX 

FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 


105 


Code 


266 
268 
271 
272 
2731 


2732 
2733 
274 
286 
287 


288 
289 
291 
292 
294 


295 
296 
297 
298 
301 


302 

3031 
3039 
3041 
3042 


3051 
3059 
306 
307 
308 


309 
311 
315 
316 
318 


321 
323 
3241 
3242 
3243 


325 
326 
327 
328 
329 


331 
332 
333 
334 
335 


336 
338 
3391 
3399 
3511 


3512 
352 
353 
3541 
3542 


3549 
355 
3561 
3562 
357 


358 

3591 
3599 
3651 
3652 


106 


Code 


369 
372 
373 
374 
375 


376 
377 
3781 
3782 
3783 


3791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3993 
3994 


3996 
3998 
3999 


ONTARIO 


TABLE 32. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 32. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


MISC. PETROLEUM & COAL PRODS. INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 

MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF TOILET PREPARATIONS 

MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 


MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 


OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 


SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FLOOR TILE, LINOLEUM ETC. MFRS. 

SOUND RECORDING-MUSICAL INSTRUMENTS 


PEN AND PENCIL MANUFACTURERS 
FUR DRESSING AND DYEING 
OTHER MISC. MANUFACTURING INDS. 


42 
20 


Employment size group — Effectif par tranche de taille 


36 


ND © D © 


1 WOn, 


500 | 1,000 


- F TOTAL 


INDUSTRIE 


DERIVES DIVERS DU PETROLE & CHARBON 
FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 


FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 


FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 


FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 


FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 


FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


Code 


369 
372 
373 
374 
375 


376 
377 
3781 
3782 
3783 


3791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3993 
3994 


3996 
3998 
3999 
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TABLE 33. Selected Principal Statistics of tie Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 33. Certaines statistiques principales des industries manufacturiéres, certaines années, 1957 -19781 


Manufacturing activity — Activité manufacturiére 


Total activity — Activité totale 


Production and 


Total employees 


Establish- related workers Cost of be ee as | Working Total ise lance 
pa Dee de | idea wets ee all aided 
Année Etablisse- eR a = = = = Salaries = 
ments assimilés Coût du Coût des Valeur des Valeur Proprié- and Valeur 
combustible | matières et livraisons ajoutée taires et Number? wages? ajoutee 
Number || Wares | UMR | unie | de modu ae eres eet 
Nombre Salaires fabrication ‘ tt 
avan, | Mem fa ana | Rauber Sombre $’000 number — nombre $000 
OT Skobwseitnd wrens one 3,650 71,404 226,900 31,294 1,012,347 1,657,552 92,746 311,988 
LOS Bee ARS ere 3555 68,845 229,242 31,650 1507275958 1,774,605 673,878 89,960 318,936 
LISE ANNE 3:57 71,106 248,926 34,385 1,138,895 1,918,619 750,576 92,745 345,987 
LOGO A ce 3,682 69,445 250,448 35,734 1,129,497 1,901,130 744,376 91,589 352,814 
LICE ra are ai cucu 3,814 64,055 234,518 41,060 1,206,698 1,984,065 741,757 1,938 95,324 383,082 769,481 
IRAN ieee CO 3,857 65,438 249,350 42,665 1,289,518 2,120,836 788,591 1,983 Cri 404,348 822,273 
LI GS PES cet RE. 3,896 66,840 259,910 44,619 1,378,163 2,248,591 836,939 1,876 99,140 422,539 877,587 
LOCALE re Lee 3,990 69,866 278,846 46,273 1,496,141 2,436,918 902,364 1,859 102,614 449,144 948,344 
1965.3 Pee ART CENT 3,985 72,786 302,799 50,352 1,614,779 2,618,110 978,309 15737 106,783 486,533| 1,027,611 
LOGO NN 4,014 77,078 340,541 53,997 1,809, 958 2,918,401| 1,084,686 1,649 111,823 540,986 | 1,128,318 
OCT Recep eo ee Atco eee 4,026 79,055 378,305 56,269 1,908,474 3,114,296; 1,165,128 1,608 114,504 597,193} 1,214,772 
1968 ete ta ae 397 78,463 402,135 61,351 2,010,426 3,275,057| 1,217,534 1,451 1157515 634,808| 1,272,194 
LOGIN RER repeats ts 3,990 81,890 456,364 66,810 2,192/111 3,609,735| 1,375,769 1,446 117,060 707,566 | 1,433,866 
ATOS wisest 3,900 81,594 488,810 67,785 2,282,296 3,705,233} 1,382,090 1,328 114,741 749,263 | 1,440,176 
tS it ee eco mcr ce 3,900 82,221 528,135 70,745 2,442,092 4,003,511] 1,499,683 1,261 114,844 798,387] 1,562,208 
OPEL ER SR Re 3,849 86,882 598,362 75,794 2,835,244 4,581,185| 1,694,154 1,180 120,366 898,545 | 1,772,461 
198 rer 3,786 91,678 689,995 85,587 3,558,510 5,623,171| 2,048,771 1,000 126,332 | 1,028,728| 2,142,079 
NO] 4 ee ER et am 3,833 96,789 840,855 104,339 4,581,338 7,146,163] 2,597,955 653 133,053 1,239,084} 2,724,814 
ODS Se TE TES 3,689 100,833 1,008,937 138,710 5,387,861 8,483,924) 3,032,867 762 138,901 1,490,861] 3,173,929 
DOTE Mare 3,579 102,244 | 1,157,566 186,214 5,823,759 9,187,615| 3,289,041 592 140,367 1,703,417| 3,429,749 
LOTTE Re spencer 3,448 98,476 1,240,577 225,200 6,468,300 10,142,637} 3,520,282 SAS 137,663 1,851,412| 3,693,476 
CRT ca Ola. 0G © 6 3,989 104,862 1,410,038 306,114 7,708,110 12,220,920] 4,252,768 625 146,242 | 2,106,651 | 4,450,820 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957 - 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont a partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l'introduction 
de la présente publication. 

Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages’ are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’‘“Activité manufacturière” et 
l’“Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 
briques. 


TABLE 34. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 

TABLEAU 34. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Industry 
Code - 
Industrie 
1011 }SLAUGHTERING AND MEAT PROCESSORS 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
271 PULP AND PAPER MILLS 
USINES DE PATES ET PAPIERS 
311 AGRICULTURAL IMPLEMENT INDUSTRY 
FABRICANTS D'INSTRUMENTS ARATOIRES 
1083 |VEGETABLE OIL MILLS 
MOULINS A HUILE VEGETALE 
106 FEED INDUSTRY 6 
FABRICATION D'ALIMENTS POUR ANIMAUX 
289 PUBLISHING AND PRINTING 
EDITION ET IMPRESSION 
355 READY-MIX CONCRETE MANUFACTURERS 
FABRICANTS DE BETON PREPARE 
295 SMELTING AND REFINING 
FONTE ET AFFINAGE 
302 FAB. STRUCTURAL METAL INDUSTRY 
ELEMENTS DE CHARPENTE METALL. 
286 COMMERCIAL PRINTING 
IMPRIMERIE COMMERCIALE 
3783 |INDUSTRIAL CHEMICALS (ORGANIC) NES 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
3242 |}NON-COMMERCIAL TRAILER MFRS. 
REMORQUES A USAGE NON COMMERCIAL 
2543 |PRE-FABRICATED BLDGS (WOOD FRAME) 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
1093 |BREWERIES 
BRASSERIES 
1072 |BAKERIES 
BOULANGERIES 
1091 |SOFT DRINK MANUFACTURERS 
FABRICANTS DE BOISSONS GAZEUSES 
2541 |SASH, DOOR AND OTHER MILLWORK NES 
PORTES, CHASSIS, BOIS OUVRES NCA 
309 MISC. METAL FABRICATING INDS. 
FAB. PRODUITS METALLIQUES DIVERS 
3549 ICONCRETE PRODUCTS MFRS. NES 
FAB. DE PRODUITS EN BETON NCA 
294 IRON FOUNDRIES 
FONDERIES DE FER 
2544 |MFRS. OF WOODEN KITCHEN CABINETS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
325 MOTOR VEHICLE PARTS & ACCESSORIES 
FAB. DE PIECES ET ACCESS. D'AUTO 
298 METAL ROLLING, CASTING ETC. NES 
LAMINAGE, ETC. DES METAUX NCA 
3915 |DENTAL LABORATORIES 
ATELIERS DE MECANICIEN-DENTISTE 
3652 |MFRS. LUBRICATING OILS AND GREASES 
HUILES ET GRAISSES LUBRIFIANTES 
3914 }OPHTHALMIC GOODS MANUFACTURERS 
FABRICANTS D'ARTICLES OPHTALMIQUES 
2392 |OTHER KNITTING MILLS 
AUTRES FABRICANTS DE TRICOT 
328 BOATBUILDING AND REPAIR 


CONSTRUCTION, ETC. D'EMBARCATIONS 


PRAIRIE PROVINCES — PROVINCES DES PRAIRIES 


Production and 
related workers 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Travailleurs de la 
production et 
assimilés 


Number 


Nombre 


number — nombre 


123 8,047 
10 2,091 
65 3,330 

7 617 

128 981 

172 3,892 

113 2,000 

5 1,668 
43 2,476 
282 3,543 
9 535 
44 2,012 
25 1,368 
13 1,070 

283 2,147 
38 990 
93 1,851 
59 1,103 
52 846 
14 792 
58 724 
13 498 
12 231 
76 816 

5 90 
30 485 
3 290 
22 214 


Wages 


Salaires 


116,304 
41,693 
40,730 

8,573 
12,844 
52,135 
33,056 
27,021 
42,258 
48,331 
11,311 
24,790 
19,064 
19,855 
26,647 
12,258 
21,899 
14,956 
12,333 
10,531 

9,008 

5,610 

2,685 

8,425 

1,578 

4,368 

3,002 


2,011 


Cost of 
materials 
and supplies 
used 


Coût des 
matières et 
fournitures 

utilisées 


$'000 
1,779,667 
154,152 
138,929 
221,966 
199133 
71,556 
110,913 
79,624 
78,107 
73,587 
61,187 
104,066 
92,067 
38,937 
48,467 
47,054 
54,810 
28,789 
25,387 
15,698 
16,440 
12,130 
14,111 
6,778 
12,191 
8,718 
7,352 


5,294 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 


desquelles des données peuvent être publiées. 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


2,045,466 


343,314 


270,308 


261,899 


252,523 


247,834 


213775 


190,181 


186,158 


182,912 


166,273 


156,414 


137,909 


123,513 


122,094 


115,465 


105,931 


65,018 


57,642 


39,347 


37,583 


28,613 


22,261 


17,564 


LAVAL 


16,508 


13,645 


10,004 


109 


Value 
added 


Valeur 
ajoutée 


267,821 
149,374 
117,980 
36,148 
48,956 
174,938 
96,315 
90,816 
106,400 
108,291 
89,980 
52,262 
43,074 
82,354 
71,050 
66,140 
51,222 
36,336 
30,301 
22,001 
21,732 
16,660 
8,077 
10,785 
5,336 
7,843 
6,640 


4,595 


110 


Code 


02 
153 


03 
162 
165 


PRAIRIE PROVINCES 


Table 35. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 

— Cost of 
Estab- Travailleurs de la production et assimilés fuel 
lish- and 
ments elec- supplies 
Man tricity used 
hours — — 
paid Wages Coût du Coût des 
combus- matières et 
tible et fournitures 
de l'élec- utilisées 
tricité 


Cost of 
materials 
and 


Major group and industry — 
Eta- 
blisse- 
ments = == = 


Female 
Heures- Salaires 
hommes 
payées 


Femmes 


number - nombre ‘000 $'000 
FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 140 x x x x x x 
SLAUGHTERING AND MEAT PROCESSORS 123 6,983 1,064 16,074 116,304 10,592 1,779,668 
POULTRY PROCESSORS 17 x x x x DC x 
FISH PRODUCTS INDUSTRY 9 x x x x x x 
FRUIT & VEG. PROCESSING INDS. 13 x x x x x x 
FRUIT & VEG. CANNERS & PRESERVERS 9 x x x x x x 
FROZEN FRUIT & VEGETABLE PROCESSORS 4 x x x x x x 
DAIRY PRODUCTS INDUSTRY 95 x x x x x x 
FLOUR & BREAKFAST CEREAL PRODS. IND 15 x x x x x x 
FEED INDUSTRY 128 967 14 2,099 12,845 5,307 199,134 
BAKERY PRODUCTS INDUSTRIES 286 x x x x x x 
BISCUITS MANUFACTURERS 3 x x x x x x 
BAKERIES 283 1,335 812 4,328 26,648 2,624 48,468 
MISCELLANEOUS FOOD INDUSTRIES 55 x x x x x x 
CONFECTIONERY MANUFACTURERS 10 36 44 159 791 56 4,799 
CANE AND BEET SUGAR PROCESSORS 4 x x x x x x 
VEGETABLE OIL MILLS 7 553 64 1,294 8,573 3,448 221,967 
MISCELLANEOUS FOOD PROCESSORS NES 34 x x x x x x 
BEVERAGE INDUSTRIES 62 x x x x x x 
SOFT DRINK MANUFACTURERS 38 881 109 2,073 12,259 2,404 47,054 
DISTILLERIES 5 x x x x x x 
BREWERIES 13 1,069 1 2,270 19,855 2,502 38,937 
WINERIES 6 x x x x x x 
TOTAL 803 16,955 4,285 43,467 289,318 49,239 3,124,055 
TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 
TOTAL 
RUBBER AND PLASTICS PRODUCTS INDS. 
RUBBER PRODUCTS INDUSTRIES i x x x x x x 
PLASTICS FABRICATING INDUSTRY NES 91 x x x x x x 
TOTAL 98 x. x x x x x 
LEATHER INDUSTRIES 
LEATHER TANNERIES 6 x x x x x x 
SHOE FACTORIES 7 x x x x x x 
LEATHER GLOVE FACTORIES 8 x x x x x x 
LUGGAGE, HANDBAG ETC. MANUFACTURERS 11 x x x x x x 
MISC. LEATHER PRODUCTS MFRS. 11 x x x x x x 
TOTAL 32 x x x x x x 
TEXTILE INDUSTRIES 
COTTON YARN AND CLOTH MILLS 54 
WOOL YARN AND CLOTH MILLS 2 x x x x x x 
MAN-MADE FIBRE, YARN & CLOTH MILLS 1 x x x x x x 
FIBRE AND FILAMENT YARN MFRS. 1 x x x x x x 
THROWSTERS, SPUN YARN & CLOTH MILLS Æ = = eae “65 es vee 
CORDAGE AND TWINE INDUSTRY 1 x x x x x x 
FELT AND FIBRE PROCESSING MILLS 2 x x x x x x 
FIBRE PROCESSING MILLS L x x x x x x 
PRESSED AND PUNCHED FELT MILLS 1 x x x x x x 
CARPET, MAT AND RUG INDUSTRY 1 x x x x x x 
CANVAS PRODUCTS COTTON & JUTE BAGS 27 x x x x x x 
COTTON AND JUTE BAGS MANUFACTURERS 4 x x x x x x 
CANVAS PRODUCTS MANUFACTURERS 23 x x x x x x 
AUTOMOBILE FABRIC ACCESSORIES IND. 3 x x x x x x 
MISCELLANEOUS TEXTILE INDUSTRIES 40 x x x x x x 
THREAD MILLS 
NARROW FABRIC MILLS ae eh 
EMBROIDERY, PLEATING, HEMSTITCHING 7 x x x x x x 
TEXTILE DYEING AND FINISHING PLANTS 2 x x x x x x 
MISCELLANEOUS TEXTILE INDS NES Si x x x x x x 
TOTAL 77 505 838 2,736 12,428 736 42,836 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 
2,045,467 


252,523 
x 

x 
122,094 
x 

7,410 

x 
261,899 
x 

x 
115,466 
x 
123,514 
x 


4,077,399 


x X KK x 


xxx! 


X X X KKK KKK! 


85,097 


Value 
added 
Valeur 

ajoutée 


48,956 
x 

x 
71,050 
x 
2,517 
x 
36,149 
x 

x 
66,140 
x 
82,354 
x 


934,077 


x X KK x 


XX: 


X X X X X X KKK! 


41,351 


Working 
owners and 
partners 


Propriétaires 


et associés 
actifs 


Male 


Hommes 


employees 


Female 


Femmes 


number - nombre 


N 


Sr 
x | XD X x | x BK O x x OK x x x x x x OX 


187 


x «x X xX x 


x x 


X X X X X X X KKK! 


x 


13 


x 
1,946 
x 


N B 
fos) ou N 
EGG INS <7 WO RP ot BS CEC” Ke ee 


en 
a 


PSE Oke KER: OK 


x X X X X X KK X X KKK KK KK KK x 


263 


[e1 
oS 


_ 
= 


N 
w > 


ND 
N Ke) 
X MX KOK OX OX x O x KK KKK KH 


fo) 
x 


2,518 


EE eK EK) OS 


pe ae ea ee NE ee DES DCE DL HN DCI 
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PROVINCES DES PRAIRIES 


Tableau 35. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés Cost of 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


9,013 
x 


x 
15,829 
x 

1,551 
x 
4,052 
x 

x 
19,018 


x 
9,681 
x 


168,258 


x x X xX x 


DC DOME MONDE DC OK D DC DCE DC ORE OK «OO DDC DC: OC 


6,631 


Number 


Nombre 


3,154 
x 
192 


x 
867 

x 

x 
2,321 


x 
1,520 
x 


32,174 


x X KK x 


DK DR KE GS KK OK) OK) KEK: KE KE OK KE EO, DER OK OK “OK 


1,779 


Total employees 


Total des salariés 


Salaries 
and 
wages 


Traitements 


et 
salaires 


x 
156,942 


21,858 
x 

x 
42,476 
x 
2,342 
x 
12,626 
x 

x 
31,277 


x 
29,537 
x 


457,576 


x <x X K x 


DS DEI KE RIK OK! DC) KEK: DC RE KL KEE SHES: 


19,059 


materials, 
supplies 

and goods 

for resale 


Cout des 


matiéres, des 
fournitures et 
des marchan- 


dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
1,943,672 2,221,848 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
227,727 285,555 
x x 
x x 
58,167 133,705 
x x 
7,563 10,753 
x x 
263,172 309,711 
x x 
x x 
70,062 146,551 
x x 
40,139 124,827 
x x 
3,562,214 4,576,998 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
45,177 88,111 


Value 
added 


Valeur 
ajoutée 


74,218 


x 
82,466 
x 


995,518 


x 


x «x X x x 


DLL CE DCE IC CCI OK CROIS DCR KE CHIC ICE 


42,024 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 


IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 

BOULANGERIES 

INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 

PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 

FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 


FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 
FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 


FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
FILES DE FIBRES ET DE FILAMENTS 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
FEUTRE ET TRAITEMENT DES FIBRES 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
INDUSTRIES TEXTILES DIVERSES 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 

BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


1831 
1832 


1851 
1852 


1871 
1872 


1891 


1893 


1894 
1899 


1122 


PRAIRIE PROVINCES 


Table 35. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


06 KNITTING MILLS 


239 KNITTING MILLS-EXCEPT HOSIERY MILLS 
2391 KNITTED FABRIC MANUFACTURERS 
2392 OTHER KNITTING MILLS 


TOTAL 


07 CLOTHING INDUSTRIES 


243 MEN'S CLOTHING FACTORIES 

2431 MEN'S CLOTHING FACTORIES 

2432 MEN'S CLOTHING CONTRACTORS 

244 WOMEN'S CLOTHING INDUSTRIES 
2441 WOMEN'S CLOTHING FACTORIES 

2442 WOMEN'S CLOTHING CONTRACTORS 
245 CHILDREN'S CLOTHING INDUSTRY 
246 FUR GOODS INDUSTRY 

249 MISCELLANEOUS CLOTHING INDUSTRIES 
2492 HAT AND CAP INDUSTRY 

2499 MISCELLANEOUS CLOTHING INDS. NES 


TOTAL 


08 WOOD INDUSTRIES 


251 SAWMILLS, PLANING AND SHINGLE MILLS 
2513 SAWMILLS AND PLANING MILLS 

252 VENEER AND PLYWOOD MILLS 

254 SASH, DOOR & OTHER MILLWORK PLANTS 
2541 SASH, DOOR AND OTHER MILLWORK NES 
2543 PRE-FABRICATED BLDGS (WOOD FRAME) 
2544 MFRS. OF WOODEN KITCHEN CABINETS 
256 WOODEN BOX FACTORIES 

258 COFFIN AND CASKET INDUSTRY 

259 MISCELLANEOUS WOOD INDUSTRIES 

2591 WOOD PRESERVATION INDUSTRY 

2592 WOOD HANDLES AND TURNING INDUSTRY 
2593 MANUFACTURERS OF PARTICLE BOARD 
2599 MISCELLANEOUS WOOD INDUSTRIES NES 


TOTAL 


09 FURNITURE AND FIXTURES INDUSTRIES 


261 HOUSEHOLD FURNITURE MANUFACTURERS 
2611 FURNITURE RE-UPHOLSTERY & REPAIR 
2619 HOUSEHOLD FURNITURE MFRS. NES 

264 OFFICE FURNITURE MANUFACTURERS 

266 MISC. FURNITURE AND FIXTURE MFRS. 
268 ELECTRIC LAMP AND SHADE MFRS. 


TOTAL 


10 PAPER AND ALLIED INDUSTRIES 


271 PULP AND PAPER MILLS 

272 ASPHALT ROOFING MANUFACTURERS 

273 PAPER BOX AND BAG MANUFACTURERS 
2781 FOLDING CARTON AND SET-UP BOX MFRS. 
2732 CORRUGATED BOX MANUFACTURERS 

2733 PAPER AND PLASTIC BAG MANUFACTURERS 
274 MISCELLANEOUS PAPER CONVERTERS 


TOTAL 


11 PRINTING, PUBLISHING & ALLIED INDS. 


286 COMMERCIAL PRINTING 

287 PLATEMAKING, TYPESETTING ETC. IND. 
288 PUBLISHING ONLY 

289 PUBLISHING AND PRINTING 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Male 


Hommes 


number - nombre 


w 
nan 
x =< UDC x x OM Xx) Xx 


fon) 


x 


Female 


Femmes 


258 


DEN COX 


Cost of Cost of 
fuel materials 
and and 
elec- supplies 
Man tricity used 

hours — — 
paid Wages Coût du Cott des 

combus- matières et 
tible et fournitures 

de l'élec- utilisées 
tricité 


Heures- Salaires 
hommes 


payées 


‘000 $'000 
x x x x 
x x x x 
619 3,003 44 7352 
x x x x 
x x x x 
x x x x 
x x x x 
4,517 18,334 348 36,308 
x x x x 
x x x x 
x x x x 
246 1S7 11 3,489 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
8,242 49,973 1,883 163,319 
3,877 21,900 987 54,811 
2,854 19,064 544 92,068 
EST 9,008 353 16,440 
278 1,329 117 2,840 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
17,149 110,709 10,959 319,427 
3,985 18,729 606 34,408 
x x x x 
x x x x 
x x x x 
x x x x 
231 904 88 2,137 
7,058 36,182 1,158 67,754 
4,287 41,693 26,105 154,152 
x x x x 
2,646 16,116 1,316 56,952 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
7,067 48,331 1,263 73,587 
x x x x 
x x x x 
7,828 524136 1,671 71,557 
15,743 106,150 3,048 155,099 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


603,132 


71,033 


x 
3,704 


143,565 


343,314 
x 
96,586 
x 

x 

x 

x 


x 


182,913 
x 


x 
247,835 


459,891 


Value 
added 
Valeur 
ajoutee 


281,352 


149,375 


x 


38,401 


x 
x 
x 
x 


x 


108,292 


x 


x 
174,938 


302,333 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


hors fabrication 


Male Female 
Hommes Femmes 
number - nombre 
x x x 
x x x 
= 22 21 
x x x 
x x x 
x x x 
x x x 
6 151 197 
x x x 
x x x 
x x x 
7 11 13 
x x x 
x Xx x 
x x x 
x x x 
x x x 
x x x 
x x x 
32 1,016 315 
17 329 7 
- 514 141 
15 173 57. 
3} 14 5 
x x x 
x x x 
x x x 
x Xx x 
x x x 
x x x 
73 1,674 473 
78 173 86 
x x x 
x x x 
x x x 
x x x 
1 Sy 21 
80 388 224 
- 457 143 
x x x 
= 225 91 
x x x 
x x x 
x x x 
x x x 
x x x 
32 684 384 
x x x 
x x x 
40 17333 1,154 
81 2,326 1,738 


PROVINCES DES PRAIRIES 


Tableau 35. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 
et autre personnel 


Salaries 


Traitements. 


$'000 


Total employees 


Number 


Nombre 


4,611 
x 


x 
6,379 


11,934 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


3,661 


67,070 
x 


x 
87,263 


166,610 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matiéres, des 
fournitures et 
des marchan- 
dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
7,399 13,646 
x x 
x x 
x x 
x x 
42,142 86,450 
x x 
x x 
x x 
4,081 6,679 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
194,759 332,952 
67,090 120,911 
109,965 172,995 
17,703 39,046 
2,997 6,032 
x x 
x x 
x x 
x x 
x x 
x x 
353,161 656,826 
35,104 71,602 
x x 
x x 
x x 
x x 
2,463 4,379 
72,145 148,519 
156,161 343,625 
x x 
60,360 99,991 
x x 
x x 
x x 
x x 
x x 
77,156 187,191 
x x 
x x 
76,103 252,780 
163,408 469,145 


Value 
added 
Valeur 
ajoutée 


6,594 


x 

x 

x 
136,117 
53,923 
60,263 
21,931 
2,919 


147,677 
x 
38,398 
x 


x 
x 
x 


x 


109,001 
x 
x 
175,337 


303,278 


Groupe et industrie 


BONNETERIE 


BONNETERIE (SAUF BAS, CHAUSSETTES) 
FAB. DE TISSU A MAILLES 
AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR HOMMES 


CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

INDS. DIVERSES DE L'HABILLEMENT 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


Ii) 


Code 


06 
239 
2391 
2392 


07 
243 
2431 
2432 
244 
2441 
2442 
245 
246 
249 
2492 
2499 


08 
251 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
272 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


114 


Major group and industry 


Code 


12 PRIMARY METAL INDUSTRIES 


Table 35. PRINCIPAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


291 IRON AND STEEL MILLS 6 
292 STEEL PIPE AND TUBE MILLS 8 
294 IRON FOUNDRIES 14 
295 SMELTING AND REFINING 5 
296 ALUMINUM ROLLING, CASTING ETC. 5 
298 METAL ROLLING, CASTING ETC. NES 12 
TOTAL 50 
13 METAL FABRICATING INDUSTRIES 
301 BOILER AND PLATE WORKS 13 
302 FAB. STRUCTURAL METAL INDUSTRY 43 
303 ORNAMENTAL & ARCHITECTURAL METAL 96 
3031 METAL DOOR AND WINDOW MANUFACTURERS 49 
3039 ORNAMENT & ARCHITECTURAL METAL NES 47 
304 METAL STAMPING, PRESSING & COATING 111 
3041 METAL COATING INDUSTRY 19 
3042 METAL STAMPING AND PRESSING IND. 92 
305 WIRE AND WIRE PRODUCTS MFRS. 21 
3051 FASTENER MANUFACTURERS 3 
3059 WIRE AND WIRE PRODUCTS MFRS, NES 18 
306 HARDWARE, TOOL AND CUTLERY MFRS. 22 
307 HEATING EQUIPMENT MANUFACTURERS 9 
308 MACHINE SHOPS 151 
309 MISC. METAL FABRICATING INDS. 59 
TOTAL 525 
14 MACHINERY INDUSTRIES 
311 AGRICULTURAL IMPLEMENT INDUSTRY 65 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 124 
316 COMMERCIAL REFRIG. AIR COND. MFRS. 2 
318 OFFICE AND STORE MACHINERY MFRS. 2 
TOTAL 193 
15 TRANSPORTATION EQUIPMENT INDUSTRIES 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 18 
323 MOTOR VEHICLE MANUFACTURERS 3 
324 TRUCK BODY AND TRAILER MFRS. 81 
3241 TRUCK BODY MANUFACTURERS 21 
3242 NON-COMMERCIAL TRAILER MFRS. 44 
3243 COMMERCIAL TRAILER MANUFACTURERS 16 
325 MOTOR VEHICLE PARTS & ACCESSORIES 13 
326 RAILROAD ROLLING STOCK INDUSTRY 1 
327 SHIPBUILDING AND REPAIR 1 
328 BOATBUILDING AND REPAIR 22 
329 MISCELLANEOUS VEHICLE MANUFACTURERS 4 
TOTAL 143 
16 ELECTRICAL PRODUCTS INDUSTRIES 
331 MFRS OF SMALL ELECTRICAL APPLIANCES 5 
332 MANUFACTURERS OF MAJOR APPLIANCES ro 
333 MANUFACTURERS OF LIGHTING FIXTURES 5 
334 MFRS. OF HOUSEHOLD RADIO AND TV 1 
335 COMMUNICATIONS EQUIPMENT MFRS. 29 
“336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 18 
338 MFRS. OF ELECTRIC WIRE AND CABLE 6 
339 MFRS. OF MISC. ELECTRICAL PRODUCTS 8 
3391 BATTERY MANUFACTURERS 4 
3399 MFRS. MISC ELECTRICAL PRODUCTS NES 4 
TOTAL 72 


PRAIRIE PROVINCES 


Production and related workers 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


x 


D 
~ aL 
x Ox x NON 


VX X X X X x x 


Ww 


239 


Ww 
a o 
x OX X x BRK x x x 


873 


STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


Wages 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Cout du 

combus- 

tible et 
de l'élec- 
tricité 


1,00 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


28,790 


379957 


138,929 
x 
x 
x 


285,348 


x x x x 


104,066 
x 

12,131 
x 

x 

5,294 

x 


225,902 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 
186,159 
126,406 


270,309 
x 
x 
x 


561,093 


x X x x 


156,415 
x 
28,613 
x 

x 
10,004 
x 


416,897 


Value 
added 


Valeur 
ajoutee 


x 
106,400 
64,441 
x 


x 
93,445 
x 


x 
x 
x 
x 
x 
x 
x 

36,337 


401,958 


117,981 
x 
x 
x 


265,347 


x X xX x 


52,263 
x 
16,661 
x 


x 
4,595 
x 


191,958 


Working 
owners and 
partners 


PROVINCES DES PRAIRIES 


Tableau 35. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Total employees 


Total des salariés 


Cost of 
materials, Value of 

supplies shipments 
and goods and other Value 
for resale revenue added 


Administrative, office and 
other non-manufacturing 
employees 


Groupe et industrie 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 
— — des marchan- recettes 
Male Female Salaries Nombre Traitements | dises desti- 
= = — et nees a la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
PREMIERE TRANSFORMATION DES METAUX 
x x x x x x x x x SIDERURGIE 
x x x x x x x x x FAB. DE TUBES ET TUYAUX D'ACIER 

- 81 ; 31 2,267 904 12,799 24,593 50,368 24,127 FONDERIES DE FER 
- 465 70 10,627 2,203 37,648 167,936 278,298 90,621 FONTE ET AFFINAGE 
x X X x x x x x X LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
= 44 15 945 290 3,631 18,590 27,237 8,575 LAMINAGE, ETC. DES METAUX NCA 
x x x y x x x x x x TOTAL 

FABRICATION DE PRODUITS EN METAL 
x x x x x x x x x IND. DES CHAUDIERES ET DES PLAQUES 
| 976 187 22,015 3,639 64,274 115,699 238,295 120,945 ELEMENTS DE CHARPENTE METALL. 

17 384 173 10,140 21322 31,784 72,411 140,850 67,753 PRODS METALL. D'ARCHIT & D'ORNEMENT 
x x x x x x x x x FAB. PORTES ET FENETRES METALLIQUES 
x x x x x x x x x PROD METALL D'ARCHIT D'ORNEMENT NCA 
if 582 166 13,998 3,305 48,784 180,637 281,655 101,827 EMBOUTISSAGE, ETC. DES METAUX 
x x x x x x x x x INDUSTRIE DU REVETEMENT DES METAUX 
x x x x x x x x x EMBOUTISSAGE, MATRICAGE DES METAUX 
x x x x x x x x x FIL METALLIQUE ET SES PRODUITS 
x x x x x x x x x FABRICANTS D'AGRAFES 
x x x x x x x x x FIL METALLIQUE ET SES PRODUCTS,NCA 
x x x x x x x x x QUINCAILLERIE OUTILLAGE COUTELLERIE 
x x x x x x x x x FABRICANTS D'APPAREILS DE CHAUFFAGE 
x x x x x x x x x ATELIERS D'USINAGE 
2 301 87 6,566 1,491 21,523 36,396 73,369 37,081 FAB. PRODUITS METALLIQUES DIVERS 

53 2,977 857 69,678 14,942 227,435 501,227 934,853 431,960 TOTAL 

FABRICATION DE MACHINES 

2 788 241 17,143 4,359 57,873 147,720 286,814 125,695 FABRICANTS D'INSTRUMENTS ARATOIRES 
x x x x x x x x x FAB DE MACHINES & EQUIPEMENT DIVERS 
x x x x x x x x x FAB. EQUIP. COMM. DE REFRIGERATION 
x x x x x x x x x MACHINES POUR BUREAU ET COMMERCE 
3 2,711 787 59,450 10,678 157,565 319,360 620,380 290,622 TOTAL 

FABRICATION EQUIPEMENT DE TRANSPORT 
x x x x x x x x x FAB. D AERONEFS ET DE PIECES 
x x x x x x x x x FAB. DE VEHICULES AUTOMOBILES 
x x x x x x x x x CARROSSERIES DE CAMIONS & REMORQUES 
x x x x x x x x x FAB. DE CARROSSERIES DE CAMIONS 

= 366 105 7,855 2,483 32,645 109,537 163,077 53,454 REMORQUES A USAGE NON COMMERCIAL 
x x x x x . x x x x FAB. DE REMORQUES USAGE COMMERCIAL 
- 105 41 2,680 644 8,291 13,796 30,739 17121 FAB. DE PIECES ET ACCESS. D'AUTO 
x x x x x x x x x MATERIAL FERROVIAIRE ROULANT 
x x x x x x x x x CONSTRUCTION REPARATION, NAVIRES 
4 14 9 389 237 2,401 5,567 10,264 4,582 CONSTRUCTION, ETC. D'EMBARCATIONS 
x x x x x x x x x FABRICANTS DE VEHICULES DIVERS 
8 2,209 762 48,890 10,242 140,478 265,190 466,275 202,049 TOTAL 

FABRICATION DE PRODUITS ELECTRIQUES 
x x x x x x x x x FAB. PETITS APPAREILS ELECTRIQUES 

Ay 330 70 6,639 400 6,639 = = = FABRICANTS DE GROS APPAREILS 
= 11 5 217 2 1,022 3,750 6,065 2,226 FABRICANTS D'APPAREILS D'ECLAIRAGE 
x x x x x x x x x RADIO ET TELEVISEURS MENAGERS 
x x x x x x x x x FAB. D'EQUIP. DE TELECOMMUNICATION 
x x x x x x x x x FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
x x x x x x x x x FAB. DE FILS ET CABLES ELECTRIQUES 
x x x x x x x x x FAB. DE PRODUITS ELECTRIQUES DIVERS 
x x x x x x x x x FABRICANTS, D'ACCUMULATEURS 
x x x x x x x x x PRODUITS ELECTRIQUES DIVERS NCA 
2 1,415 429 28,719 4,530 59,445 116,614 212,676 93,172 TOTAL 
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Code 


ity 

291 
292 
294 
295 
296 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
815 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 
329 


16 
331 
332 
333 
334 
335 
336 
338 
339 
3391 
3399 
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Code 


PRAIRIE PROVINCES 


Table 35. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiere 


Production and related workers 


Travailleurs de la production et assimilés 


Major group and industry 


NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 
STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 
GLASS PRODUCTS MANUFACTURERS 
LIME MANUFACTURERS 
MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 
MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF INDUSTRIAL CHEMICALS 
MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


MISCELLANEOUS MANUFACTURING INDS. 
SCIENTIFIC & PROFESSIONAL EQUIPMENT 
INSTRUMENT & RELATED PRODUCTS MFRS. 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 
JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS AND TOY INDUSTRIES 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 
MISC. MANUFACTURING INDS. NES 
BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FLOOR TILE, LINOLEUM ETC. MFRS. 

SOUND RECORDING-MUSICAL INSTRUMENTS 
PEN AND PENCIL MANUFACTURERS 

FUR DRESSING AND DYEING 

OTHER MISC. MANUFACTURING INDS. 


TOTAL 


TOTAL, ALL INDUSTRIES 


Male Female 


Hommes Femmes 


Man 
hours 
paid 
Heures- 
hommes 
payées 


Wages 


Salaires 


number - nombre ‘000 
27 x x x x 
21 x x x x 
6 Xx x x x 
8 x x x x 
18 172 2 351 2,018 
78 1,820 18 3,807 29,425 
8 x x x x 
13 x x x x 
52 835 Tel 1,780 12,334 
113 1,956 44 4,211 33,056 
11 x x x > 
if x x x x 
10 x x x x 
3 x x x x 
25 x x x x 
1 x x x x 
24 x x x x 
278 6,212 198 13,487 105,320 
14 x x x x 
9 x x x x 
5 78 12 182 1,579 
14 x x x x 
28 x x x x 
1 x x x x 
3 x x * x 
8 x x x x 
11 x x x x 
18 Xx x x x 
30 x x x x 
1 x x x x 
20 x x x x 
9 517 18 1317 MAS 
46 324 27 722 575 
7. x x x x 
39 x x x x 
172 2,754 133 6,371 52,246 
127 x x x x 
16 x x x x 
5 x x x x 
30 309 176 968 4,369 
76 583 233 1,617 8,426 
23 x x x x 
18 x x x x 
16 x x x x 
2 x x x x 
67 x x x x 
54 x x x x 
8 x x x x 
2 x x x x 
1 x x x x 
2 x x x x 
41 x x x x 
289 23127 816 5,952 29,870 
3,989 84,266 20,596 215,959 1,410,038 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


x X X KK xX x x 


DDC EG CIC ECO CM NO OG RSL De 


306,114 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


ee DEK: OC 


1,920 
57,572 
x 

x 
25,387 
110,913 


COX OS DONC NC DONC 


318,952 


7,708,110 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


6,306 
144,149 
x 

x 
57,642 
213775 
x 


x x X xX x x 


688,067 


SIG: NC, DCE 


166,274 
86,079 
x 

x 


729,176 


x 
x 


x 
16,509 
17,564 


12,220,920 


Value 
added 


Valeur 
ajoutée 


388,201 


327,922 


4,252,768 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


PROVINCES DES PRAIRIES 


Tableau 35. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 
hors fabrication 


Male 


Hommes 


Female 


Femmes 


number - nombre 


w 
eS es |< HK KE RE OK x x | x x Los NH SK. INC OOINDIDC OS Cd 


QD 


<x X X X xX x x x ONMX x x 


625 


x x KKK KK x 


NN 
oO © 
oo 


oO 


WwW 
x GE OXIME: D ICRA Be 


624 


30,361 


xx x X x x x PRK x OD x x x 


NO 
x X MODX KK KK KK x 


471 


S 


MONNIER | b= ECC 


N 


243 


11,019 


Salaries 


Traitements 


$'000 


x X X KK KK x 


a 
fo) 
De KER OY SCE ICES. (9K) CECE GEG 


13,389 


696,613 


Number 


Nombre 


MO OG SO KGS 


oO 
— 
WwW 


Oo 
DG; KES INDIR (OK) OSC. KO OOK 


3,810 


146,242 


Total employees 


Total des salariés 


Salaries 
and 
wages 


Traitements 


et 
salaires 


a 
jo) 
xx xX OX XxX xX KK KK x 


43,259 


2,106,651 


Cost of 

materials, Value of 

supplies shipments 
and goods and other Value 
for resale revenue added 


— — — Groupe et industrie 
Coût des Valeur des Valeur 
matières, des | livraisons ajoutée 
fournitures et} et autres 
des marchan- recettes 
dises desti- 
nées à la 
revente 


$'000 
PRODUITS MINERAUX NON METALLIQUES 
x x x FABRICANTS DE PRODUITS EN ARGILE 
x x x PRODUITS EN ARGILE (DOMESTIQUE) 
x x x FAB. PRODUITS EN ARGILE (IMPORTEE) 
x x x FABRICANTS DE CIMENT 
2,413 6,826 4,294 FABRICANTS DE PRODUITS EN PIERRE 
63,225 150,873 87,342 FABRICANTS DE PRODUITS EN BETON 
x x x - FABRICANTS DE TUYAUX EN BETON 
x x x FAB. ELEMENTS DE STRUCTURE EN BETON 
27,610 60,441 30,878 FAB. DE PRODUITS EN BETON NCA 
117,054 221,277 97,677 FABRICANTS DE BETON PREPARE 
x x x FAB. VERRES ET ARTICLES EN VERRE 
x x x FABRICANTS DE VERRES 
x x x FABRICANTS D'ARTICLES EN VERRE 
x x x FABRICANTS DE CHAUX 
x x x PRODS. MINERAUX NON METALL. DIVERS 
x x x FABRICANTS DE PRODUITS REFRACTAIRES 
x x x MINERAUX NON METALL. DIVERS NCA 
306,377 737,312 392,751 TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 
x x x RAFFINERIES DE PETROLE 
x x x RAFFINAGE DU PETROLE 
14,029 19,806 6,133 HUILES ET GRAISSES LUBRIFIANTES 
x x x DERIVES DIVERS DU PETROLE & CHARBON 
x x x TOTAL 
INDUSTRIE CHIMIQUE 
x x x FABRICANTS D'ENGRAIS COMPOSES 
x x x MATIERES PLAST. ET RESINES SYNTHET. 
x x x FAB. PHARMACEUTIQUES ET MEDICAMENTS 
X x x FABRICANTS DE PEINTURES ET VERNIS 
x x x FAB. SAVON ET PRODUITS DE NETTOYAGE 
x x x FAB. DE PRODS CHIMIQUES INDUSTRIELS 
x x x FAB. DE PIGMENTS ET COLORANTS SECS. 
x x x PRODS. CHIMIQUES (INORGANIQUES) NCA 
67,360 171,517 89,051 PRODS. CHIMIQUES (ORGANIQUES), NCA 
62,766 98,276 33,766 FAB. DE PRODUITS CHIMIQUES DIVERS 
x x x FABRICANTS D'ENCRES D'IMPRIMERIE 
x x x FAB. PRODUITS CHIMIQUES DIVERS NCA 
373,579 796,604 340,723 TOTAL 
INDUSTRIES MANUFACTURIERES DIVERSES 
x x x MATERIEL SCIENTIFIQUE PROFESSIONNEL 
x x x INSTRUMENTS ET PRODS. SIMILAIRES 
x x x APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
13,105 21,776 8,724 FABRICANTS D'ARTICLES OPHTALMIQUES 
6,779 17,564 10,786 ATELIERS DE MECANICIEN-DENTISTE 
x x x FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
x x x FAB. ARTICLES DE SPORT ET DE JOUETS 
x x x FABRICANTS D'ARTICLES DE SPORT 
x x x FABRICANTS DE JEUX ET DE JOUETS 
x xX x FAB. D'ENSEIGNES ET D'ETALAGES 
x x x INDS. MANUFACTURIERES DIVERSES NCA 
x x x FAB. DE BALAIS, DE BROSSES, ETC. 
x x x FAB. DE BOUTONS, DE BOUCLES, ETC. 
x x x CARREAUX, DALLES, LINOLEUM ETC. 
- - = ENREGISTAR DU SON, INSTR DE MUSIQUE 
x x x FAB. DE STYLOS ET DE CRAYONS 
x x x APPRETAGE ET TEINTURE DE FOURRURE 
x x x AUTRES IND MANUFACTURIERES DIVERSES 
52,408 114,569 63,575 TOTAL 


8,686,291 13,397,153 4,450,820 TOTAL, TOUTES INDUSTRIES 
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Code 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
358 
359 
3591 
3599 


18 
365 
3651 
3652 
369 


19 
Sie 
373 
374 
375 
376 
378 
3781 
3782 
3783 
279 
3791 
2799 


20 
391 
3911 
3913 
3914 
3915 
392 
393 
3931 
3932 
397 
599 
3991 
3992 
3993 
3994 
3996 
3998 
3999 
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Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
162 
165 


172 
174 
175 
1799 
182 


1831 
184 
1851 
1852 
186 


1871 
1872 
188 

1893 
1894 


1899 
2391 
2392 
2431 
2432 


2441 
2442 
245 
246 
2492 


2499 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 


PRAIRIE PROVINCES — PROVINCES DES PRAIRIES 


TABLE 36. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 36. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 


CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 


DISTILLERIES 

BREWERIES 

WINERIES 

RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 
MISC. LEATHER PRODUCTS MFRS. 
WOOL YARN AND CLOTH MILLS 


FIBRE AND FILAMENT YARN MFRS. 
CORDAGE AND TWINE INDUSTRY 
FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 


COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 


MISCELLANEOUS TEXTILE INDS NES 
KNITTED FABRIC MANUFACTURERS 
OTHER KNITTING MILLS 

MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 


WOMEN’S CLOTHING FACTORIES 
WOMEN'S CLOTHING CONTRACTORS 
CHILDREN’S CLOTHING INDUSTRY 
FUR GOODS INDUSTRY 

HAT AND CAP INDUSTRY 


MISCELLANEOUS CLOTHING INDS. NES 
SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 

WOOD HANDLES AND TURNING INDUSTRY 


MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 


Se Wee 
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Employment size group — Effectif par tranche de taille 
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Sree 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 


FABRICANTS DE CONFISERIE 
SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 


DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 

IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 
FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DE LA LAINE 


FILES DE FIBRES ET DE FILAMENTS 
CORDERIE ET FICELLERIE-FABRICATION 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 


FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 


INDS. TEXTILES DIVERSES NCA 

FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 


CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

IND. DES CHAPEAUX ET CASQUETTES 


INDS. DIVERSES DU VETEMENT NCA 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 


FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
162 
165 


172 
174 
175 
£799 
182 


1831 
184 
1851 
1852 
186 


1871 
1872 
188 

1893 
1894 


1899 
2391 
2392 
2431 
2432 


2441 
2442 
245 
246 
2492 


2499 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 


PRAIRIE PROVINCES — PROVINCES DES PRAIRIES 


TABLE 36. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 36. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


Employment size group — Effectif par tranche de taille 


INDUSTRY 1 20 50 100 | 200 | 500 |1, 
4 49 99 199 | 499 | 999 
Code 


266 MISC. FURNITURE AND FIXTURE MFRS. 6 9 4 15 3 1 1 
268 ELECTRIC LAMP AND SHADE MFRS. 1 - il 2 = 1 = 
271 PULP AND PAPER MILLS = - = 2 2 1 3 
272 ASPHALT ROOFING MANUFACTURERS = = 1 4 - 

2731 | FOLDING CARTON AND SET-UP BOX MFRS. = 2 3 2 = 1 = 
2732 | CORRUGATED BOX MANUFACTURERS 1 1 = - 3 4 - 
2733 | PAPER AND PLASTIC BAG MANUFACTURERS - 1 = 3 3 2 3 
274 MISCELLANEOUS PAPER CONVERTERS 1 5 4 6 1 1 - 
286 COMMERCIAL PRINTING 98 54 61 45 18 6 = 
287 PLATEMAKING, TYPESETTING ETC. IND. 8 5 14 9 = = - 
288 PUBLISHING ONLY 32 19 6 5 = 7 = 
289 PUBLISHING AND PRINTING 52 43 29 27 10 4 4 
291 IRON AND STEEL MILLS - - 2 1 1 2 - 
292 STEEL PIPE AND TUBE MILLS 1 = 1 1 1 1 1 
294 IRON FOUNDRIES 1 2 1 2 4 4 = 
295 SMELTING AND REFINING 1 = = - - 2 
296 ALUMINUM ROLLING, CASTING ETC. - 1 = À 2 = - 
298 METAL ROLLING, CASTING ETC. NES 1 4 1 5 - 1 = 
301 BOILER AND PLATE WORKS = 1 2 3 6 = 1 
302 FAB. STRUCTURAL METAL INDUSTRY 4 5 9 10 5 5 

3031 | METAL DOOR AND WINDOW MANUFACTURERS 7 8 15 11 4 3 1 
3039 | ORNAMENT & ARCHITECTURAL METAL NES 14 11 10 11 1 - - 
3041 | METAL COATING INDUSTRY 4 4 4 6 1 - - 
3042 | METAL STAMPING AND PRESSING IND. 16 19 17 25 10 4 1 
3051 | FASTENER MANUFACTURERS 1 = 1 - 1 - 

3059 | WIRE AND WIRE PRODUCTS MFRS, NES 6 2 4 4 2 - 

306 HARDWARE, TOOL AND CUTLERY MFRS. 6 7 8 1 = - 

307 HEATING EQUIPMENT MANUFACTURERS 3) = - 1 4 1 = 
308 MACHINE SHOPS 50 35 39 19 5 3 = 
309 MISC. METAL FABRICATING INDS. 12 12 14 15 4 1 1 
311 AGRICULTURAL IMPLEMENT INDUSTRY 11 7 11 19 7 4 5 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 18 20 18 39 13 14 2 
316 COMMERCIAL REFRIG. AIR COND. MFRS. - = = 1 2 1 = 
318 OFFICE AND STORE MACHINERY MFRS. 1 = 1 = 2 © = 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 6 4 1 1 - 2 2 
323 MOTOR VEHICLE MANUFACTURERS 2 1 = - 1 - 1 
3241 | TRUCK BODY MANUFACTURERS 1 4 7 7 - 1 

3242 | NON-COMMERCIAL TRAILER MFRS. 10 2 7 9 6 7 3 
3243 | COMMERCIAL TRAILER MANUFACTURERS 2 2 4 6 1 - 1 
325 MOTOR VEHICLE PARTS & ACCESSORIES 1 2 3 4 = 3 = 
326 RAILROAD ROLLING STOCK INDUSTRY . = Ê - - 1 = 
327 SHIPBUILDING AND REPAIR - = - 1 = = - 
328 BOATBUILDING AND REPAIR 7 8 4 2 1 = = 
329 MISCELLANEOUS VEHICLE MANUFACTURERS - = 2 = = 2 = 
331 MFRS OF SMALL ELECTRICAL APPLIANCES 3 2 = = = - 
333 MANUFACTURERS OF LIGHTING FIXTURES 1 = 1 3 : £ > 
334 MFRS. OF HOUSEHOLD RADIO AND TV 1 - - - - - - 
335 COMMUNICATIONS EQUIPMENT MFRS. 10 2 1 8 4 3 1 
336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 2 1 4 7 3 £ 1 
338 MFRS. OF ELECTRIC WIRE AND CABLE = = = 2 2 2 = 
3391 | BATTERY MANUFACTURERS = = = - 2 2 = 
3399 | MFRS. MISC ELECTRICAL PRODUCTS NES 2 = 1 1 = = 
3511 | CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 11 3 1 4 1 1 = 
3512 | CLAY PRODUCTS MFRS (IMPORTED CLAYS) 2 1 2 1 - : - 
352 CEMENT MANUFACTURERS 1 2 1 3 1 
353 STONE PRODUCTS MANUFACTURERS 4 8 4 2 = = = 
3541 | CONCRETE PIPE MANUFACTURERS 1 = 3 1 1 2 - 
3542 | MFRS. STRUCTURAL CONCRETE PRODUCTS 2 1 1 3 2 3 1 
3549 | CONCRETE PRODUCTS MFRS. NES 17 10 9 13 2 > 1 
355 READY-MIX CONCRETE MANUFACTURERS 31 27 22 22 6 3 2 


000 
+ TOTAL 


- 39 
: +) 
2 10 


INDUSTRIE 


IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 


FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 


EDITION SEULEMENT 

EDITION ET IMPRESSION 
SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 


FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 


FAB. PORTES ET FENETRES METALLIQUES 

PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 

EMBOUTISSAGE, MATRICAGE DES METAUX 

FABRICANTS D'AGRAFES 


FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 
FAB. D AERONEFS ET DE PIECES 


FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 


MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 
FAB. PETITS APPAREILS ELECTRIQUES 


FABRICANTS D'APPAREILS D’ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 


FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 


FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 


119 


Code 


120 


Code 


3561 
3562 
358 

3591 
3599 


3651 
3652 
369 
372 
373 


374 
375 
376 
3781 
3782 


3783 
3791 
3799 
391 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3996 
3998 


3999 


PRAIRIE PROVINCES — PROVINCES DES PRAIRIES 


TABLE 36. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 36. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 

LIME MANUFACTURERS 

REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 


PETROLEUM REFINING 

MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 


MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 


INDUSTRIAL CHEMICALS (ORGANIC) NES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
ORTHO. AND SURGICAL APPLIANCE MFRS. 


OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 


SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
PEN AND PENCIL MANUFACTURERS 

FUR DRESSING AND DYEING 


OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 


1 10 20 50 100 
4 19 49 99 199 


5 3 2 = = = 
5 3 2 1 = 
Z 3 1 2 2 = 
4 5) 5 2 6 i 
- 5 1 3 2 
1 1 1 i 1 
2 7 3 2 = = 
Ë 1 2 2 L 
= È 1 = - 1 
5 > 1 2 = - 
2 1 1 5 2 = 
7 1 7 3 - = 
3 3 3 1 é : 
3 2 3 4 2 2 
1 = 2 2 1 1 
= 2 5 = : 
12 14 6 5 2 
7 4 2 2 1 
3 1 1 - - - 
3 9 8 8 2 = 
35 20 9 8 4 = 
15 6 2 = = = 
8 2 2 2 2 - 
1 = 1 : = 
27 18 8 12 1 1 
2 2 1 2 1 = 
1 = il = - = 
2 1 Z : 2 
: 2 1 1 = 2 
16 12 iat 2 = z 


500 | 1,000 
- + TOTAL 
999 


' 
NrNMON 


INDUSTRIE 


FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 
FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 


FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 

FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 


PRODS. CHIMIQUES (ORGANIQUES), NCA 
FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 


FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 


FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 
FAB. DE BOUTONS, DE BOUCLES, ETC. 
FAB. DE STYLOS ET DE CRAYONS 
APPRETAGE ET TEINTURE DE FOURRURE 


AUTRES IND MANUFACTURIERES DIVERSES 


Code 


3561 
3562 
358 

3591 
3599 


3651 
3652 
369 
372 
373 


374 
375 
376 
3781 
3782 


3783 
3791 
3799 
3911 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3992 
3996 
3998 


3999 
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TABLE 37. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 37. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturière Total activity — Activité totale 


ER costot | _ Value of | comes | 
lish ie Cost of fuel materials | shipments of Working Total des salariés 
Year ments iravaaioaretdenta and elec- and supplies goods of own Value owners and Warne 
A wk ft production et tricity2 used | manufacture added partners She waded 
nnée a- ee, = = a iB E 
blisse- assimilés Coût du Coût des Valeur des Valeur Proprié- ae Vv an a 
ments combustible | matières et livraisons ajoutée taires et Number3 wages ajoutée 
Numb Ww et de l’élec- fournitures | de produits associés — PES 
Fe er tricité2 utilisées? de propre actifs Nombre3 | Fes 
Nombre Salaires ETES salaires3 
— —— — — _ 1 = _ au a! FER 
number — nombre $7000 | number — nombre $000 
LOST: LME 1,390 34,171 102,121 11,833 377,444 646,203 Sa set 43,256 138,601 
VOSS bs meester ho ee 1,392 32,549 102,260 10,832 395,048 673,914 268,481 ure 41,508 140,314 
LOS SAEs ro see 1,394 33,269 111,038 11,925 419,482 730,630 300,642 me 42,473 152,179 
1960 ER ET PEN 1,414 31,834 108,530 12,107 411,598 711,219 289,426 he 41,288 151,438 
LOGE ES Te ro 1,476 28,795 98,256 155927 419,541 | 716,740 284,656 747 41,856 160,315 294,816 
LOGE LE ee 1,458 29,054 104,108 16,440 434,814 753,240 302,835 743 41,943 167,229 314,452 
1963 Emme 29 ie 1,455 30,041 109,057 16,732 461,189 793,746 320,675 693 43,119 174,143 334,834 
LOGE NE as 1,471 31,506 116,586 16,616 506,648 861,356 340,824 683 44,850 184,809 357,272 
L9G Sabon aber 1,457 32,531 126,036 18,639 541,931 913,357 364,275 659 46,368 199,059 | 380,446 
LOGEMENTS IE Te 2e 1,456 34,406 141,077 20,017 606,600 1,019,000 402,954 626 48,523 220,051 | 416,884 
| | 
1967 SERIE ANR 1,444 34,944 154,965 21,433 638,117 1,079,730 424,923 611 49,325 241,311 | 440,984 
POO SU Eee de 1,393 34,153 161,942 23,860 657,609 1,118,813 443,002 554 48,100 251,869 463,577 
TIC EN Re 1,381 35,802 182,763 25337 725,409 1,230,020 486,057 554 49,439 277,380 507,048 
197011. 07 Be MELLE 1,350 355555 194,259 267325 745,381 1,260,416 497,221 534 48,707 294,625 522,667 
LOTERIE, 1,356 35,527 207,031 27,627 788,264 1,344,855 534,472 505 48,325 310,760 558,920 
LOTS fo: cone rec 1,322 37,683 235,681 28,602 894,262 1,509,334 599,867 464 50,602 347,465 | 629,514 
19732 ete: slo es 1,295 395371 269,839 31,452 1,117,979 1,840,195 714,835 405 52,716 396,276 | 755,050 
OC aE Tape cee 1,291 40,642 325,581 38,216 1,386,579 2,279,697 906,434 268 54,309 471,038 962,611 
LOTS a le 1,215 41,057 373,209 50,260 1,537,285 2,580,985 | 1,014,619 318 55,010 541,507 1,080,398 
1976s) SMS RS TE sill 40,399 414,193 64,754 1,633,712 2,766,058 | 1,098,088 252 54,306 601,568 IOUS65125 
TOME RACE 1125 37,150 419,072 72,709 1,652,706 2,816,856 | 1,107,654 216 51,381 624,552 1,180,238 
DITS ES Re 1,263 38,895 458,730 88,951 1,939,564 3,277,879 | 1,266,865 273 53,358 688,164 1,338,676 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. = Les statistiques de la periode 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblees en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont a partir de la Classification des activites économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. | . ; + : 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — À compter de 1970, le coût du combustible 
et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. | x 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages are 
not directly comparable with earlier statistics under the same headings. — À partir de 1961 (première fois où les statistiques ont été publiées pour 1 “Activité manufacturière” et 
l“Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 


briques. 


Code 


1011 


311 


104 


3042 


289 


106 


286 


3215 


2441 


302 


1089 


1012 


2541 


105 


336 


1091 


355 


2619 


3782 


1072 


3242 


309 


1093 


2513 


274 


266 


2732 


308 


375 


3031 
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3799 
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335 
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BAKERIES 


BREWERIES 


SLAUGHTERING AND MEAT PROCESSORS 


MANITOBA 


TABLE 38. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 

TABLEAU 38. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 

CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Production and 
related workers 


Cost of 
materials 
and supplies 
used 
Cout des 
matières et 
fournitures 
utilisées 


Travailleurs de la 
production et 
assimilés 


Industry 


Industrie 


Number 


Nombre 


Wages 


Salaires 


number — nombre $'000 


ABATTAGE, CONDITIONNEMENT DE VIANDE 30 2,495 33,929 373,811 
AGRICULTURAL IMPLEMENT INDUSTRY 

FABRICANTS D'INSTRUMENTS ARATOIRES 19 2,002 23,812 93,064 
DAIRY’: PRODUCTS" INDUSTRY 

INDUSTRIE LAITIERE 36 527 6,967 88,640 
METAL STAMPING AND PRESSING IND. 

EMBOUTISSAGE, MATRICAGE DES METAUX 30 1,046 13,684 58,202 
PUBLISHING AND PRINTING 

EDITION ET IMPRESSION 49 1,473 16,461 22,399 
FEED INDUSTRY i 

FABRICATION D'ALIMENTS POUR ANIMAUX 35 208 2,544 57,034 
COMMERCIAL PRINTING 

IMPRIMERIE COMMERCIALE 80 1,278 16,741 28,308 
AIRCRAFT & AIRCRAFT PARTS MFRS. 

FAB. D AERONEFS ET DE PIECES 6 1,521 19,311 20,510 
WOMEN’S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR DAMES 17 1,672 13,716 30,421 
FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 7 662 9,183 23,531 
MISCELLANEOUS FOOD PROCESSORS NES 

PRODUITS ALIMENTAIRES DIVERS NCA 15 394 4,833 44,025 
POULTRY PROCESSORS 

CONDITIONNEMENT DE LA VOLAILLE 10 586 5,494 39,846 
SASH, DOOR AND OTHER MILLWORK NES 

PORTES, CHASSIS, BOIS OUVRES NCA 29 895 9,734 24,459 
FLOUR & BREAKFAST CEREAL PRODS. IND 

MEUNERIE, FAB. DE CEREALES DE TABLE 7 236 2,873 38,067 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 

FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL if 516 6,617 22,590 
SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 9 307 3,588 16,932 
READY-MIX CONCRETE MANUFACTURERS 

FABRICANTS DE BETON PREPARE 23 331 5,019 19,702 
HOUSEHOLD FURNITURE MFRS. NES 

IND. DES MEUBLES DE MAISON NCA 31 898 8,996 18,687 
INDUSTRIAL CHEM. (INORGANIC) NES 

PRODS. CHIMIQUES (INORGANIQUES) NCA 5 227 3,430 13,916 

BOULANGERIES 86 638 8,072 13,912 
NON-COMMERCIAL TRAILER MFRS. 

REMORQUES A USAGE NON COMMERCIAL 8 429 4,695 23,171 
MISC. METAL FABRICATING INDS. 

FAB. PRODUITS METALLIQUES DIVERS 13 444 6,000 13,268 

BRASSERIES 3 294 5,208 9,156 
SAWMILLS AND PLANING MILLS 

SCIERIES ET ATELIERS DE RABOTAGE 17 340 4,227 16,838 
MISCELLANEOUS PAPER CONVERTERS 

TRANSFORMATIONS DIVERSES DU PAPIER 10 261 2,891 15,355 
MISC. FURNITURE AND FIXTURE MFRS. 

IND DES ARTICLES AMEUBLEMENT DIVERS 20 497 5,252 11,554 
CORRUGATED BOX MANUFACTURERS 

FAB. DE BOITES EN CARTON ONDULE 4 256 3,378 12,257 
MACHINE SHOPS 

ATELIERS D'USINAGE 32 412 5,350 8,873 
PAINT AND VARNISH MANUFACTURERS 

FABRICANTS DE PEINTURES ET VERNIS 5 102 1,201 9,299 
METAL DOOR AND WINDOW MANUFACTURERS 

FAB. PORTES ET FENETRES METALLIQUES 16 350 3,837 7,710 
PAPER AND PLASTIC BAG MANUFACTURERS 

FAB. SACS EN PAPIER ET EN PLASTIQUE 3 258 2,928 11,887 
MOTOR VEHICLE PARTS & ACCESSORIES 

FAB. DE PIECES ET ACCESS. D'AUTO 8 307 3,493 8,551 
METAL ROLLING, CASTING ETC. NES 

LAMINAGE, ETC. DES METAUX NCA 5 169 1,916 10,886 
MISCELLANEOUS CHEMICAL INDS. NES 

FAB. PRODUITS CHIMIQUES DIVERS NCA 9 36 447 11,872 
HEATING EQUIPMENT MANUFACTURERS 

FABRICANTS D'APPAREILS DE CHAUFFAGE 3 223 3,034 8,371 
COMMUNICATIONS EQUIPMENT MFRS. 

FAB. D'EQUIP. DE TELECOMMUNICATION 7 251 2,351 5,297 
MFRS. OF WOODEN KITCHEN CABINETS 

FAB. D'ARMOIRES DE CUISINE EN BOIS 23 183 2,120 5,836 
FOLDING CARTON AND SET-UP BOX MFRS. 

CARTONS PLIANTS ET BOITES MONTEES 5 191 2,158 6,109 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent étre publiées. 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


446,079 
175,809 
118,654 
95,479 
73,298 
71,056 
67,647 
65,426 
62,456 
61,975 
61,368 
56,710 
50,355 
45,443 
44,480 
40,406 
40,306 
39,188 
38,356 
34,165 
33,779 
30,314 
29,252 
26,827 
25,623 
23,198 
21,030 
19,877 
19,785 
19,197 
19,005 
18,978 
17,632 
17,092 
14,662 
12,789 
11,893 


11,280 


123 


Value 
added 


Valeur 
ajoutee 


74,048 
72,603 
28,146 
37,155 
50,449 
12995 
39,028 
45,819 
34,379 
39,417 
15,236 
15,515 
26,099 

6,543 
20,343 
22,663 
19,112 
20,229 
15,822 
19,473 
10,008 
16,849 
19,340 
10,259 
10,637 
11,674 

8,478 
10,814 

9,622 
10,752 

6,948 
10,702 

6,672 

4,980 

6,409 

7,618 

6,539 


2,113 


124 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1799 


05 
181 
182 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
139 
1891 
1892 
1893 
1894 
1899 
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Table 39. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 


MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. PROCESSING INDS. 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 

BAKERIES 

MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 

SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


TOTAL 


TOBACCO PRODUCTS INDUSTRIES 


TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

LUGGAGE, HANDBAG ETC. MANUFACTURERS 
MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 

FELT AND FIBRE PROCESSING MILLS 
FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
MISCELLANEOUS TEXTILE INDUSTRIES 
THREAD MILLS 

NARROW FABRIC MILLS 

EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


PEDWW 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


2,411 
2,168 
243 


418 


Man 
hours 
paid 
Heures- 
hommes 
payées 


891 


CNE 


Wages 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


386 


x x x x : 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


413,658 
373,811 
39,847 
x 
34,637 
x 


x 
88,641 
38,068 
57,034 

x 

x 
13,912 
113,270 
x 

x 

x 
44,026 


x 
16,932 
x 

Ci Way 
x 


813,208 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


502,790 
446,080 
56,710 
x 
54,936 
x 


x 
118,654 
45,444 
71,056 
x 

x 
34,166 
148,761 
x 

x 

x 
61,369 


x 
40,407 
x 
29,253 
x 


1,093,976 


Value 
added 


Valeur 
ajoutée 


15,237 


x 
22,664 
x 
19,341 
x 


276,934 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


Employees — Salariés 


employees 


hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
10 745 237 
10 679 207 
= 66 30 
x x x 
= 123 44 
x x x 
x x x 
il 502 109 
= 119 37 
3 166 41 
x x x 
- X x x 
57 211 73 
3 399 112 
x x x 
x x x 
x x x 
- 288 81 
x x x 
2 353 77 
x x x 
= 109 25 
x x x 
78 2,861 834 
x x 
x x 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
- 4 6 
- 4 6 
3) 39 25) 
aa x x 
x x x 
x x x 
x x x 
x x x 
ees x x 
x x x 
x x x 
2 12 10 
x x x 
x x x 
x x 
ate x x 
2 7 8 
x x x 
1 11 15 
5 88 70 
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Tableau 39. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


x 
5,954 
x 
5,163 
x 
2,595 
x 


54,218 


— 
™~S 
SS Ky OKIE CM CO CEE SCENE ESC ESC 


Oo -_ 
an an 
£ 


1,966 


Total employees 


Number 


Nombre 


= 
x OX «KK x BR x x x x x x x x 


ms 
Oo wo 
© 


743 


Total des salariés 


Salaries 
and 
wages 


Traitements 
et 
salaires 


x 
10,787 
x 
8,751 


x 
7,804 
x 


143,168 


wo 
A 
OX x x X X KK x 


= 
x Bx xxx 


1,295 


6,698 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matiéres, des 
fournitures et 


des marchan- 


dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
460,332 555,259 
414,727 492,414 
45,605 62,844 
x x 
48,582 71,206 
x x 
x x 
107,491 139,124 
53,642 61,233 
65,926 81,766 
x x 
x x 
16,302 37,161 
133,939 1779195 
x x 
x x 
x x 
59747 83,840 
x x 
22,022 47,785 
x x 
9,452 29,712 
x x 
951,461 1,255,779 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
1,093 2,258 
1,093 2,258 
18,884 27,976 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
1,549 3,008 
x x 
x x 
x x 
x x 
253 1,767 
x x 
3,107 5,216 
14,266 24,530 


Value 
added 
Valeur 
ajoutée 


95,359 
79,468 
15,891 


x 
23,296 
x 


x 
29,766 
6,758 
14,813 
x 

x 
20,079 
43,331 
x 

x 

x 
22,016 
x 
24,952 
x 
19,505 
x 


300,484 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 


IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 

BOULANGERIES 

INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 

PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 

FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 


FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 

FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 


FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FEUTRE ET TRAITEMENT DES FIBRES 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
INDUSTRIES TEXTILES DIVERSES 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 

BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


125 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1799 


05 
181 
182 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
189 
1891 
1892 
1893 
1894 
1899 


126 


Code 


06 
239 
2391 
2392 


10 
271 
272 
273 
2731 
2732 
2733 
274 


LE 

286 
287 
288 
289 
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Table 39. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
— Cost of 
Estab- Travailleurs de la production et assimilés fuel 
lish- and 
ments elec- 


Major group and industry — Man tricity 
Eta- hours — 
blisse- Female paid Wages Coût du 
ments — — — combus- 
Femmes Heures- Salaires tible et 
hommes de l'élec- 
payées tricité 


number - nombre "000 
KNITTING MILLS 
KNITTING MILLS-EXCEPT HOSIERY MILLS 3 91 219 680 3,148 239 
KNITTED FABRIC MANUFACTURERS 1 x x x x x 
OTHER KNITTING MILLS 2 x x x x x 
TOTAL 3 91 219 680 3,148 239 
CLOTHING INDUSTRIES 
MEN'S CLOTHING FACTORIES 53 605 2,700 6,769 26,344 480 
MEN'S CLOTHING FACTORIES 44 x x x x x 
MEN'S CLOTHING CONTRACTORS 9 x x x x x 
WOMEN’S CLOTHING INDUSTRIES 19 x x x x x 
WOMEN'S CLOTHING FACTORIES 17 276 1,396 3,399 13,716 273 
WOMEN'S CLOTHING CONTRACTORS 2 x x x x x 
CHILDREN'S CLOTHING INDUSTRY 2 x x x x x 
FUR GOODS INDUSTRY 14 61 53 224 1,065 11 
MISCELLANEOUS CLOTHING INDUSTRIES 5 25 137 331 1,231 48 
HAT AND CAP INDUSTRY 4 x X x x x 
MISCELLANEOUS CLOTHING INDS. NES il x x x Xx x 
TOTAL 93 1,004 4,411 11,052 43,657 824 
WOOD INDUSTRIES 
SAWMILLS, PLANING AND SHINGLE MILLS 17 337 3 718 4,227 354 
SAWMILLS AND PLANING MILLS 1 74 337 3 718 4,227 354 
SASH, DOOR & OTHER MILLWORK PLANTS 58 1,035 91 2,345 12,414 635 
SASH, DOOR AND OTHER MILLWORK NES 29 814 81 1,856 9,735 506 
PRE-FABRICATED BLDGS (WOOD FRAME) 6 48 = 107 558 20 
MFRS. OF WOODEN KITCHEN CABINETS 23 173 10 382 2,121 109 
WOODEN BOX FACTORIES 8) x x x x x 
COFFIN AND CASKET INDUSTRY 2 x x x x x 
MISCELLANEOUS WOOD INDUSTRIES 10 JA 3 160 655 30 
WOOD PRESERVATION INDUSTRY 2 x x x x x 
WOOD HANDLES AND TURNING INDUSTRY 1 x x x x x 
MISCELLANEOUS WOOD INDUSTRIES NES 7 x x x x x 
TOTAL 90 1,524 110 3,417 18,229 1,110 
FURNITURE AND FIXTURES INDUSTRIES 
HOUSEHOLD FURNITURE MANUFACTURERS 59 x x x x x 
FURNITURE RE-UPHOLSTERY & REPAIR 28 x x x x x 
HOUSEHOLD FURNITURE MFRS. NES Si 681 217 1,872 8,996 441 
OFFICE FURNITURE MANUFACTURERS a3 Fe <n nee aA 5 
MISC. FURNITURE AND FIXTURE MFRS. 20 433 64 1,046 5252 250 
ELECTRIC LAMP AND SHADE MFRS. 5 70 45 231 904 88 
TOTAL 84 1,338 372 3,567 16,888 779 
PAPER AND ALLIED INDUSTRIES 
PULP AND PAPER MILLS 4 x x x x x 
ASPHALT ROOFING MANUFACTURERS 2 x x x x x 
PAPER BOX AND BAG MANUFACTURERS 12 514 191 1,466 8,465 734 
FOLDING CARTON AND SET-UP BOX MFRS. 5 136 55 402 2,159 163 
CORRUGATED BOX MANUFACTURERS 4 231 25 530 3,378 344 
PAPER AND PLASTIC BAG MANUFACTURERS 3 147 111 534 2,928 227 
MISCELLANEOUS PAPER CONVERTERS 10 146 115 537 2,891 192 
TOTAL 28 1,436 312 3,618 25,536 12,949 
PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 80 932 346 2,927 16,742 518 
PLATEMAKING, TYPESETTING ETC. IND. 13 112 58 324 2,386 50 
PUBLISHING ONLY 22 — — - - - 
PUBLISHING AND PRINTING 49 996 477 2,948 16,461 657 


TOTAL 164 2,040 881 5,799 35,589 1225 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


17,064 


111,962 


51,316 
11,281 
21,030 
19,005 
25,624 


184,484 


67,647 
6,736 
SA 

73,298 


152,792 


Value 
added 
Valeur 
ajoutée 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 
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Tableau 39. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 


hors fabrication 


Male Female 
Hommes Femmes 
number - nombre 
= Se} 28 
x x 
x x x 
= 31 28 
2 143 162 
x x x 
x x x 
x x x 
5 129 179 
x x x 
x x x 
7 11 13 
- 17. 26 
x x x 
x x x 
14 318 386 
14 42 14 
14 42 14 
18 220 63 
ill 135 51 
= 3 1 
7 82 11 
x x x 
x x x 
4 3} - 
x x x 
x x x 
x x x 
37 280 84 
x x Dex 
x x x 
5) 116 58 
cs x x 
1 77 41 
1 32 21 
25 230 122 
x x x 
x x x 
- 110 47 
= 33 12 
— 56 19 
- 21 16 
- 34 24 
= 301 110 
17 282 132 
= 26 14 
4 126 36 
20 461 342 
41 895 524 


Salaries 


Traitements 


Employees — Salariés 


Total employees 


Number 


Nombre 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 

matières, des 

fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
10,387 17,064 
x x 
x x 
10,387 17,064 
69,300 125,792 
x x 
x x 
x x 
34,801 70,756 
x x 
x x 
30795 6,235 
2,479 5,739 
x x 
x x 
1148599 211,853 
16,899 26,873 
16,899 26,873 
37,442 71,270 
29,424 56,165 
2,015 3,081 
6,003 12,024 
x x 
x x 
17329 2,331 
x x 
x x 
x x 
58,308 105,731 
x x 
x x 
19,190 39,544 
x x 
12,969 24,744 
2,463 4,379 
37,374 73,551 
x x 
x x 
32,549 53,873 
7,570 13,245 
12,411 21,040 
12,568 19,588 
16,109 27,063 
104,338 192,267 
29,391 69,185 
1,958 6,736 
2,077 Sy US 
23,093 73,337 
56,519 154,372 


Value 
added 


Valeur 
ajoutée 


48,113 


Groupe et industrie 


BONNETERIE 

BONNETERIE (SAUF BAS, CHAUSSETTES) 
FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 

IND. DES ARTICLES EN FOURRURE 

INDS. DIVERSES DE L'HABILLEMENT 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
SCIERIES ET ATELIERS DE RABOTAGE 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


ay 


Code 


06 
239 
2391 
2392 


07 
243 
2431 
2432 
244 
2441 
2442 
245 
246 
249 
2492 
2499 


08 
251 
2513 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
272 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


128 


Code 


3241 
3242 
3243 


328 


16 
331 
332 
333 
335 
336 
338 
339 
339) 
3399 
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Table 39. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


PRIMARY METAL INDUSTRIES 


IRON AND STEEL MILLS 

STEEL PIPE AND TUBE MILLS 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
METAL ROLLING, CASTING ETC. NES 


TOTAL 


METAL FABRICATING INDUSTRIES 


BOILER AND PLATE WORKS 
FAB. STRUCTURAL METAL INDUSTRY 
ORNAMENTAL & ARCHITECTURAL METAL 


METAL DOOR AND WINDOW MANUFACTURERS 


ORNAMENT & ARCHITECTURAL METAL NES 
METAL STAMPING, PRESSING & COATING 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
WIRE AND WIRE PRODUCTS MFRS. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 


TOTAL 


MACHINERY INDUSTRIES 


AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


TOTAL 


TRANSPORTATION EQUIPMENT INDUSTRIES 


AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY AND TRAILER MFRS. 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 
BOATBUILDING AND REPAIR 


TOTAL 


ELECTRICAL PRODUCTS INDUSTRIES 


MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF MAJOR APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
MFRS. OF MISC. ELECTRICAL PRODUCTS 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


OnNWANM ND 


51 


és 


nr + © PR © & O ND AN 


= 


A 
Ke} 


WU ND UN NN NI + : 


26 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 


Female paid Wages 


Heures- 
hommes 
payées 


Femmes 


number - nombre "000 
x x x 
x x x 
225 4 468 2,891 
x x x 
x x x 
150 19 341 1,916 
1,951 50 4,091 
x x x 
643 19 1,343 9,184 
447 14 939 5,158 
336 14 709 3,837 
Tela - 230 1,321 
1,098 32 2,309 
83 1 178) 1,068 
1,015 31 2,185 
x x x 
x x x 
47 4 108 
56 9 138 
211 12 472 3,035 
402 10 859 5,350 
435 9 898 6,000 
3,449 113 7,303 
1981 71 3,965 
x x x 
x x x 
2,984 162 6,255 
1312 209 3,055 
x x x 
1,111 234 2,596 
x x x 
346 83 893 4,695 
x x x 
251 56 617 3,494 
x x x 
x x x 
145 2 288 1,320 
3,210 519 7,350 
x x x 
x x x > 
134 17 496 2352 
464 52 1,073 6,617 
x x x 
167 87 516 2,611 
x x x 
x x x 
970 294 2,573 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


233532 
11,976 
Uj 
4,265 
59,268 
1,066 
58,202 
x 

x 
1,140 
1,049 
8,371 
8,874 
13,268 


129,746 


93,065 


123,398 


20,510 
x 
52,207 


x 
23,171 
x 
8,551 
x 

x 
3,963 


102,780 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 
8,716 
x 

x 
17,633 


142,500 


x 
61,975 
26,610 
19,197 
7,413 
99,137 
3,657 
95,480 
x 

x 

2,376 
2,584 
14,663 
19,878 
30,315 


262,776 


175,809 
x 
x 


237,401 


65,426 
x 
74,275 


x 
33,780 
x 
18,978 
x 

x 
7,194 


201,913 


102,130 


Value 
added 
Valeur 
ajoutée 


39,417 
13,843 
10,753 
3,091 
39,605 
2,450 
37455 
x 

x 

1,240 
1,530 
6,409 
10,815 
16,849 


132,511 


72,604 


103,628 


45,820 
x 
22,914 


x 
10,009 
x 
10,703 
x 

x 
3,055 


101,025 


Working 


owners and 


partners 


Propriétaires 


et associés et autre personnel 
actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
x x x 
x x x 
= 22 10 
x x x 
x x x 
= 36 11 
= 303 52 
x x x 
= 391 49 
8 88 44 
2 71 38 
6 17 6 
- 244 72 
- 16 6 
- 228 66 
x x re 
x x x 
- 11 3 
3 14 6 
- 61 14 
2 152 27 
2 127 37 
5 1116 259 
1 437 135 
x x x 
x x x 
92 17 
2 950 307 
— 569 261 
x x x 
3 270 127 
x x x 
- 44 17 
x x x 
= 81 31 
x x x 
x x x 
3 10 if 
6 1,258 502 
x x x 
x x 
x x 
65 23 
- 196 62 
x x x 
- 101 42 
x x x 
x x x 
1 566 169 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 
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Tableau 39. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administration, bureau 


Salaries 


Traitements 


$'000 


Total employees 


Number 


Nombre 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 
matiéres, des 
fournitures et 
des marchan- 

dises desti- 

nées a la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 


et autres 
recettes 


$'000 
x x 
x x 
22932 8,716 
x x 
x x 
13,851 20,847 
149,237 234,462 
x x 
31,909 76,506 
12,720 27,096 
8,400 19,644 
4,321 7,452 
81,282 124,200 
1,174 35792 
80,108 120,408 
x x 
x x 
17315 2,613 
1,181 2,784 
8,697 14,876 
11219 22,887 
18,317 35,959 
169,212 312,461 
95,369 185,293 
x x 
x x 
133,933 259,569 
32,386 80,781 
x x 
63,590 86,655 
x x 
23,802 34,514 
x x 
9,781 20,339 
x x 
x x 
4,038 7225 
1274171 231,636 
x x 
x x 
x x 
5,648 13,181 
23,502 45,248 
x x 
13,098 23,085 
x x 
x x 
59,434 107,311 


Value 
added 


‘Valeur 
ajoutée 


45,571 
13,585 
10,511 
3,074 
42,654 
2,476 
40,178 
x 

x 

1,301 
1,598 
6,297 
11,479 
17,445 


142,730 


79,783 


115,261 


49,299 
x 
24,461 
x 
10,112 


x 
10,833 
x 

x 
3,011 


106,357 


Groupe et industrie 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 


‘ 


TOTAL 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D’ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


129 


Code 


12 

291 
292 
294 
295 
296 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
327 
328 


16 
331 
332 
333 
335 
336 
338 
339 
3391 
3399 


130 


Code 


17 
391 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3562 
358 
359 
8591 
3599 


18 
365 
3651 
3652 
369 


19 
374 
375 
376 
378 
3782 
3783 
379 
3791 
2799 


20 
391 
3911 
SOLS 
3914 
3915 
392 
393 
3931 
3932 
397 
399 
3991 
5992 
3993 
3998 
3999 
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Table 39. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 
STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS PRODUCTS MANUFACTURERS 
LIME MANUFACTURERS 
MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 
MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 
CHEMICAL & CHEMICAL PRODUCTS INDS. 


MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF INDUSTRIAL CHEMICALS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


MISCELLANEOUS MANUFACTURING INDS. 
SCIENTIFIC & PROFESSIONAL EQUIPMENT 
INSTRUMENT & RELATED PRODUCTS MFRS. 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 
JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS AND TOY INDUSTRIES 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 
MISC. MANUFACTURING INDS. NES 
BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FLOOR TILE, LINOLEUM ETC. MFRS. 

FUR DRESSING AND DYEING 
OTHER MISC. MANUFACTURING INDS. 


TOTAL 


TOTAL, ALL INDUSTRIES 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


Ne i 
nm OO re ND = B © ND ND ON © 


Go si 
IN © © D æ 01 D O1 O1 QD NNR © 


Ww 


N 


N 
N & © D O1 M © ND O1 ND BP 


1,263 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 
x 


50 
x 


x 
109 
416 


463 


28,824 


1x xx &KxKx&Ke | x x EX 


x X X x 


269 


10,071 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


1,075 


78,893 


Wages 


Salaires 


458,730 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


Be UNI || KOK DS 


ry 
No 
x x © © 


88,951 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


1,939,564 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


136,775 


PPS ES eS 


3,277,879 


Value 
added 


Valeur 
ajoutée 


1,266,865 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


Male 


Hommes 


employees 


hors fabrication 


Female 


Femmes 


number - nombre 


| X xX xX x x x U N° x »x NN x 


x x X x 


a CDS ECS | 


XX D PEX xX X DB | x x x N 


D x : 


23 


273 


= 
on 
x X NX X X OX x x WNx x Ox 


= 
Q 


a 


392 


on 
KX KK Om x x x W | Wx x x 


208 


10,563 


N ND 
x x OX x x DO x x x NNXxK »x Wx 


= 


@ 
Lo) 


x x x x 


169 


N Ww _ 


- x x xX X POXxxN!I Ox x x 


ro 


Lee 
Le] 


3,900 
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Tableau 39. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


$'000 


229,434 


Total employees 


Total des salariés 


Number 


Nombre 


53,358 


Salaries 
and 
wages 


Traitements 
et 
salaires 


688,164 


Cost of 
materials, 
supplies 
and goods 
for resale 
Cott des 

matiéres, des 

fournitures et 
des marchan- 
dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
x x 
1,174 2,201 
x x 
x x 
1,506 4,376 
10,452 30,808 
x x 
x x 
x x 
22,121 42,801 
x x 
x x 
x x 
7,898 16,819 
x x 
x x 
53,099 142,710 
x x 
x x 
x x 
x x 
x x 
6,381 10,325 
11,072 22,164 
4,023 8,374 
x x 
22,061 49,122 
x x 
x x 
x x 
13,155 18,684 
58,923 112,603 
x x 
x x 
x x 
2,816 4,586 
1,897 9,339 
1,130 1,625 
x x 
x x 
x x 
2,741 12,563 
4,349 8,754 
x x 
x x 
x x 
x x 
861 1,960 
16,931 38,712 
2,309,194 3,719,320 


Value 
added 


Valeur 
ajoutée 


1,338,676 


Groupe et industrie 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 

RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 


TOTAL 


INDUSTRIE CHIMIQUE 


FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


INDUSTRIES MANUFACTURIERES DIVERSES 


MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. ARTICLES DE SPORT ET DE JOUETS 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

INDS. MANUFACTURIERES DIVERSES NCA 
FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE BOUTONS, DE BOUCLES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
APPRETAGE ET TEINTURE DE FOURRURE 
AUTRES IND MANUFACTURIERES DIVERSES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 


131 


Code 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3562 
358 
359 
SE 
3599 


18 
365 
3651 
3652 
369 


19 
374 
375 
376 
378 
3782 
3783 
579 
3791 
3799 


20 
391 
3911 
3913 
3914 
3915 
392 
393 
3931 
3932 
397 
399 
3991 
3992 
3993 
3998 
3999 


132 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
162 
165 


172 
174 
175 
1799 
182 


1851 
1852 
1871 
1872 
188 


1893 
1894 
1899 
2391 
2392 


2431 
2432 
2441 
2442 
245 


246 

2492 
2499 
2518 
2541 


2543 
2544 
256 
258 
2591 


2592 
2599 
2611 
2619 
266 


268 
271 
272 
2731 
2732 


2733 
274 
286 
287 
288 


289 
291 
292 
294 
295 
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TABLE 40. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 40. NOMBRE D'ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 


CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 


DISTILLERIES 

BREWERIES 

WINERIES 

RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 
MISC. LEATHER PRODUCTS MFRS. 
WOOL YARN AND CLOTH MILLS 


FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 


EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 
KNITTED FABRIC MANUFACTURERS 
OTHER KNITTING MILLS 


MEN’S CLOTHING FACTORIES 
MEN'S CLOTHING CONTRACTORS 
WOMEN'S CLOTHING FACTORIES 
WOMEN'S CLOTHING CONTRACTORS 
CHILDREN'S CLOTHING INDUSTRY 


FUR GOODS INDUSTRY 

HAT AND CAP INDUSTRY 
MISCELLANEOUS CLOTHING INDS. NES 
SAWMILLS AND PLANING MILLS 

SASH, DOOR AND OTHER MILLWORK NES 


PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


WOOD HANDLES AND TURNING INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
MISC, FURNITURE AND FIXTURE MFRS. 


ELECTRIC LAMP AND SHADE MFRS. 

PULP AND PAPER MILLS 

ASPHALT ROOFING MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 


PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 


PUBLISHING AND PRINTING 
IRON AND STEEL MILLS 
STEEL PIPE AND TUBE MILLS 
IRON FOUNDRIES 

SMELTING AND REFINING 


Employment size group — Effectif par tranche de taille 


1 5 10 | 20 | 50 | 100 | 200 | 500 | 1,000 
= s à = = 2 ” + | TOTAL 
4 9 19 | 49 | 99 | 199 | 499 | 999 
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NS 
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eee, 


OV eS 
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ne , 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 


FABRICANTS DE CONFISERIE 
SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 


DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 

IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 
FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DE LA LAINE 


USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 


BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 

FAB. DE TISSU A MAILLES 

AUTRES FABRICANTS DE TRICOT 


CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION FORFAIT VETEMENTS HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
CONFECTION FORFAIT VETEMENTS DAMES 
IND. DES VETEMENTS POUR ENFANTS 


IND. DES ARTICLES EN FOURRURE 
IND. DES CHAPEAUX ET CASQUETTES 
INDS. DIVERSES DU VETEMENT NCA 
SCIERIES ET ATELIERS DE RABOTAGE 
PORTES, CHASSIS, BOIS OUVRES NCA 


PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 


MANCHES EN BOIS, TOURNAGE SUR BOIS 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
IND DES ARTICLES AMEUBLEMENT DIVERS 


LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 


.FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 


EDITION ET IMPRESSION 
SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 


Code 


1011 
1012 
102 

1031 
1032 


104 
105 
106 
1071 
1072 


1081 
1082 
1083 
1089 
1091 


1092 
1093 
1094 
162 
165 


172 
174 
175 
1799 
182 


1851 
1852 
1871 
1872 
188 


1893 
1894 
1899 
2391 
2392 


2431 
2432 
2441 
2442 
245 


246 

2492 
2499 
2513 
2541 


2543 
2544 
256 
258 
2591 


2592 
2599 
2611 
2619 
266 


268 
271 
272 
2731 
2732 


2733 
274 
286 
287 
288 


289 
291 
292 
294 
295 


INDUSTRY 1 
4 
Code 


296 
298 
301 
302 
3031 


3039 
3041 
3042 
3051 
3059 


306 
307 
308 
309 
311 


315 
316 
321 
323 
3241 


3242 
3243 
325 
326 
327 


328 
331 
333 
335 
336 


338 

3391 
3399 
3511 
3512 


352 
353 
3541 
3542 
3549 


355 
3562 
358 
3599 
3651 


3652 
369 
374 
375 
376 


3782 
3783 
3791 
3799 
3911 


3913 
3914 
3915 
392 

3931 


3932 
397 

3991 
3992 
3998 


3999 
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TABLE 40. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 40. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


ALUMINUM ROLLING, CASTING ETC. 

METAL ROLLING, CASTING ETC. NES 

BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 


ORNAMENT & ARCHITECTURAL METAL NES 
METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 


HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 

MISC, METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 


MISC. MACHINERY AND EQUIPMENT MFRS. 
COMMERCIAL REFRIG. AIR COND. MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 
MOTOR VEHICLE MANUFACTURERS 

TRUCK BODY MANUFACTURERS 


NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 
RAILROAD ROLLING STOCK INDUSTRY 
SHIPBUILDING AND REPAIR 


BOATBUILDING AND REPAIR 

MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 


MFRS. OF ELECTRIC WIRE AND CABLE 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 


CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 


READY-MIX CONCRETE MANUFACTURERS 
GLASS PRODUCTS MANUFACTURERS 

LIME MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 


MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 


INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 


ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 


TOYS AND GAMES MANUFACTURERS 

SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
BUTTON, BUCKLE AND FASTENER MFRS. 
FUR DRESSING AND DYEING 


OTHER MISC. MANUFACTURING INDS. 


i Det 


rm, Pe 


Employment size group — Effectif par tranche de taille 


5 10 | 20 | 50 | 100 | 200 | 500 |1,000 
= = = = = = = + | TOTAL 
9 19 | 49 | 99 | 199 | 499 | 999 
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INDUSTRIE 


LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 
IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
FAB. PORTES ET FENETRES METALLIQUES 


PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 


QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 


FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 


REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION REPARATION, NAVIRES 


CONSTRUCTION, ETC. D'EMBARCATIONS 
FAB. PETITS APPAREILS ELECTRIQUES 

FABRICANTS D'APPAREILS D'ECLAIRAGE 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 


FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 


FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 


FABRICANTS DE BETON PREPARE 
FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 


HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 


PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FABRICANTS D'ENCRES D'IMPRIMERIE 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 


APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 


FABRICANTS DE JEUX ET DE JOUETS 
FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 
FAB. DE BOUTONS, DE BOUCLES, ETC. 
APPRETAGE ET TEINTURE DE FOURRURE 


AUTRES IND MANUFACTURIERES DIVERSES 
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TABLE 41. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 41. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturière Total activity -— Activité totale 
Producti d ‘ I Î | | Total employees 
oduction an otal emp 
Cost of Value of 
Establish related workers 3 : : = 
Year ments = ae fee penal aan of Vale Nes Total des salariés 
E Le Travailleurs de la + ss se CD pen oo LES || BOOUs own 4 ae 4 Se ee Value 
Année Etablisse- production et Me Es manu aC Wire ge PORTE eee added 
ments assimilés Coût du Coût des Valeur des Valeur Proprié- and Valeur 
combustible | matières et livraisons ajoutée taires et | Number3 wages ajoutée 
Nabe Wares et de l’élec- | fournitures | de produits associés = pe 
umber ag Hate) mtilisées2 de propre actifs Nombre? | Traitements 
Nombre Salaires fabrication ale 
| | salaires 
| number — nombre | $7000 number — nombre $000 
TOS Gite eee sotto 700 8,537 28,363 6,345 186,844 286,847 11,670 40,171 
VOSS) Lee sono eas 729 8,577 29,744 6,764 196,028 312,608 109,542 11,774 42,264 
VO SO ee PRET: 673 8,828 32,242 7,103 210,481 337,658 122,516 12,035 45,798 
LOG Oe eee EEE 682 8,986 33,605 15320 206,740 329,945 1955573 12,267 48,104 
LOGE te) een Sci 710 8,648 33,029 12192 213,881 331,863 113279) 389 13,555 54,787 117,320 
TOG 2M ER ER 720 8,717 34,645 8,200 228,747 352,069 113,750 400 13,662 57,560 118,519 
LOGS or eee 749 8,768 35,906 8,201 237720 370,512 126,495 400 13,744 59,841 133,475 
NOGA RS Le Te 91485 38,566 8,650 245,543 381,781 128,354 394 14,247 64,273 136,137 
196 avira enews 754 9,491 41,074 9255 275,818 421,452 138,692 350 14,960 69,840 146,543 
LOGE EEE ER 774 10,166 46,857 9,703 310,533 470,381 154,534 346 15,689 77,947 161,463 
LOG TEE PE ES ote VAD 10,222 51,491 10,130 305,487 479,582 165,986 343 15,611 83,558 174,505 
IE bio ete alone aie 756 10,348 56,447 11,000 311,760 489,210 170,002 318 15,654 89,955 179,420 
LOGO ME TUE 748 9,889 58,686 12,160 382722 530,443 186,891 316 15,267 95,082 194,956 
LOTUS CLR E 737 10,139 64,361 12,413 342,021 544,611 191,983 292 14,703 97,985 200,623 
LOTIR Moat rence tenets 723 10,177 69,461 12,166 356,713 578,039 209,965 269 14,578 103,147 217,941 
LOTS RER ONE 709 11,061 80,436 13,244 390,490 646,510 244,772 263 15,570 117,754 257,447 
LOTS EM RE ts moe ta? 675 12,246 95,376 15,201 494,861 809,648 319,973 192 16,753 136,307 330,995 
LITE ee 678 1H 114,752 18,145 669,466 1,045,160 373,245 117 17917 164,165 3915125 
NUS Bios 35 G9 2 653 13,995 143,740 22,622 719,195 1,176,473 437,152 154 19,213 208,281 455,185 
1976 eae ae 612 13,671 160,712 29,850 754,522| 1,213,350] 446,399 112 18,694 | 231,643] 469,303 
LOT TE CA EE Ooo, 2 592 13,612 179,666 37,296 805,621 1,299,498 469,980 93 18,648 258,428 489,184 
1978 EG se MEN 676 14,112 196,676 44,861 906,332 1,513,768 548,465 117 19,215 282,720 567,984 
et Ae es | 


1 For statistics covering the period 1931 - 1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the * ‘Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de N97 3ret antérieures. Les données de la période 1957 - 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — À compter de 1970, le coût du combustible 
et de l'électricité des petits établissements est inclus dans le coût des matières et fournitures. 

Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l“‘Activité manufacturière” et 
RE totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 

riques 
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TABLE 42. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 42. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Value of 


Production and 


related workers Cost of shipments 
i materials of goods 
Eu Aen Be Travailleurs de la eine Pee OF ne ui. 
an ndustry production et use manufacture adde 
: assimilés a - i 
Rang Industrie Cott des Valeur des Valeur 
matiéres et livraisons ajoutée 
Number Wages fournitures de produits 
utilisées de propre 


fabrication 


Nombre Salaires 


number — nombre $'000 


1 1011 |SLAUGHTERING AND MEAT PROCESSORS 

ABATTAGE, CONDITIONNEMENT DE VIANDE 27 1,002 14,606 181,506 207,333 24,651 
23k AGRICULTURAL IMPLEMENT INDUSTRY 

FABRICANTS D'INSTRUMENTS ARATOIRES 25 984 12,933 33,618 72,269 35,663 
3 2513 |SAWMILLS AND. PLANING MILLS 

SCIERIES ET ATELIERS DE RABOTAGE 10 459 6,898 26,077 45,592 20,264 
4 289 PUBLISHING AND PRINTING t 

EDITION ET IMPRESSION 57 766 9,952 12,674 44,248 31,310 
5) (355 READY-MIX CONCRETE MANUFACTURERS 

FABRICANTS DE BETON PREPARE 34 383 5,638 17,145 34,690 16,434 
6 106 |FEED INDUSTRY 

FABRICATION D'ALIMENTS POUR ANIMAUX 21 192 2,516 23,376 33,802 9,077 
7 1093 |BREWERIES 

BRASSERIES 5 273 5,433 9,407 30,769 20,703 
8 302 FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. i 346 5,983 15,453 27,686 11,699 
9 1091 |SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 14 262 3,074 8,709 24,604 15,385 
10 1072 |BAKERIES 

BOULANGERIES 60 387 4,636 8,470 23,408 14,185 
11 286 [COMMERCIAL PRINTING 

IMPRIMERIE COMMERCIALE 44 430 5,827 6,590 18,836 12,188 
12 2543 |PRE-FABRICATED BLDGS (WOOD FRAME) 

PREFAB BATIMENTS-CHARPENTES EN BOIS 4 176 2,512 10,527 17,420 4,838 
13 3243 [COMMERCIAL TRAILER MANUFACTURERS 

FAB. DE REMORQUES USAGE COMMERCIAL 5 288 3,814 8,111 17,196 8,507 
14 2541 |SASH, DOOR AND OTHER MILLWORK NES 

PORTES, CHASSIS, BOIS OUVRES NCA 15 232 2,680 8,288 13,865 5,632 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent étre publiées. 


138 


Code 


02 
153 


03 
162 
165 


04 
174 
179 
1799 


05 
184 
187 
1872 
188 
189 
1893 
1899 


07 
243 
2431 
244 
2441 
246 
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Table 43. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 
FISH PRODUCTS INDUSTRY 
FRUIT & VEG. PROCESSING INDS. 

FRUIT & VEG. CANNERS & PRESERVERS 
DAIRY PRODUCTS INDUSTRY 


FLOUR & BREAKFAST CEREAL PRODS. IND 


FEED INDUSTRY 

BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 
BAKERIES 

MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 
VEGETABLE OIL MILLS 
MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 

SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


TOTAL 
TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 
SHOE FACTORIES 


LUGGAGE, HANDBAG ETC. MANUFACTURERS 


MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 
CORDAGE AND TWINE INDUSTRY 


CANVAS PRODUCTS COTTON & JUTE BAGS 


CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
MISCELLANEOUS TEXTILE INDUSTRIES 
EMBROIDERY, PLEATING, HEMSTITCHING 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


CLOTHING INDUSTRIES 
MEN'S CLOTHING FACTORIES 
MEN'S CLOTHING FACTORIES 
WOMEN'S CLOTHING INDUSTRIES 
WOMEN'S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 


TOTAL 


Estab- 
lish- 
ments 


Eta- 
blisse- 
ments 


159 


12 


12 


© ND O1 + © © 


10 


ei bé ts ON ON 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


= ioe) 
© ou 
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Ww 
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no 
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Man 
hours 
paid 
Heures- 
hommes 
payées 


p 
[®] 


(es) 
Q 
LHC SR eK) OO ee MUR EE EE 


uo 
o 


Le) 
ND 
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7,026 


Wages 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


1,75 


on 


a 
ve) 
x WK «KKK KEK KOK K KK x 


> 
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x N 


10,121 


LME SE EE ee 4 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


x 
181,507 


8,710 
x 
9,407 
x 


402,677 


x X KK x 


11,152 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 
207,334 


24,605 
x 
30,770 
x 


559,194 


DR EK OK: 


22,103 


Value 
added 


Valeur 
ajoutée 


15,385 
x 
20,704 
x 


148,205 


err, ae, me 


11,019 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


Employees — Salariés 


Male 


Hommes 


employees 


Female 


Femmes 


number - nombre 
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Tableau 43. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


x X X xX x 


449 


Total employees 


Number 


Nombre 


N 
Le) 


an 
oS 
SCOOP CaCI GU) aC) OO) SK) Scr 


a 
TS 


Ww 
ee) 
xe 


5,247 


Ie CC 


623 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


7,435 
x 
7,792 
x 


78,517 


x X X xX x 


5,271 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 
matières, des 
fournitures et 
des marchan- 

dises desti- 
nées à la 
revente 


11,625 
x 
9,652 
x 


455,114 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


36,596 
x 
x 
26,997 


28,270 
x 
30,816 
x 


622,579 


DCLICLMOICRIC 


x 
656 


2,203 


x <x X x x 


22,103 


Value 
added 


Valeur 
ajoutée 


16,135 
x 
20,506 
x 


159,153 


x X X x x 


10,934 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 
IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 
IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
INDUSTRIE LAITIERE 
MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 
BOULANGERIES 
INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 
MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 
PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 
FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 
IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 
FABRIQUES DE CHAUSSURES 
FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 
CORDERIE ET FICELLERIE-FABRICATION 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
INDUSTRIES TEXTILES DIVERSES 
BRODERIE, PLISSAGE, OURLETS A JOUR 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 
IND. DES VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR HOMMES 


IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 


TOTAL 


139 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


140 


Code 


10 
271 
273 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

291 
292 
294 
295 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
306 
307 
308 
309 
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Table 43. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
es Cost of 
Estab- Travailleurs de la production et assimilés fuel 
lish- and 
ments elec- 


Major group and industry — Man tricity 
Eta- hours — 
blisse- Male Female paid Wages Coût du 
ments — — == — combus- 
Hommes Femmes Heures- Salaires tible et 
hommes de l'élec- 
payées tricité 


number - nombre ‘000 
WOOD INDUSTRIES 
SAWMILLS, PLANING AND SHINGLE MILLS 10 453 6 917 6,898 972 
SAWMILLS AND PLANING MILLS 10 453 6 917 6,898 972 
VENEER AND PLYWOOD MILLS 1 x x x x x 
SASH, DOOR & OTHER MILLWORK PLANTS 25 413 JV 896 5,379 276 
SASH, DOOR AND OTHER MILLWORK NES 15 222 10 494 2,680 138 
PRE-FABRICATED BLDGS (WOOD FRAME) 4 176 = 368 22512 133 
MFRS. OF WOODEN KITCHEN CABINETS 6 15 1 34 187 5 
WOODEN BOX FACTORIES 3 x x x x x 
COFFIN AND CASKET INDUSTRY 1 x x x x + 
MISCELLANEOUS WOOD INDUSTRIES 6 x x x x x 
WOOD PRESERVATION INDUSTRY 5 104 - 215 1,334 88 
MANUFACTURERS OF PARTICLE BOARD 1 x x x x x 
TOTAL 46 1,396 77 2,996 21,484 3,047 
FURNITURE AND FIXTURES INDUSTRIES 
HOUSEHOLD FURNITURE MANUFACTURERS 30 x x x x x 
FURNITURE RE-UPHOLSTERY & REPAIR 23 43 18 134 472 — 
HOUSEHOLD FURNITURE MFRS. NES 7 xX x x x x 
OFFICE FURNITURE MANUFACTURERS il x x a x x x 
MISC. FURNITURE AND FIXTURE MFRS. L x x x x x 
TOTAL 32 75 24 205 858 15 
PAPER AND ALLIED INDUSTRIES 
PULP AND PAPER MILLS 1 x x x x x 
PAPER BOX AND BAG MANUFACTURERS 2 x x x x x 
CORRUGATED BOX MANUFACTURERS 1 x x x x x 
PAPER AND PLASTIC BAG MANUFACTURERS Il x x x x x 
MISCELLANEOUS PAPER CONVERTERS 3 x x x x x 
TOTAL 6 x x x x x 
PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 44 312 118 861 5,827 123 
PLATEMAKING, TYPESETTING ETC. IND. 3 x x x x x 
PUBLISHING ONLY 10 x x x x x 
PUBLISHING AND PRINTING 57 565 201 1,535 9,953 384 
TOTAL 114 895 331 2,453 16,156 524 
PRIMARY METAL INDUSTRIES 
IRON AND STEEL MILLS A Le + 
STEEL PIPE AND TUBE MILLS 1 x X x x x 
IRON FOUNDRIES 3 103 5 21 1,288 309 
SMELTING AND REFINING 1 x x x x x 
TOTAL 5 x x x x x 
METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS 1 x x x x x 
FAB. STRUCTURAL METAL INDUSTRY i 344 2 732 5,984 196 
ORNAMENTAL & ARCHITECTURAL METAL 15 156 6 334 1,982 108 
METAL DOOR AND WINDOW MANUFACTURERS 10 x x x x x 
ORNAMENT & ARCHITECTURAL METAL NES 5 x x x x x 
METAL STAMPING, PRESSING & COATING 15 232 24 528 2,837 80 
METAL COATING INDUSTRY 1 x x x ae x 
METAL STAMPING AND PRESSING IND. 14 x x x x x 
HARDWARE, TOOL AND CUTLERY MFRS. 1 x x X x x 
HEATING EQUIPMENT MANUFACTURERS 1 x x x x x 
MACHINE SHOPS 37 x x x x x 
MISC. METAL FABRICATING INDS. 8 80 14 199 1,104 36 
TOTAL 85 1,186 74 2,617 16,573 549 


Cost of 
materials 
and 
supplies 
used 
Cout des 
matiéres et 
fournitures 
utilisées 


985 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


6,044 
x 


115,732 


Value 
added 
Valeur 
ajoutée 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 
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Tableau 43. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 
employees 
Administration, bureau 
et autre personnel 


hors fabrication 
Male Female Salaries 

Hommes Femmes Traitements 

number - nombre $'000 
4 73 34 2,015 
4 78 34 2,015 
x x x x 
6 118 35 2,511 
1 68 24 1,465 
a 43 9 928 
5 7 2 119 
x x x x 
x x x x 
x x x x 
2 7 4 186 
x x x x 
13 251 79 5,971 
x x x x 
17 - - - 
x x x x 
x x x x 
x x x x 
23 7 1 147 
x x x x 
x x x x 
x x x x 
x x x x 
x x x Xx 
x x x x 
1 56 32 1,591 
x x x x 
x x x x 
10 312 263 7,980 
15 391 515 10,100 
see x x x 
x x x x 
- 19 5 413 
x x x x 
x x x x 
x x x x 
- 116 26 2,582 
- 42 18 1,017 
x x x x 
x x x x 
- 75 18 1757. 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
- 16 2 429 
10 294 79 6,897 


Employees — Salariés 


Total employees 


Total des 


Number 


Nombre 


salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matières, des 
fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
26,256 45,729 
26,256 45,729 
x x 
24,538 38,691 
11,492 17,841 
12,484 20,082 
562 768 
x x 
x x 
x x 
4,092 6,122 
x x 
68,736 122,909 
x x 
845 1,609 
x x 
x x 
x x 
1,639 3,252 
x x 
x x 
x x 
x x 
x x 
x x 
6,936 19,245 
x x 
x x 
137373 44,447 
21,181 66,273 
x x 
x x 
1,833 3,775 
x x 
x x 
x x 
18,288 32,044 
6,393 14,354 
x x 
x x 
18,859 27,827 
x x 
x x 
x x 
x x 
x x 
1,459 3,873 
53,002 94,926 


Value 
added 
Valeur 
ajoutée 


20,222 
20,222 
x 
12,150 
6,405 
5,543 
202 


Groupe et industrie 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
. SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 


TOTAL 


IND. MEUBLE, ARTICLES D'AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

BOITES EN CARTON, SACS EN PAPIER 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 


TOTAL 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


141 


Code 


2611 
2619 


266 


10 
DTA 
273 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

294 
292 
294 
295 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
306 
307 
308 
309 


142 
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Table 43. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


14 MACHINERY INDUSTRIES 


311 AGRICULTURAL IMPLEMENT INDUSTRY 

315 MISC. MACHINERY AND EQUIPMENT MFRS. 

316 COMMERCIAL REFRIG. AIR COND. MFRS. 

318 OFFICE AND STORE MACHINERY MFRS. 
TOTAL 


15 TRANSPORTATION EQUIPMENT INDUSTRIES 


321 AIRCRAFT & AIRCRAFT PARTS MFRS. 
323 MOTOR VEHICLE MANUFACTURERS 
324 TRUCK BODY AND TRAILER MFRS. 


3241 TRUCK BODY MANUFACTURERS 

3242 NON-COMMERCIAL TRAILER MFRS. 

3243 COMMERCIAL TRAILER MANUFACTURERS 
325 MOTOR VEHICLE PARTS & ACCESSORIES 


TOTAL 


16 ELECTRICAL PRODUCTS INDUSTRIES 


332 MANUFACTURERS OF MAJOR APPLIANCES 

335 COMMUNICATIONS EQUIPMENT MFRS. 

336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 

338 MFRS. OF ELECTRIC WIRE AND CABLE 
TOTAL 


17 NON-METALLIC MINERAL PRODUCTS INDS. 


iil CLAY PRODUCTS MANUFACTURERS 

3511 CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
S52 CEMENT MANUFACTURERS 

353 STONE PRODUCTS MANUFACTURERS 

354 CONCRETE PRODUCTS MANUFACTURERS 


3541 CONCRETE PIPE MANUFACTURERS 
3542 MFRS. STRUCTURAL CONCRETE PRODUCTS 
3549 CONCRETE PRODUCTS MFRS. NES 


355 READY-MIX CONCRETE MANUFACTURERS 
356 GLASS AND GLASS PRODUCTS MFRS. 
3562 GLASS PRODUCTS MANUFACTURERS 

359 MISC. NON-METALLIC MINERAL PRODUCTS 


3591 REFRACTORIES MANUFACTURERS 
3599 MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


18 PETROLEUM AND COAL PRODUCTS INDS. 


365 PETROLEUM REFINERIES 

3651 PETROLEUM REFINING 

369 MISC. PETROLEUM & COAL PRODS. INDS. 
TOTAL 


19 CHEMICAL & CHEMICAL PRODUCTS INDS. 


372 MANUFACTURERS OF MIXED FERTILIZERS 
374 MFRS. PHARMACEUTICALS AND MEDICINES 
375 PAINT AND VARNISH MANUFACTURERS 

376 MFRS OF SOAP AND CLEANING COMPOUNDS 
378 MFRS. OF INDUSTRIAL CHEMICALS 


3782 INDUSTRIAL CHEM. (INORGANIC) NES 
3783 INDUSTRIAL CHEMICALS (ORGANIC) NES 
379 MISCELLANEOUS CHEMICAL INDUSTRIES 
3799 MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


NaRRWrRH 


17 


Wor 
WreRRrRRrPRRrPOHOONAY 


9 
N 


ANN 


AaAnNwawe: 


15 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


155 


879 


183 


DORMI NEO Goat sll I> i> KE 


Lu 
hu 


xxx x | x x : 


Man 
hours 
paid 
Heures- 
hommes 
payées 


704 


XX OC X DIX XXE 


309 


Wages 


Salaires 


3,910 


x 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


282 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


14,606 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


27,633 


Value 
added 


Valeur 
ajoutée 


11,947 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Employees — Salariés 


employees 


Male Female 
Hommes Femmes 
number - nombre 
- 287 85 
x x x 
es x x 
x x x 
= 392 109 
x x Xx 
x x x 
x x x 
x x x 
= 6 4 
- 39 13 
x x x 
= 115 29 
ae x x 
x x x 
x x x 
x x x 
= 141 34 
x x x 
X x x 
x x x 
- 2 3} 
1 53 14 
x x x 
x x x 
x xX x 
4 42 30 
x x x 
x x x 
= 23 3} 
x x x 
x x x 
8 174 63 
x x x 
x x x 
Xe x x 
x x x 
x x x 
Aa x x 
x x x 
x x x 
- 35 5 
x x x 
x x x 
x x x 
x x x 
- 68 10 
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Tableau 43. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


œ 
© 
x X X X OK X x x 


17519 


Total employees 


Number 


Nombre 


= 
N 
MIKI dS O OX NIK 


224 


Total des salariés 


Salaries 
and 
wages 


Traitements 


et 
salaires 


2,80 


DDC CO GE Ca EC 


4,178 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


9,69 


x x KK OK x x x 


18,826 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


19/21 


x «x X X BK x x x 


31,151 


Value 
added 


Valeur 
ajoutée 


x x x 


7,63 


10,718 


xxx x Ox x x x 


Groupe et industrie 


FABRICATION DE MACHINES 

FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FABRICANTS DE GROS APPAREILS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 


TOTAL 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS D'ARTICLES EN VERRE 
PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 
RAFFINAGE DU PETROLE 
DERIVES DIVERS DU PETROLE & CHARBON 


TOTAL 


INDUSTRIE CHIMIQUE 


FABRICANTS D'ENGRAIS COMPOSES 

FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


143 


Code 


14 

ST 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 


16 

332 
335 
336 
338 


17 
351 
3511 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3562 
359 
3591 
3599 


18 
365 
3651 
369 


19 
372 
374 
375 
376 
378 
3782 
3783 
379 
3799 
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Table 43. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 


— Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 
elec- supplies of own Value 
Major group and industry Man tricity used manufacture added 
hours — — — — 
Male Female paid Wages Coût du Coût des Valeur des Valeur 
— — — — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 


payées tricité fabrication 


number - nombre 


20 MISCELLANEOUS MANUFACTURING INDS. 
391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 24 x x x x x x x x 
3911 INSTRUMENT & RELATED PRODUCTS MFRS. bes es BS aa ae ae Me 
3914 OPHTHALMIC GOODS MANUFACTURERS 7 104 38 283 1,209 13 2,007 4,088 2,068 
3915 DENTAL LABORATORIES 17 100 44 284 1,229 - 1,015 2,544 1,530 
392 JEWELLERY AND SILVERWARE INDUSTRY 1 x x x x x x x xX 
393 SPORTING GOODS AND TOY INDUSTRIES 2 x x x x x x x x 
3931 SPORTING GOODS MANUFACTURERS 2 x x x x x x x x 
397 SIGNS AND DISPLAYS INDUSTRY 9 x x x x x x x x 
399 MISC. MANUFACTURING INDS. NES 6 33 7 76 287 - 257 589 332 
3991 BROOM, BRUSH AND MOP MANUFACTURERS 1 Xx x x x x x x x 
3999 OTHER MISC. MANUFACTURING INDS. 5 x x x x x x x x 
TOTAL 42 340 117 902 3,893 25 4,388 9,900 5,545 
TOTAL, ALL INDUSTRIES 676 11,984 2,128 29,537 196,676 44,861 906,332 1,513,768 548,465 
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Tableau 43. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


— — — Groupe et industrie 
Administration, bureau Salaries Coût des Valeur des Valeur 
et autre personnel and matières, des | livraisons ajoutée 
hors fabrication Number wages fournitures et] et autres 
— — des marchan- recettes 
Salaries Nombre Traitements | dises desti- 
— et nées à la 
Traitements salaires revente 


Propriétaires 
et associés 
actifs 


Male Female 


Hommes Femmes 


number - nombre 


INDUSTRIES MANUFACTURIERES DIVERSES 20 


x x x x x x x x x MATERIEL SCIENTIFIQUE PROFESSIONNEL 391 

Le X x x x x x x x INSTRUMENTS ET PRODS. SIMILAIRES 3911 
2 17 9 362 168 1,572 3123 5,417 2,281 FABRICANTS D'ARTICLES OPHTALMIQUES 3914 
5 - - - 144 1,229 1,015 2,544 1,530 ATELIERS DE MECANICIEN-DENTISTE 3915 
x x x x x x x x x FAB. DE BIJOUTERIE ET D'ORFEVRERIE 392 

x x x x x x x x x FAB. ARTICLES DE SPORT ET DE JOUETS 393 

x x x x x x x x x FABRICANTS D'ARTICLES DE SPORT 3931 
x x x x x x x x x FAB. D'ENSEIGNES ET D'ETALAGES 397 

il - - - 40 287 257 589 332 INDS. MANUFACTURIERES DIVERSES NCA 399 

x x x x x x x x x FAB. DE BALAIS, DE BROSSES, ETC. 3991 
x x x x x x x x x AUTRES IND MANUFACTURIERES DIVERSES 3999 
10 70 18 1,126 545 5,019 5,514 11,493 6,012 TOTAL 


117 3,865 1,238 86,044 19,215 282,720 1,004,928 1,631,884 567,984 TOTAL, TOUTES INDUSTRIES 
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Code 


1011 
1012 
102 
1031 
104 


105 
106 
1071 
1072 
1081 


1083 
1089 
1091 
1092 
1093 


1094 
165 
174 
1799 
184 


1872 
188 

1893 
1899 
2431 


2441 
246 
2513 
252 
2541 


2543 
2544 
256 
258 
2591 


2593 
2611 
2619 
264 
266 


271 
2732 
2733 
274 
286 


287 
288 
289 
292 
294 


295 
301 
302 
3031 
3039 


3041 
3042 
306 
307 
308 


SASKATCHEWAN 


TABLE 44. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 44. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
DAIRY PRODUCTS INDUSTRY 


FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 

CONFECTIONERY MANUFACTURERS 


VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 


WINERIES 

PLASTICS FABRICATING INDUSTRY NES 
SHOE FACTORIES 

MISC. LEATHER PRODUCTS MFRS. 
CORDAGE AND TWINE INDUSTRY 


CANVAS PRODUCTS MANUFACTURERS 
AUTOMOBILE FABRIC ACCESSORIES IND. 
EMBROIDERY, PLEATING, HEMSTITCHING 
MISCELLANEOUS TEXTILE INDS NES 
MEN'S CLOTHING FACTORIES 


WOMEN'S CLOTHING FACTORIES 

FUR GOODS INDUSTRY 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 


PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 


MANUFACTURERS OF PARTICLE BOARD 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 


PULP AND PAPER MILLS 

CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 
COMMERCIAL PRINTING 


PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 

STEEL PIPE AND TUBE MILLS 

IRON FOUNDRIES 


SMELTING AND REFINING 

BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 


METAL COATING INDUSTRY 

METAL STAMPING AND PRESSING IND. 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 
MACHINE SHOPS 
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INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
INDUSTRIE LAITIERE 


MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 

FABRICANTS DE CONFISERIE 


MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 


PRODUCTEURS DE VIN 

ARTICLES EN MATIERE PLASTIQUE NCA 
FABRIQUES DE CHAUSSURES 

FAB. D'ARTICLES DIVERS EN CUIR 
CORDERIE ET FICELLERIE-FABRICATION 


FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
BRODERIE, PLISSAGE, OURLETS A JOUR 
INDS. TEXTILES DIVERSES NCA 

CONFECTION DE VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 


PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 


FABRICANTS DE PANNEAUX AGGLOMERES 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 


USINES DE PATES ET PAPIERS 

FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 


CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 


FONTE ET AFFINAGE 

IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 


INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
QUINCAILLERIE OUTILLAGE COUTELLERIE 

FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 


Code 


1011 
1012 
102 
1031 
104 


105 
106 
1071 
1072 
1081 


1083 
1089 
1091 
1092 
1093 


1094 
165 
174 
1799 
184 


1872 
188 

1893 
1899 
2431 


2441 
246 
2513 
252 
2541 


2543 
2544 
256 
258 
2591 


2593 
2611 
2619 
264 
266 


271 
2732 
2733 
274 
286 


287 
288 
289 
292 
294 


295 
301 
302 
3031 
3039 


3041 
3042 
306 
307 
308 


Code 


309 
Sit 
315 
318 
321 


323 
3241 
3242 
3243 
325 


335 
336 
338 
3511 
352 


353 
3541 
3542 
3549 
355 


3562 
3591 
3599 
3651 
369 


372 
375 
376 
3782 
3783 


3799 
3914 
3915 
392 

3931 


397 
3991 
3999 
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TABLE 44. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 44. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
OFFICE AND STORE MACHINERY MFRS. 
AIRCRAFT & AIRCRAFT PARTS MFRS. 


MOTOR VEHICLE MANUFACTURERS 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 


COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CEMENT MANUFACTURERS 


STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 

MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 


GLASS PRODUCTS MANUFACTURERS 
REFRACTORIES MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 

MISC. PETROLEUM & COAL PRODS. INDS. 


MANUFACTURERS OF MIXED FERTILIZERS 
PAINT AND VARNISH MANUFACTURERS 

MFRS OF SOAP AND CLEANING COMPOUNDS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 


MISCELLANEOUS CHEMICAL INDS. NES 

OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 


SIGNS AND DISPLAYS INDUSTRY 
BROOM, BRUSH AND MOP MANUFACTURERS 
OTHER MISC. MANUFACTURING INDS. 


Employment size group — Effectif par tranche de taille 
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INDUSTRIE 


FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
MACHINES POUR BUREAU ET COMMERCE 
FAB. D AERONEFS ET DE PIECES 


FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 


FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
PRODUITS EN ARGILE (DOMESTIQUE) 
FABRICANTS DE CIMENT 


FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 


FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

DERIVES DIVERS DU PETROLE & CHARBON 


FABRICANTS D'ENGRAIS COMPOSES 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 


FAB. PRODUITS CHIMIQUES DIVERS NCA 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 


FAB. D'ENSEIGNES ET D'ETALAGES 
FAB. DE BALAIS, DE BROSSES, ETC. 
AUTRES IND MANUFACTURIERES DIVERSES 
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Code 


309 
311 
315 
318 
321 


323 
3241 
3242 
3243 
325 


335 
336 
338 
3511 
352 


353 
3541 
3542 
3549 
355 


3562 
3591 
3599 
3651 
369 


372 
375 
376 
3782 
3783 


3799 
3914 
3915 
392 

3931 


397 
3991 
3999 
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TABLE 45. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 45. Certaines statistiques principales des industries manufacturiéres, certaines années, 1957 - 1978! 


Total activity — Activité totale 


Manufacturing activity — Activité manufacturiére 


et = ee  — — es = ———_— 
Production and Costof Vated Total employees 
Establish- related workers Cost of fuel materials shipments of Working Total des larié 
Year ments ane and elec- and supplies goods of own Value owners and OE OAS SIE CE Value 
i a Travailleurs de la tricity2 used manufacture added partners ; added 
Année Etablisse- production et = | a = i pu Salaries ie 
ments assimalles i Coût du | Coût des Valeur des Valeur Proprié- 3 and 3 Valeur 
TRS : 71 combustible | matières et livraisons ajoutée taires et Number biel ajoutée 
ar ee cree asec | Nombres | Traitement 
Nonbre Salaires | fabrication RE 
| ee Je = 2 | =F 
number — nombre $000 number — nombre $7000 
LOS Wenge res de 1,560 28,696 96,416 | 13,116 448,059 724,503 5 | 37,820 133,216 
LOSS he hes Cr cue tse | 1,436 27,719 97,238 14,054 481,517 788,083 295,855 36,678 136,358 
O59. iter one 1512 29,009 | 105,645 15,357 508,932 850,331 327,418 38,237 148,010 
TOGO ER once: 1,586 | 28,625 108,312 16,307 511,159 859,966 339,377 38,034 153272 
| H | 
OISE ees oi PES RAS 1,628 26,612 | 103,233 17,342 Sie soi 935,462 343,822 802 39,913 167,980 357,345 
OCDE RAC ee Comes | 1,679 27,667 110,597 18,025 625,958 | 1,015,527 372,006 840 41,506 179,559 389,302 
! 
UGGS eevee TE NT) 1,692 28,031 | 114,947 | 19,686 679,254 | 1,084,332 389,769 783 42,277 188,556 409,278 
| 
LO GAR noha Nina esis | 1,746 29,225 123,694 21,007 743,949 | 1,193,780 433,187 782 43,517 200,062 454,935 
LOGS RE Ra Greet eas 1,774 30,764 135,689 22,458 797,030 | 1,283,301 475,343 728 45,455 217,634 500,621 
TOGO EE Ce 1,784 32,506) | 152,607 24,277 892,825 1,429,020 527,197 677 47,611 242,988 549,970 
LOC LR ARE 1,803 33,889 171,848 | 24,706 964,870 | 1,554,985 574,219 654 49,568 272,325 599,283 
LOGS AE A | 1,822 33,962 183,747 26,490 1,041,058 | 1,667,034 604,529 579 49,759 292,983 629,197 
TOGO RENE | 1,861 36,199 | 214,915 29,314 1,133,980 | 1,849,271 702,820 576 52,354 335,104 731,863 
197. Osea ee eae RER | 1,813 35,902 | 230,190 29,036 1,194,894 | 1,900,206 692,885 502 51,331 356,653 716,885 
| | 
| | 
19740 S23 ee Oe 1,821 36,517 | 251,644 30,953 1,297,115 | 2,080,617 755,246 487 51,941 384,480 785,347 
TOTALE RE M RE 1,818 38,138 282,246 33,947 1,550,492 | 2,425,341 849,515 453 54,194 433,327 885,500 
| | 
VOS A NE en cer 1,816 40,061 324,780 38,934 1,945,670 | 2,973,328 1,013,963 403 56,863 496,145 1,056,035 
i} 
| 
ALO Fs En me 1,864 43,030 400,522 | 47,978 2,525,293 | 3,821,306" | 1,318,276 268 60,827 603,881 1,371,080 
LOTS EE EEE oak 1,821 45,781 491,988 65,828 3,131,381 | 4,726,466 1,581,096 290 64,678 741,073 | 1,638,347 
i 
NOG: CEE tenes eae rs 1,790" 48,174 582,661 91,610 3,435,525 | 5,208,207 1,744,554 228 67,367 870,206 | 1,804,321 
OGLE PRE 1,731 47,714 641,839 115,195 4,009,973 | 6,026,283 | 1,942,648 206 67,634 968,432 | 2,024,054 
1978 2,050 51,855 754,633 172,302 4,862,215 | 7,429,273 2,437,438 235 73,669 | 1,135,768 | 2,544,160 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont a partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. : 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — A compter de 1970, le coût du combustible 
et de l'électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” ar 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour I’“Activité manufacturière” 
ie “Activité totale”), les données sur le “Total des salariés” et le total des “‘Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru: 

riques. 


TABLE 46. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 


ALBERTA 


RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 46. CERTAINES STATISTIQUES PRINCIPALES DE L'ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 


CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Industry 
Code - 
Industrie 

1011 |SLAUGHTERING AND MEAT PROCESSORS 

ABATTAGE, CONDITIONNEMENT DE VIANDE 
3651 |PETROLEUM REFINING 

RAFFINAGE DU PETROLE 
3782 |INDUSTRIAL CHEM. (INORGANIC) NES 

PRODS. CHIMIQUES (INORGANIQUES) NCA 
104 DAIRY PRODUCTS INDUSTRY 

INDUSTRIE LAITIERE 
271 PULP AND PAPER MILLS 

USINES DE PATES ET PAPIERS 
106 FEED INDUSTRY 

FABRICATION D'ALIMENTS POUR ANIMAUX 
355 READY-MIX CONCRETE MANUFACTURERS 

FABRICANTS DE BETON PREPARE 
289 |PUBLISHING AND PRINTING 

EDITION ET IMPRESSION 
3242 |NON-COMMERCIAL TRAILER MFRS. 

REMORQUES A USAGE NON COMMERCIAL 
2543 |PRE-FABRICATED BLDGS (WOOD FRAME) 

PREFAB BATIMENTS-CHARPENTES EN BOIS 
292 STEEL PIPE AND TUBE MILLS 

FAB. DE TUBES ET TUYAUX D'ACIER 
3599 |MISC NON-METALLIC MINERAL PRODS NES 

MINERAUX NON METALL. DIVERS NCA 
3042 |METAL STAMPING AND PRESSING IND. 

EMBOUTISSAGE, MATRICAGE DES METAUX 
302 FAB. STRUCTURAL METAL INDUSTRY 

ELEMENTS DE CHARPENTE METALL. 
286 COMMERCIAL PRINTING 

IMPRIMERIE COMMERCIALE 
1089 |MISCELLANEOUS FOOD PROCESSORS NES 

PRODUITS ALIMENTAIRES DIVERS NCA 
1012 }POULTRY PROCESSORS 

CONDITIONNEMENT DE LA VOLAILLE 
1072 |BAKERIES 

BOULANGERIES 
3031 |METAL DOOR AND WINDOW MANUFACTURERS 

FAB. PORTES ET FENETRES METALLIQUES 
1093 |BREWERIES 

BRASSERIES 
105 FLOUR & BREAKFAST CEREAL PRODS. IND 

MEUNERIE, FAB. DE CEREALES DE TABLE 
3799 |MISCELLANEOUS CHEMICAL INDS. NES 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
308 MACHINE SHOPS 

ATELIERS D'USINAGE 
1091 |SOFT DRINK MANUFACTURERS 

FABRICANTS DE BOISSONS GAZEUSES 
3542 |MFRS. STRUCTURAL CONCRETE PRODUCTS 

FAB. ELEMENTS DE STRUCTURE EN BETON 
2431 |MEN'S CLOTHING FACTORIES 

CONFECTION DE VETEMENTS POUR HOMMES 
2541 |SASH, DOOR AND OTHER MILLWORK NES 

PORTES, CHASSIS, BOIS OUVRES NCA 
301 BOILER AND PLATE WORKS 

IND. DES CHAUDIERES ET DES PLAQUES 
272 |ASPHALT ROOFING MANUFACTURERS 

PAPIER DE COUVERTURE ASPHALTE 
252 |VENEER AND PLYWOOD MILLS 

FABRIQUES PLACAGES, CONTRE-PLAQUES 
309 MISC. METAL FABRICATING INDS. 

FAB. PRODUITS METALLIQUES DIVERS 
294 IRON FOUNDRIES 

FONDERIES DE FER 
3549 |CONCRETE PRODUCTS MFRS. NES 

FAB. DE PRODUITS EN BETON NCA 
335 COMMUNICATIONS EQUIPMENT MFRS. 

FAB. D'EQUIP. DE TELECOMMUNICATION 
266 MISC. FURNITURE AND FIXTURE MFRS. 

IND DES ARTICLES AMEUBLEMENT DIVERS 
3541 |CONCRETE PIPE MANUFACTURERS 

FABRICANTS DE TUYAUX EN BETON 
2544 |MFRS. OF WOODEN KITCHEN CABINETS 

FAB. D'ARMOIRES DE CUISINE EN BOIS 
311 AGRICULTURAL IMPLEMENT INDUSTRY 


FABRICANTS D'INSTRUMENTS ARATOIRES 


number — nombre 


49 


11 


29 


21 


Production and 
related workers 


Travailleurs de la 
production et 
assimilés 
Number 


Nombre 


4,550 


758 


1,086 


1,015 


1,020 


581 


1,286 


1,653 


1,428 


1,144 


921 


723 


1,005 


1,468 


1,835 


511 


769 


1,122 


813 


503 


333 


257 


972 


421 


511 


1,387 


724 


505 


170 


331 


565 


455 


393 


572 


494 


277 


525 


344 


Wages 


Salaires 


67,767 
14,354 
22,119 
14,140 
19,759 
7,784 
22,398 
25,721 
18,785 
15,994 
16,719 
11,815 
14,628 
27,091 
25,762 
6,788 
9,511 
13,939 
9,688 
9,212 
4,345 
4,005 
14,919 
5,595 
8,397 
11,478 
9,484 
7739 
2,306 
5,765 
7,852 
6,352 
5,925 
5,087 
7,089 
5,156 
6,700 


3,983 


Cost of 
materials 
and supplies 
used 
Coût des 
matières et 
fournitures 

utilisées 


$'000 

1,224,349 
1,217,121 
134,586 
160,639 
76,976 
118,722 
74,065 
36,482 
78,236 
79,530 
83,324 
36,625 
57,294 
39,121 
38,688 
58,672 
44,533 
26,084 
35,673 
20,373 
51,443 
33,342 
15,651 
21,412 
15,359 
21,287 
22,063 
20,349 
22,346 
16,624 
14,071 
11,847 
14,841 
13,317 
12,761 
11,406 
10,045 


12,246 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 


desquelles des données peuvent étre publiées. 


Value of 
shipments 
of goods 

of own 
manufacture 


Valeur des 
livraisons 
de produits 
de propre 
fabrication 


1,392,053 
1,370,550 
327,503 
232,363 
161,054 
147,664 
138,777 
130,288 
118,412 
117,408 
116,671 
100,257 
96,786 
96,496 
96,429 
95,488 
67,748 
64,520 
64,153 
63,491 
61,922 
57,309 
53,148 
50,453 
43,646 
43,298 
41,710 
37,458 
37,321 
34,435 
30,831 
28,365 
28,190 
27,720 
27,640 
26,377 
24,922 


22,230 


151 


Value 
added 


Valeur 
ajoutée 


169,120 
136,169 
140,004 
68,215 
71,199 
26,883 
60,768 
93,177 
40,246 
37,248 
40,046 
60,278 
40,206 
55,283 
57,074 
36,026 
23,408 
37,390 
28,983 
42,309 
9,870 
22,102 
37,397, 
28,091 
29,740 
26,469 
19,490 
17,140 
Jo, 171 
16,834 
17,088 
15,405 
12,651 
11,526 
15,216 
15,884 
14,987 


9,713 


152 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1799 


05 
181 
182 
183 
1831 
1832 
186 
187 
1871 
1872 
189 
1893 
1899 


06 
239 
2392 


ALBERTA 


Table 47. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


FOOD AND BEVERAGE INDUSTRIES 


MEAT AND POULTRY PRODUCTS INDS. 
SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. PROCESSING INDS. 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 

FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BAKERY PRODUCTS INDUSTRIES 
BISCUITS MANUFACTURERS 

BAKERIES 

MISCELLANEOUS FOOD INDUSTRIES 
CONFECTIONERY MANUFACTURERS 

CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
BEVERAGE INDUSTRIES 

SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 

WINERIES 


TOTAL 


TOBACCO PRODUCTS INDUSTRIES 


TOBACCO PRODUCTS MANUFACTURERS 


TOTAL 


RUBBER AND PLASTICS PRODUCTS INDS. 


RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 


TOTAL 


LEATHER INDUSTRIES 


LEATHER TANNERIES 

SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

LUGGAGE, HANDBAG ETC. MANUFACTURERS 
MISC. LEATHER PRODUCTS MFRS. 


TOTAL 


TEXTILE INDUSTRIES 


COTTON YARN AND CLOTH MILLS 

WOOL YARN AND CLOTH MILLS 

MAN-MADE FIBRE, YARN & CLOTH MILLS 
FIBRE AND FILAMENT YARN MFRS. 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CARPET, MAT AND RUG INDUSTRY 
CANVAS PRODUCTS COTTON & JUTE BAGS 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
MISCELLANEOUS TEXTILE INDUSTRIES 
EMBROIDERY, PLEATING, HEMSTITCHING 
MISCELLANEOUS TEXTILE INDS NES 


TOTAL 


KNITTING MILLS 


KNITTING MILLS-EXCEPT HOSIERY MILLS 
OTHER KNITTING MILLS 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


DANN Ww 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


4,236 
3,960 
276 


MOMIE 


Man 
hours 
paid 
Heures- 
hommes 
payées 


1,307 


Wages 


Salaires 


14,140 
4,346 
7,784 

x 


x 
137939 
15,012 

255 

x 

x 

6,788 
17,672 
5,596 


x 
9,213 
x 


153,036 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


MERE KO 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


1,268,884 
1,224,350 
44,534 


x 
x 


x 
160,640 
51,444 
118,723 
x 


x 
26,084 
198,485 
766 

x 

x 
58,672 
60,025 
21,413 
x 
20,373 
x 


1,908,170 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


1,459,802 
1,392,053 
67,749 


x 
x 


x 
232,364 
61,923 
147,665 
x 

x 
64,521 
258,986 
900 

x 

x 
95,488 
163,846 
50,454 
x 
63,492 
x 


2,424,229 


Value 
added 
Valeur 
ajoutée 


192,529 
169,121 
23,408 


x 
x 


x 
68,215 
9,870 
26,883 
x 

x 
37,390 
58,517 
134 

x 

x 
36,027 
104,121 
28,091 
x 
42,310 
x 


508,938 


Working 
owners and 
partners 


Propriétaires 


ALBERTA 


Tableau 47. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 


et associés 
actifs 
Male 
Hommes 
number - nombre 
10 1,086 
10 1,053 
= 7 3h! 
bs x 
x x 
x x 
x x 
4 941 
- 112 
3} 248 
x x 
x x 
56 341 
1 429 
1 23 
x x 
x x 
- 247 
- 741 
- 515 
x x 
- 150 
x x 
74 4,044 
x 
x 
x x 
x x 
1 387 
x x 
x x 
x x 
x x 
x x 
- 16 
ie x 
x x 
x x 
x x 
+ x 
x x 
x x 
x x 
2 27 
x x 
x x 
x x 
6 167 
x x 
x x 
x x 


hors fabrication 


Female 


Femmes 


x X x x x 


15 


PE DC DC LODEL CURE PCP 


Ke) 
& 


Salaries 


Traitements 


x X KK x 


536 


foe) 
fon) 
3 OX NOK > De OK) OS 


4,431 


Employees — Salariés 


Total employees 


Number 


Nombre 


Se Cn KS, 


238 


res 
© 
MERE MO ACTE ee 


905 


Total des salariés 


Salaries 
and 
wages 


Traitements 
et 
salaires 


101,357 
90,972 
10,385 

x 

x 

X 

x 
30,543 
6,455 
12,875 
x 

x 
21,298 
24,024 
716 

x 


x 
11,426 
33,794 
15,090 


x 
13,942 
x 


235,891 


x X X x x 


2,927 


N 
Ww 
fo} 
xx x KK KKK x x x 


11,278 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 
matiéres, des 
fournitures et 
des marchan- 
dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
1,403,822 1,602,825 
1,346,362 1,521,122 
57,460 81,703 
x x 
x x 
x x 
x x 
190,452 264,798 
54,382 65,056 
135,944 167,193 
x x 
x x 
30,357 69,547 
240,101 308,115 
766 900 
x x 
x x 
62,036 99,868 
75,754 184,713 
36,416 70,496 
x x 
21,035 64,299 
x x 
2,155,639 2,698,640 
x x 
x x 
x x 
x x 
47,034 85,580 
x x 
x x 
x x 
x x 
x x 
13,217 17,534 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
Se 9,198 
x x 
x x 
x x 
30,037 61,378 
x x 
x x 
x x 


Value 
added 
Valeur 

ajoutée 


70,836 
10,065 
29,190 

x 


x 
38,144 
66,030 

134 

x 

x 
37,043 

109,259 
33,130 

x 
42,455 

x 


535,881 


x KK x x 


4,732 


- 
eu 
_ 
RO aE CEE Ce, RR ENCORE 


30,590 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 


IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 

BOULANGERIES 

INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 

PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 

FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 


FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 

FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 


FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
FILES DE FIBRES ET DE FILAMENTS 
MOULINAGES, FILATURES ET TISSAGES 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
INDUSTRIES TEXTILES DIVERSES 
BRODERIE, PLISSAGE, OURLETS A JOUR 
INDS. TEXTILES DIVERSES NCA 


TOTAL 


BONNETERIE 


BONNETERIE (SAUF BAS, CHAUSSETTES) 
AUTRES FABRICANTS DE TRICOT 


TOTAL 


153 


Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1083 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175 
179 
1799 


05 
181 
182 
183 
1831 
1832 
186 
187 
1871 
1872 
189 
1893 
1899 


06 
239 
2392 


154 


Code 


07 
243 
2431 
244 
2441 
246 
249 
2492 
2499 


08 
251 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2599 


09 
261 
2611 
2619 
264 
266 


10 
271 
27e 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


ALBERTA 


Table 47. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


CLOTHING INDUSTRIES 


MEN'S CLOTHING FACTORIES 

MEN’S CLOTHING FACTORIES 

WOMEN'S CLOTHING INDUSTRIES 
WOMEN'S CLOTHING FACTORIES 

FUR GOODS INDUSTRY 
MISCELLANEOUS CLOTHING INDUSTRIES 
HAT AND CAP INDUSTRY 
MISCELLANEOUS CLOTHING INDS. NES 


TOTAL 


WOOD INDUSTRIES 


SAWMILLS, PLANING AND SHINGLE MILLS 
SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR & OTHER MILLWORK PLANTS 
SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 
MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES 
WOOD PRESERVATION INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES NES 


TOTAL 


FURNITURE AND FIXTURES INDUSTRIES 


HOUSEHOLD FURNITURE MANUFACTURERS 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 


TOTAL 


PAPER AND ALLIED INDUSTRIES 


PULP AND PAPER MILLS 

ASPHALT ROOFING MANUFACTURERS 
PAPER BOX AND BAG MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 


TOTAL 


PRINTING, PUBLISHING & ALLIED INDS. 


COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 


TOTAL 


PRIMARY METAL INDUSTRIES 


IRON AND STEEL MILLS 

STEEL PIPE AND TUBE MILLS 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
METAL ROLLING, CASTING ETC. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


WN O1 N 


NWN 


27 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Male 


Hommes 


Female 


Femmes 


number - nombre 


118 
118 
x 


x X X xX x 


xxx x x x OW 


x 


Man 
hours 
paid 
Heures- 
hommes 
payées 


Wages 


Salaires 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


10,474 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


x 

x 
16,625 
111,639 
22,063 
79,531 
10,045 
1,059 
x 
9,400 
7,642 
1,758 


203,780 


123,863 


38,688 
2,599 
2,581 

36,483 


80,351 


x 
83,325 
11,847 

x 

x 

3,225 


214,616 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


x 

x 
34,435 
184,041 
41,711 
117,408 
24,922 
1,851 

x 
19,517 
15,846 
3,672 


388,278 


15,747 
x 


241,344 


96,429 
8,471 
6,264 

130,288 


241,453 


x 
116,671 
28,366 
x 

x 

4,628 


374,697 


Value 
added 
Valeur 

ajoutée 


x 

i 
16,834 
Ten 
19,491 
37,249 
14,988 
769 


x 
9,285 
7,374 
BoM 


184,476 


6,010 
x 


104,081 


57,074 
5,838 
3,683 

OSS 


159,773 


x 
40,047 
15,406 

x 

x 

1,404 


156,645 


Working 
owners and 
partners 


Propriétaires 
et associés 


actifs 


ALBERTA 


Tableau 47. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 


hors fabrication 


Salaries 


Femmes Traitements 


Male Female 
Hommes 
number - nombre 
7 171 231 
7 171 231 
x DEX x 
x x x 
x x x 
x x x 
x pe x 
x x x 
x x x 
x x x 
x x x 
= 50 12 
8 678 217 
5 126 42 
= 468 131 
3 84 44 
1 4 1 
x x x 
4 37 14 
2 20 6 
2 17 8 
23 1,143 310 
32 52 27 
22 - - 
10 52 27 
- 40 27 
- 59 47 
32 151 101 
- 263 107 
- 48 16 
x x x 
x x x 
x x x 
- 43 19 
x x x 
- 427 172: 
14 346 220 
- 44 24 
1 90 106 
10 560 549 
25 1,040 899 
x x x 
‘- 86 26 
- 40 16 
x x x 
x x x 
- 8 4 
- 688 184 


Employees — Salariés 


Total employees 


Number 


Nombre 


Total des salariés 


Salaries 
and 
wages 


Cost of 
materials, 
supplies 
and goods 
for resale 


Cott des 
matiéres, des 
fournitures et 
des marchan- 


Traitements 
et 
salaires 


x 

x 
6,864 
51,003 
12752 
29,341 
8,911 
545 


x 
4,005 
2,802 
1,203 


98,729 


x 
3,916 
x 


39,329 


18,801 
7,655 
x 

x 

930 


66,209 


dises desti- 
nées a la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
33,655 59,900 
33,655 59,900 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
16,643 34,435 
132,778 222,991 
26,174 46,906 
95,466 149,832 
11,138 26,253 
1,081 1,882 
x x 
9,629 19,761 
7,786 16,001 
1,843 3,759 
226,116 428,186 
11,783 24,598 
3,224 6,256 
8,560 18,342 
6,969 17,663 
14,379 29,456 
33,131 71,747 
77,604 161,130 
33,570 49,280 
x x 
x x 
x x 
9,709 16,090 
x x 
137,118 254,508 
40,829 98,761 
2,649 8,478 
2,592 6,265 
39,637 134,996 
85,708 248,500 
x x 
87,513 121,297 
19,828 37,876 
x x 
x x 
4,740 6,390 
235,716 398,133 


Value 
added 
Valeur 

ajoutée 


x 

x 
16,816 
89,538 
20,574 
53,738 
15,226 
777 


x 
9,299 
7,386 
1,913 


202,047 


12,656 
3,032 
9,624 

11,289 

15,414 


39,360 


x 
5,980 
x 


103,990 


57,266 
5,794 
3,672 

94,732 


161,464 


x 
40,484 
16,936 

x 

x 

1,652 


158,981 


Groupe et industrie 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 


CONFECTION DE VETEMENTS POUR HOMMES 


IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

INDS. DIVERSES DE L'HABILLEMENT 

IND. DES CHAPEAUX ET CASQUETTES 
INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D’AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 


TOTAL 


155 


Code 


07 
243 
2431 
244 
2441 
246 
249 
2492 
2499 


08 
251 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2999 


09 
261 
2611 
2619 
264 
266 


10 
271 
272 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


12 

291 
292 
294 
295 
296 
298 


156 


Code 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


ALBERTA 


Table 47. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
_ Cost of Cost of 
Estab- Travailleurs de la production et assimilés fuel materials 
lish- and and 
ments elec- supplies 


Major group and industry — Man tricity used 
Eta- hours — — 
blisse- Male Female paid Wages Coût du Coût des 
ments — — — — combus- matières et 
Hommes Femmes Heures- Salaires tible et fournitures 
hommes de l'élec- utilisées 
payées tricité 


number - nombre ‘000 $'000 
METAL FABRICATING INDUSTRIES 
BOILER AND PLATE WORKS dl 488 17 1,041 70720 370 20,350 
FAB. STRUCTURAL METAL INDUSTRY 29 1,447 21 3,051 27,091 890 39,121 
ORNAMENTAL & ARCHITECTURAL METAL 53 910 232 2,359 14,504 640 43,601 
METAL DOOR AND WINDOW MANUFACTURERS 23 595 218 1,669 9,688 498 35,674 
ORNAMENT & ARCHITECTURAL METAL NES 30 315 14 686 4,816 142 7,927 
METAL STAMPING, PRESSING & COATING 60 1,051 120 2,453 17,197 566 59,026 
METAL COATING INDUSTRY 12 148 18 348 2,568 147 1,732 
METAL STAMPING AND PRESSING IND. 48 903 102 2,105 14,628 419 57,294 
WIRE AND WIRE PRODUCTS MFRS. 14 242 6 448 2,949 222 13,664 
FASTENER MANUFACTURERS 1 x x x x x x 
WIRE AND WIRE PRODUCTS MFRS, NES 13 x x x x x x 
HARDWARE, TOOL AND CUTLERY MFRS. 14 92 5 208 1,279 28 1,018 
HEATING EQUIPMENT MANUFACTURERS 5 138 10 308 1,654 72 4,749 
MACHINE SHOPS 82 937 35 2,004 14,919 554 15,652 
MISC. METAL FABRICATING INDS. 38 551 14 1,174 7,853 288 14,072 
TOTAL 306 5,826 460 13,043 95,165 3,628 211,252 
MACHINERY INDUSTRIES 7 
AGRICULTURAL IMPLEMENT INDUSTRY 21 336 8 713 3,984 249 12,246 
MISC. MACHINERY AND EQUIPMENT MFRS. 81 x x x x x x 
COMMERCIAL REFRIG. AIR COND. MFRS. ase ae ot 4 Be 4 as 
OFFICE AND STORE MACHINERY MFRS. 1 x x x x x x 
TOTAL 103 2,825 54 6,106 45,969 2,289 123,598 
TRANSPORTATION EQUIPMENT INDUSTRIES 
AIRCRAFT & AIRCRAFT PARTS MFRS. 11 575 50 1,295 9,936 296 6,882 
MOTOR VEHICLE MANUFACTURERS er oes mee af, eee 4 see 
TRUCK BODY AND TRAILER MFRS. 52 x x x x x x 
TRUCK BODY MANUFACTURERS 13 352 10 TAGh 4,852 145 9,085 
NON-COMMERCIAL TRAILER MFRS. 32 1,167 261 2,944 18,786 710 78,236 
COMMERCIAL TRAILER MANUFACTURERS 7 x x x x x x 
MOTOR VEHICLE PARTS & ACCESSORIES 3 x x x x x x 
RAILROAD ROLLING STOCK INDUSTRY Gee os rate oh DA Æ oo 
BOATBUILDING AND REPAIR 7 60 7 137 692 12 17387 
MISCELLANEOUS VEHICLE MANUFACTURERS 4 x x x x x x 
TOTAL 77 2,663 339 6,202 40,543 1,442 110,612 
ELECTRICAL PRODUCTS INDUSTRIES 
MFRS OF SMALL ELECTRICAL APPLIANCES 1 x x x x x x 
MANUFACTURERS OF MAJOR APPLIANCES 4 
MANUFACTURERS OF LIGHTING FIXTURES 4 x x x x x x 
MFRS. OF HOUSEHOLD RADIO AND TV 1 x x x x x x 
COMMUNICATIONS EQUIPMENT MFRS. 17 200 372 1,168 5,088 86 13,318 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 10 132 33 344 2,231 112 6,647 
MFRS. OF ELECTRIC WIRE AND CABLE 2 x x x x x x 
MFRS. OF MISC. ELECTRICAL PRODUCTS 9 x x x x x x 
BATTERY MANUFACTURERS 2 x x x x x x 
MFRS. MISC ELECTRICAL PRODUCTS NES 1 x x x x x x 
TOTAL 38 624 460 2,244 12,301 630 39,780 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


37,458 
96,497 
86,114 
64,153 
21,961 
104,611 
7,824 
96,787 
20,435 
x 

x 
2,816 
11,313 
53,149 
30,831 


443,223 


22,230 


240,071 


18,108 


x 
18,947 
118,412 
x 

x 


2,810 
x 


190,224 


Value 
added 
Valeur 

ajoutée 


17,141 
55,283 
42,852 
28,984 
13,868 
46,138 
9,932 
40,206 
6,773 
x 

x 

1,844 
6,727 
37397 
17,089 


231,244 


9,713 


ALBERTA 


Tableau 47. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Employees — Salariés 


Working Administrative, office and Total employees 
owners and other non-manufacturing — 
partners employees Total des salariés 


Propriétaires Administration, bureau Salaries 
et associés et autre personnel and 
actifs hors fabrication Number wages 


Male Female Salaries Nombre Traitements 


et 
salaires 


Hommes Femmes Traitements 


number - nombre 


= 108 si) 2,790 652 10,509 
= 469 ee 112 10,811 2,049 37,902 
9 254 111 6,515 1,507 21,019 
2 198 87 5,050 1,098 14,738 
7 56 24 1,465 409 6,281 
7 263 76 6,845 1,510 24,042 
2 23 12 702 201 Sy 
5 240 64 6,143 1,309 20,771 
2 17, 30 2,420 365 5,369 
x x x x x x 
x x x x x x 
= 31 13 824 141 2403 
2 49 1 1215 210 2,869 
8 118 77 3,471 OY 18,390 
= 158 48 3,255 771 11,108 
28 1,567 519 38,146 8,372 133312 
1 64 21 1,432 429 5,416 
x x x x x x 
45 7 1,077 52 1,077 

x x x x x x 
1 1,369 371 29,691 4,619 75,660 
1 70 24 1,726 719 11,662 
249 45 6,079 294 6,079 

x x x x x x 
= 60 25 1,409 447 6,261 
= 316 84 6,785 1,828 25 574 
x x x x x x 
x x x x x x 
‘a x x x x x 
1 4 2 76 73 768 
x x x x x x 
2 838 231 19,378 4,071 59921 
x x x x x x 
ee 174 39 3,622 213 3,622 
x x x x x x 
x x x x x x 
1 172 68 3,626 812 8,714 
= 225 65 4,718 455 6,950 
x x x x x x 
x x x x x x 
x x x x x x 
x x x x x x 
1 708 226 14,905 2,018 27,206 


Cost of 
materials, 
supplies 
and goods 
for resale 


Cott des 


matiéres, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


Value of 

shipments 

and other 
revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
20,515 37,458 
65,501 129,745 
53,298 99,399 
44,401 75,902 
8,896 23,497 
80,496 129,628 
1,859 7,905 
78,637 121,723 
15,974 23759 
x x 
x x 
1,094 2,892 
5129 12,243 
20,386 58,803 
16,620 33,538 
279,013 527,466 
13,547 23,962 
x x 
x x 
140,982 270,787 
8,656 19,895 
x x 
10,763 2197538 
83,061 124,340 
x x 
x x 
x x 
1,529 3,039 
x x 
123,876 207,751 
x x 
x x 
x x 
13,698 27975 
7,091 14,951 
x x 
x x 
x x 
x x 
41,060 76,457 


Value 
added 


Valeur 
ajoutée 


16,975 
62152 
46,441 
32,006 
14,435 
49,686 
5,886 
43,800 
7,786 
x 

x 

1,843 
TC 
38,318 
17,247 


247,725 


10,144 


132,486 


Groupe et industrie 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
MATERIAL FERROVIAIRE ROULANT 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 

FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


157 


Code 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
326 
328 
329 


16 
331 
582 
333 
334 
335 
336 
338 
339 
3391 
3399 


158 


Code 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
358 
359 
3591 
3599 


18 
365 
3651 
3652 
369 


19 
373 
374 
375 
376 
378 
3781 
3782 
3783 
379 
3791 
3799 


20 
391 
3911 
3913 
3914 
3915 
392 
393 
3931 
93932 
397 
399 
3991 
3993 
3994 
3996 
3999 


ALBERTA 


Table 47. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 
STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 
GLASS PRODUCTS MANUFACTURERS 
LIME MANUFACTURERS 
MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 
MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 


MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF INDUSTRIAL CHEMICALS 
MFRS. OF PIGMENTS AND DRY COLOURS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


MISCELLANEOUS MANUFACTURING INDS. 
SCIENTIFIC & PROFESSIONAL EQUIPMENT 
INSTRUMENT & RELATED PRODUCTS MFRS. 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 
JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS AND TOY INDUSTRIES 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 
MISC. MANUFACTURING INDS. NES 
BROOM, BRUSH AND MOP MANUFACTURERS 
FLOOR TILE, LINOLEUM ETC. MFRS. 

SOUND RECORDING-MUSICAL INSTRUMENTS 
PEN AND PENCIL MANUFACTURERS 
OTHER MISC. MANUFACTURING INDS. 


TOTAL 


TOTAL, ALL INDUSTRIES 


Estab- 
lish- 
ments 


Eta- 
blisse- 
ments 


149 


a 


N — 
PODNKWOUONWW 


NO 
oO 


68 


2,050 


Production and related workers 


Manufacturing activity — Activité manufacturière 


Travailleurs de ia production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 


> 
en 
N 
Lo 


43,458 


N 
x X OX X DIJON X xk KN 


NO. 
NL: 


176 


x x O1 x 


20 


Ww 


De) on 
| BX D x RH OWx x 


ND 
oS 


88 


8,397 


Man 
hours 
paid 
Heures- 
hommes 
payees 


107,529 


Wages 


Salaires 


754,633 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


28 


— 
N 
xx Ox œ x N | 


248 


172,302 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


36,625 


176,869 


x 
1217/1241 
x 
x 


1,242,178 


x 


x 

2,514 
3,070 
192,509 
x 
134,586 
x 
34,382 
1,039 
33,342 


260,442 


4,862,215 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


100,258 


460,184 


x 
18707551 
x 
x 


1,407,813 


x 


x 

3,693 
6,828 
488,758 
x 
327,503 
x 
597925 
2,615 
57,310 


609,412 


7,429,273 


Value 
added 


Valeur 
ajoutée 


60,279 


266,184 


x 
136,169 
x 
x 


146,245 


x 


x 

1177 
3,599 
229,994 
x 
140,004 
x 
23,690 
1,587 
22,103 


277,705 


2,437,438 


Working 
owners and 
partners 


Propriétaires 


et associés et autre personnel 
actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
4 65 16 
x x x 
x x x 
x x x 
=e 3 1 
4 251 67 
- 68 21 
_ 136 20 
4 47 26 
3 243 86 
x x x 
7X x x 
3 2 1 
x x x 
x x x 
x x 
- 194 82 
14 1,025 358 
x x x 
- 739 329 
x x x 
x x x 
= 757 340 
x x x 
x x x 
- 40 13 
- 34 thal 
- 625 192 
x x x 
- 366 96 
x x x 
3 122 Si 
- 15 6 
3 107 31 
3. 994 292 
10 205 67 
1 181 45 
- 24 22 
9 ES a 
1 2 
x X x 
= ist 5 
x x x 
4 63 SL 
x x x 
x x Xx 
x x 
aes 30 22 
x x x 
2 8 5 
17 346 145 
235 15,933 5,881 


Employees — Salariés 


ALBERTA 


Tableau 47. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


Salaries 


Traitements 


381,135 


Total employees 


Total des salariés 


Number 


Nombre 


73,669 


Salaries 
and 
wages 
Traitements 
et 
salaires 


41,255 


1,135,768 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 

matiéres, des 

fournitures et 
des marchan- 
dises desti- 
nées a la 

revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
4,218 14,066 
x x 
x x 
x x 
604 1,310 
46,049 103,237 
13,992 29,502 
16,072 44,369 
15,985 29,365 
76,596 142,594 
x x 
x x 
525 1,068 
x x 
x x 
x x 
43,554 108,535 
212,188 497,873 
x x 
1,220,285 1,373,603 
x x 
x x 
1,246,049 1,411,942 
x x 
x x 
2,786 4,089 
4,774 8,580 
214,207 516,076 
x x 
153,945 353,871 
x x 
41,259 68,889 
3,578 5,684 
37,681 63,205 
295,830 652,850 
18,028 34,247 
6,798 12,308 
197 481 
7,165 11,773 
3,867 9,685 
1,382 2,341 
x x 
2,324 4,107 
x x 
3,877 14,942 
x x 
x x 
x x 
x x 
3,588 7,354 
29,963 64,364 
5,372,169 8,045,950 


Value 
added 
Valeur 

ajoutée 


61,627 


268,555 


x 
136,058 
x 
x 


146,504 


x 

x 

1,301 
3,647 
235,614 
x 
147,014 
x 

AS TL 
Zs 
23,660 


285,756 


2,544,160 


Groupe et industrie 


PRODUITS MINERAUX NON METALLIQUES 


FABRICANTS DE PRODUITS EN ARGILE 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE PRODUITS EN BETON 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 

FAB. VERRES ET ARTICLES EN VERRE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

PRODS. MINERAUX NON METALL. DIVERS 
FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


TOTAL 


PRODUITS DU PETROLE ET DU CHARBON 


RAFFINERIES DE PETROLE 

RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 


TOTAL 


INDUSTRIE CHIMIQUE 


MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
FAB. DE PIGMENTS ET COLORANTS SECS. 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 
FABRICANTS D'ENCRES D'IMPRIMERIE 
FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


INDUSTRIES MANUFACTURIERES DIVERSES 


MATERIEL SCIENTIFIQUE PROFESSIONNEL 
INSTRUMENTS ET PRODS. SIMILAIRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FAB. ARTICLES DE SPORT ET DE JOUETS 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 

FAB. D'ENSEIGNES ET D'ETALAGES 

INDS. MANUFACTURIERES DIVERSES NCA 
FAB. DE BALAIS, DE BROSSES, ETC. 
CARREAUX, DALLES, LINOLEUM ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 
FAB. DE STYLOS ET DE CRAYONS 

AUTRES IND MANUFACTURIERES DIVERSES 


TOTAL 


TOTAL, TOUTES INDUSTRIES 


159 


Code 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
358 
359 
3991 
3599 


18 
365 
3651 
3652 
369 


19 
373 
374 
972 
376 
378 
3781 
3782 
3783 
379 
3791 
3799 


20 
391 
3911 
Soils 
3914 
3915 
392 
393 
3931 
3932 
397 
399 
3991 
3993 
3994 
3996 
3999 


160 


Code 


1011 
1012 
1031 
1032 
104 


105 
106 
1071 
1072 
1081 


1082 
1083 
1089 
1091 
1092 


1093 
1094 
162 
165 
172 


174 
175 
1799 
182 
1831 


186 

1871 
1872 
1893 
1899 


2392 
2431 
2441 
246 

2492 


2499 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2599 


2611 
2619 
264 
266 
271 


272 
2731 
2732 
2733 
274 


286 
287 
288 
289 
291 


292 
294 
295 
296 
298 


301 
302 
3031 
3039 
3041 


ALBERTA 


TABLE 48. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 48. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 
DAIRY PRODUCTS INDUSTRY 


FLOUR & BREAKFAST CEREAL PRODS. IND 
FEED INDUSTRY 

BISCUITS MANUFACTURERS 

BAKERIES 

CONFECTIONERY MANUFACTURERS 


CANE AND BEET SUGAR PROCESSORS 
VEGETABLE OIL MILLS 

MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 


BREWERIES 

WINERIES 

RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 
LEATHER TANNERIES 


SHOE FACTORIES 

LEATHER GLOVE FACTORIES 

MISC. LEATHER PRODUCTS MFRS. 
WOOL YARN AND CLOTH MILLS 
FIBRE AND FILAMENT YARN MFRS. 


CARPET, MAT AND RUG INDUSTRY 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 
EMBROIDERY, PLEATING, HEMSTITCHING 
MISCELLANEOUS TEXTILE INDS NES 


OTHER KNITTING MILLS 

MEN'S CLOTHING FACTORIES 
WOMEN'S CLOTHING FACTORIES 
FUR GOODS INDUSTRY 

HAT AND CAP INDUSTRY 


MISCELLANEOUS CLOTHING INDS. NES 
SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 
MISCELLANEOUS WOOD INDUSTRIES NES 


FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 
MISC. FURNITURE AND FIXTURE MFRS. 
PULP AND PAPER MILLS 


ASPHALT ROOFING MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 
CORRUGATED BOX MANUFACTURERS 
PAPER AND PLASTIC BAG MANUFACTURERS 
MISCELLANEOUS PAPER CONVERTERS 


COMMERCIAL PRINTING 

PLATEMAKING, TYPESETTING ETC. IND. 
PUBLISHING ONLY 

PUBLISHING AND PRINTING 

IRON AND STEEL MILLS 


STEEL PIPE AND TUBE MILLS 

IRON FOUNDRIES 

SMELTING AND REFINING 
ALUMINUM ROLLING, CASTING ETC. 
METAL ROLLING, CASTING ETC. NES 


BOILER AND PLATE WORKS 

FAB. STRUCTURAL METAL INDUSTRY 

METAL DOOR AND WINDOW MANUFACTURERS 
ORNAMENT & ARCHITECTURAL METAL NES 
METAL COATING INDUSTRY 


|| El) 10 20 50 100 
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TOTAL 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 


MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 

FABRICANTS DE CONFISERIE 


SUCRE DE CANNE ET DE BETTERAVES 
MOULINS A HUILE VEGETALE 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 


BRASSERIES 

PRODUCTEURS DE VIN 

IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 
TANNERIES 


FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 
FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DE LA LAINE 
FILES DE FIBRES ET DE FILAMENTS 


IND. DES TAPIS, DES CARPETTES, ETC. 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
BRODERIE, PLISSAGE, OURLETS A JOUR 
INDS. TEXTILES DIVERSES NCA 


AUTRES FABRICANTS DE TRICOT 
CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

IND. DES CHAPEAUX ET CASQUETTES 


INDS. DIVERSES DU VETEMENT NCA 
SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 
TRAITEMENT PROTECTEUR DU BOIS 
INDUSTRIES DIVERSES DU BOIS NCA 


REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
USINES DE PATES ET PAPIERS 


PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 

SIDERURGIE 


FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE, ETC. DES METAUX NCA 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 


Code 


1011 
1012 
1031 
1032 
104 


105 
106 
1071 
1072 
1081 


1082 
1083 
1089 
1091 
1092 


1093 
1094 
162 
165 
172 


174 
175 
1799 
182 
1831 


186 


| 1871 


1872 
1893 
1899 


2392 
2431 
2441 
246 

2492 


2499 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2599 


2611 
2619 
264 
266 
271 


272 
2731 
2732 
2733 
274 


286 
287 
288 
289 
291 


292 
294 
295 
296 
298 


301 
302 
3031 
3039 
3041 


Code 


3042 
3051 
3059 
306 
307 


308 
309 
311 
315 
318 


321 
3241 
3242 
3243 
325 


328 
329 
331 
333 
334 


335 
336 
338 
3391 
3399 


3511 
3512 
352 
353 
3541 


3542 
3549 
355 

3561 
3562 


358 
3599 
3651 
3652 
369 


373 
374 
375 
376 
3781 


3782 
3783 
3791 
3799 
3911 


3913 
3914 
3915 
392 

3931 


3932 
397 

3991 
3996 
3999 
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TABLE 48. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 48. NOMBRE D’ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


METAL STAMPING AND PRESSING IND. 
FASTENER MANUFACTURERS 

WIRE AND WIRE PRODUCTS MFRS, NES 
HARDWARE, TOOL AND CUTLERY MFRS. 
HEATING EQUIPMENT MANUFACTURERS 


MACHINE SHOPS 

MISC. METAL FABRICATING INDS. 
AGRICULTURAL IMPLEMENT INDUSTRY 
MISC. MACHINERY AND EQUIPMENT MFRS. 
OFFICE AND STORE MACHINERY MFRS. 


AIRCRAFT’ & AIRCRAFT PARTS MFRS. 
TRUCK BODY MANUFACTURERS 
NON-COMMERCIAL TRAILER MFRS. 
COMMERCIAL TRAILER MANUFACTURERS 
MOTOR VEHICLE PARTS & ACCESSORIES 


BOATBUILDING AND REPAIR 
MISCELLANEOUS VEHICLE MANUFACTURERS 
MFRS OF SMALL ELECTRICAL APPLIANCES 
MANUFACTURERS OF LIGHTING FIXTURES 
MFRS. OF HOUSEHOLD RADIO AND TV 


COMMUNICATIONS EQUIPMENT MFRS. 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
MFRS. OF ELECTRIC WIRE AND CABLE 
BATTERY MANUFACTURERS 

MFRS. MISC ELECTRICAL PRODUCTS NES 


CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS. MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 

STONE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 


MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS MANUFACTURERS 

GLASS PRODUCTS MANUFACTURERS 


LIME MANUFACTURERS 

MISC NON-METALLIC MINERAL PRODS NES 
PETROLEUM REFINING 

MFRS. LUBRICATING OILS AND GREASES 
MISC. PETROLEUM & COAL PRODS. INDS. 


MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF PIGMENTS AND DRY COLOURS 


INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 


ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 


TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 


BROOM, BRUSH AND MOP MANUFACTURERS 


PEN AND PENCIL MANUFACTURERS 
OTHER MISC. MANUFACTURING INDS. 
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1 20 100 | 200 | 500 |1,000 
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INDUSTRIE 


EMBOUTISSAGE, MATRICAGE DES METAUX 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 


ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
MACHINES POUR BUREAU ET COMMERCE 


FAB. D AERONEFS ET DE PIECES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 


CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 
FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
RADIO ET TELEVISEURS MENAGERS 


FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 

FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 


FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 
FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 


FABRICANTS DE CHAUX 

MINERAUX NON METALL. DIVERS NCA 
RAFFINAGE DU PETROLE 

HUILES ET GRAISSES LUBRIFIANTES 
DERIVES DIVERS DU PETROLE & CHARBON 


MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 
FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FAB. DE PIGMENTS ET COLORANTS SECS. 


PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 
FABRICANTS D'ENCRES D'IMPRIMERIE 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 


APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 

FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 


FABRICANTS DE JEUX ET DE JOUETS 
FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 

FAB. DE STYLOS ET DE CRAYONS 
AUTRES IND MANUFACTURIERES DIVERSES 
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Code 


3042 
3051 
3059 
306 
307 


308 
309 
SL 
315 
318 


321 
3241 
3242 
3243 
325 


328 
329 
331 
333 
334 


335 
336 
338 
3391 
3399 


3511 
3512 
352 
353 
3541 


3542 
3549 
355 

3561 
3562 


358 
3599 
3651 
3652 
369 


373 
374 
375 
376 
3781 


3782 
3783 
3791 
3799 
3911 


3913 
3914 
3915 
392 

3931 


3932 
397 

3991 
3996 
3999 
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Year 


Année 


BRITISH COLUMBIA 
COLOMBIE-BRITANNIQUE 


TABLE 49. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 19781 


TABLEAU 49. Certaines statistiques principales des industries manufacturiéres, certaines années, 1957 - 1978! 


Establish- 


Manufacturing activity — Activité manufacturiére 


Total activity — Activité totale 


Production and 


related workers 


Cost of fuel 


ments Travailleurs de la anes 
Établisse- Be ec 

ments Cott du 
combustible 
Number Wages et a 

Nombre Salaires 
number — nombre 

3,849 83,557 305,373 41,321 
3,688 78,659 303,727 46,856 
3,692 79,661 312,526 46,566 
3,616 Titi 321,244 47,992 
3,633 7153315 321,850 48,385 
3,618 77,085 347,333 53,063 
3,561 80,090 376,076 55,639 
3997 83,676 411,681 60,275 
3,502 88,953 462,894 66,965 
3,444 SPLIT 510,926 73,496 
3,384 89,125 532,128 79,743 
3,331 89,268 574,288 86,547 
“3,329 93,383 646,594 93,508 
3,253 92,853 675,556 92,024 
3,302 96,827 781,068 109,416 
3,315 103,597 897,391 117,451 
3,288 111,345} 1,074,252 136,936 
3,309 108,257] 1,216,812 178,661 
35131 101,701] 1,254,927 180,058 
106,447] 1,572,792 244,388 


107,937 


117,798 


1,757,801 


2,049 064 


288,004 


340,088 


Value of 
shipments of 


Cost of 
materials 


Total employees 


Total des salariés 


Working 


and Sue goods of own Value owners and Val 
used manufacture added partners dd 
= = = - Salaries soe 
Coût des Valeur des Valeur Proprié- and Vv é 
matiéres et livraisons ajoutée taires et Number3 wages3 JON 
fournitures | de produits associés - _ ajoutée 
utilisées2 de propre actifs Nombre3 | Traitements 
fabrication et 
salaires3 
$ 000 number — nombre $ 000 
977,170 1137818 104,425 402,395 
951,518 1,751,607 757,870 98,979 403,521 
961,976 1,841,339 838,722 100,091 418,376 
1,007,018 1,908,543 849,730 98,931 434,557 
1,019,893 1,927,046 865,577 1,684 103,546 470,925 888,680 
1,136,238 2150587 975,790 1,700 105,389 502,348 1,001,394 
1,223,543 2 3222213 1,055,799 1,520 109,093 541,327 1,085,031 
1,401,893 22513832 NESTA 1,506 113,250 590,306 1,170,556 
1,515,454 2,806,165 1,246,867 1,340 119,836 660,100} 1,280,166 
1,682,834 3,063,675 1,347,065 15251 124,571 731,013 1,381,175 
1,714,610 351895997 1,397,955 1,192 121,594 769,286 1,430,999 
1,910,838 359505399 1,575,436 1,098 121,490 826,671 1,615,580 
2125-598 3,917,832 1,744,524 1,038 126,449 922,804 1,788,218 
2,067,782 3,760,567 1,617,392 925 125,088 971,301 1,663,113 
2,301,671 4,235,968 1,864,409 891 129,308 1,099,080 1,912,561 
2,709,384 5,020,254 | 2,212,050 846 137,237 125535711227 210 
3,466,642 6,387,094 2,927,288 774 145,946 1,478,671 3,002,569 
4,013,277 7,411,103 3,300,302 539 143,964 1,698,586 3,392,543 
3,884,032 7,326,464 3,284,674 612 137,138 1,804,129 3,383,285 
4,773,089 8,857,459 | 4,007,010 493 140,975 25172;895 4,100,009 
5,356,749 10,058,453 | 4,498,873 142,089 2,407,358 | 4,604,064 
6,540,186 | 12,225,848} 5,433,565 153616) | 9237 777,,997, | |e. 525555 


1 For statistics covering the period 1931-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1931-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957-1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l’introduction 
de la présente publication. 


2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — 


et de l’électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages” are 
not directly comparable with earlier statistics under the same headings. — À partir de 1961 (première fois où les statistiques ont été publiées pour ‘Activité manufacturière” et 
l’“Activité totale”), les données sur le “Total des salariés” et le total des “Traitements et salaires” ne sont donc pas comparables à celle qui figuraient précédemment aux mêmes ru- 


briques. 


À compter de 1970, le coût du combustible 
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TABLE 50. SELECTED PRINCIPAL STATISTICS ON MANUFACTURING ACTIVITY OF THE LEADING INDUSTRIES 
RANKED BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE, 1978 
TABLEAU 50. CERTAINES STATISTIQUES PRINCIPALES DE L’ACTIVITE MANUFACTURIERE DES PRINCIPALES INDUSTRIES 
CLASSEES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION, 1978 


Production and Value of 
related workers Cost ‘of shipments 
Estab- = materials of goods 
Industry rs Fans verte se ea ee ne 
production et 
Code - - eae 3 = = 
: “ assimilés 
Industrié Eta- Coût des Valeur des 
blisse- matières et livraisons 
ments Number Wages fournitures de produits 
à À utilisées de propre 
Nombre Salaires fabrication 
number — nombre $'000 
2513 |SAWMILLS AND PLANING MILLS 
SCIERIES ET ATELIERS DE RABOTAGE 330 32,032 606,686 1,663,444 3,152,725 
272 PULP AND PAPER MILLS 
USINES DE PATES ET PAPIERS 24 13,073 286,610 755,620 1,882,035 
252 VENEER AND PLYWOOD MILLS 
‘ FABRIQUES PLACAGES, CONTRE-PLAQUES 28 7,429 131,822 287,471 568,091 
102 FISH PRODUCTS INDUSTRY 
IND. DE TRANSFORMATION DU POISSON 53 3,363 55,730 280,151 418,356 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 
FAB DE MACHINES & EQUIPEMENT DIVERS 126 3,802 67,760 128,722 288,551 
1011 |SLAUGHTERING AND MEAT PROCESSORS 
ABATTAGE, CONDITIONNEMENT DE VIANDE 45 1,649 23,653 199,100 264,678 
104 DAIRY PRODUCTS INDUSTRY 
INDUSTRIE LAITIERE 27 1,063 19,008 187,645 257,805 
327. |SHIPBUILDING AND REPAIR 
CONSTRUCTION REPARATION, NAVIRES 24 2,536 53,049 50,094 142,256 
2541 |SASH, DOOR AND OTHER MILLWORK NES 
PORTES, CHASSIS, BOIS OUVRES NCA 110 1,816 27,427 88,632 141,943 
2511 |SHINGLE MILLS 
USINES DE BARDEAUX 65 1,606 32,621 82,673 141,628 
289 PUBLISHING AND PRINTING 
EDITION ET IMPRESSION 79 2,236 32,837 38,127 141,019 
3042 |METAL STAMPING AND PRESSING IND. 
EMBOUTISSAGE, MATRICAGE DES METAUX 70 1,099 19,485 73,854 126,009 
286 COMMERCIAL PRINTING 
IMPRIMERIE COMMERCIALE 208 1,938 30,558 40,395 102,538 
1031 |FRUIT & VEG. CANNERS & PRESERVERS 
CONSERVERIES DE FRUITS & DE LEGUMES 20 956 11,374 72,178 94,651 
3242 |NON-COMMERCIAL TRAILER MFRS. 
REMORQUES A USAGE NON COMMERCIAL 23 1119 14,832 557411 92,549 
355 READY-MIX CONCRETE MANUFACTURERS 
FABRICANTS DE BETON PREPARE 80 1,011 20,015 53,170 91,287 
106 FEED INDUSTRY 
FABRICATION D'ALIMENTS POUR ANIMAUX 24 435 6,831 70,180 89,934 
1072 |BAKERIES 
BOULANGERIES 212 1,712 24,584 34,484 86,452 
1012 |POULTRY PROCESSORS 
CONDITIONNEMENT DE LA VOLAILLE 8 767 9,855 51,896 73,830 
308 MACHINE SHOPS 
ATELIERS D'USINAGE 136 1,280 20,106 24,931 68,481 
302 FAB. STRUCTURAL METAL INDUSTRY 
ELEMENTS DE CHARPENTE METALL. 26 1,216 21,606 41,573 68,292 
1093 |BREWERIES 
BRASSERIES 6 763 14,253 24,726 66,822 
306 HARDWARE, TOOL AND CUTLERY MFRS. 
QUINCAILLERIE OUTILLAGE COUTELLERIE 30 1,190 16,703 21,902 66,601 
975 PAINT AND VARNISH MANUFACTURERS 
FABRICANTS DE PEINTURES ET VERNIS 19 297 4,491 31,881 63,825 
165 PLASTICS FABRICATING INDUSTRY NES 
ARTICLES EN MATIERE PLASTIQUE NCA 80 1,050 13,611 30,922 61,230 
1091 |SOFT DRINK MANUFACTURERS 
FABRICANTS DE BOISSONS GAZEUSES 19 453 7,228 20,208 50,091 
835 COMMUNICATIONS EQUIPMENT MFRS. E 
FAB. D'EQUIP. DE TELECOMMUNICATION 36 844 9,909 18,577 45,476 
3031 |METAL DOOR AND WINDOW MANUFACTURERS 
FAB. PORTES ET FENETRES METALLIQUES 27 639 8,579 24,887 45,269 
2733 |PAPER AND PLASTIC BAG MANUFACTURERS 
FAB. SACS EN PAPIER ET EN PLASTIQUE 10 387 6,002 25,787 40,842 
309 MISC. METAL FABRICATING INDS. 
FAB. PRODUITS METALLIQUES DIVERS 58 700 10,291 17,898 40,470 
1092 |DISTILLERIES 
DISTILLERIES 4 160 2,945 12815 40,328 
2543 |PRE-FABRICATED BLDGS (WOOD FRAME) 
PREFAB BATIMENTS-CHARPENTES EN BOIS 10 376 5,603 23,659 39,625 
2441 |WOMEN'S CLOTHING FACTORIES 
CONFECTION DE VETEMENTS POUR DAMES 14 938 8,567 16,798 37,506 
2544 |MFRS. OF WOODEN KITCHEN CABINETS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 57 700 10,168 15,598 37,102 
294 IRON FOUNDRIES 
FONDERIES DE FER 11 719 12,268 10,212 36,258 
3799 |MISCELLANEOUS CHEMICAL INDS. NES 
FAB. PRODUITS CHIMIQUES DIVERS NCA 32 219 3,091 16,438 35,895 
1094 |WINERIES 
PRODUCTEURS DE VIN 5 210 3,704 Zu TS 33,257 
328 BOATBUILDING AND REPAIR 
CONSTRUCTION, ETC. D'EMBARCATIONS 84 673 9,272 16,886 32,916 


Note: Rank relates only to industries for which data can be published. — Nota: Le rang ne se rapporte qu'aux industries au sujet 
desquelles des données peuvent être publiées. 


165 


Value 
added 


Valeur 
ajoutée 


1,493,468 
912159 
270,405 
158,264 
165,103 

69,953 
65,351 
93,259 
52,738 
29,283 
101,777 
53,726 
61,861 
25053 
38,825 
35,785 
18,929 
50,628 
20,478 
43,124 
32,241 
40,708 
46,322 
29,168 
30,178 
28,993 
30,334 
20,381 
14,993 
22,313 
22,434 
14,961 
21,057 
21,440 
25,180 
18,952 
16,852 


16,414 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175; 
179 
1799 


05 
181 
182 
183 
1832 
184 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
189 
1891 
1892 
1893 
1894 
1899 
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Table 51. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 
— Cost of 
Estab- Travailleurs de la production et assimilés fuel 
lish- and 
ments elec- 


Major group and industry — Man tricity 
Eta- hours — 
blisse- Male Female paid Wages Coût du 
ments — — — — combus- 
Hommes Femmes Heures- Salaires tible et 
hommes de l'élec- 
payées tricité 


number - nombre ‘000 
FOOD AND BEVERAGE INDUSTRIES 
MEAT AND POULTRY PRODUCTS INDS. 53 1,617 799 4,937 33,509 2,227 
SLAUGHTERING AND MEAT PROCESSORS 45 1,253 396 3,415 23,653 1,539 
POULTRY PROCESSORS 8 364 403 1,522 9,855 688 
FISH PRODUCTS INDUSTRY 53 1,830 17533 6,978 257730 3,068 
FRUIT & VEG. PROCESSING INDS. 29 700 706 2,814 16,919 1,381 
FRUIT & VEG. CANNERS & PRESERVERS 20 448 508 1,875 11,374 705 
FROZEN FRUIT & VEGETABLE PROCESSORS 9 252 198 938 5,544 676 
DAIRY PRODUCTS INDUSTRY 27 966 97 2,013 19,009 3,067 
FLOUR & BREAKFAST CEREAL PRODS. IND se es a ee 34. 
FEED INDUSTRY 24 433 2 895 6,831 865 
BAKERY PRODUCTS INDUSTRIES 214 x x x x x 
BISCUITS MANUFACTURERS 2 x x x x x 
BAKERIES 212 1,046 666 3,432 24,585 1,324 
MISCELLANEOUS FOOD INDUSTRIES 47 x x x x x 
CONFECTIONERY MANUFACTURERS 12 37 60 208 1/25 64 
CANE AND BEET SUGAR PROCESSORS 1 x x x Xx x 
MISCELLANEOUS FOOD PROCESSORS NES 34 x x x x x 
BEVERAGE INDUSTRIES 34 1,413 173 3,342 28,131 3,758 
SOFT DRINK MANUFACTURERS 19 408 45 953 7,228 837 
DISTILLERIES 4 101 59 332 2,945 1,076 
BREWERIES 6 752 11 1,588 14,253 1,647 
WINERIES 5 152 58 469 3,704 199 
TOTAL 481 8,777 4,515 27,084 203,641 17,324 
TOBACCO PRODUCTS INDUSTRIES 
TOBACCO PRODUCTS MANUFACTURERS 
TOTAL 
RUBBER AND PLASTICS PRODUCTS INDS. 
RUBBER PRODUCTS INDUSTRIES 11 x x x x x 
PLASTICS FABRICATING INDUSTRY NES 80 810 240 2,117 13,611 812 
TOTAL 91 Xi >< x x x 
LEATHER INDUSTRIES 
LEATHER TANNERIES 1 x x x x x 
SHOE FACTORIES 6 50 21 147 803 10 
LEATHER GLOVE FACTORIES 2 x x x x X 
LUGGAGE, HANDBAG ETC. MANUFACTURERS 6 29 27 15: 475 11 
MISC. LEATHER PRODUCTS MFRS. 6 29 27 115 475 Te 
TOTAL 15 x x x x x 
TEXTILE INDUSTRIES 
COTTON YARN AND CLOTH MILLS wi eS as s Me AE 
WOOL YARN AND CLOTH MILLS 2 x x x Xx x 
MAN-MADE FIBRE, YARN & CLOTH MILLS il x x x x x 
THROWSTERS, SPUN YARN & CLOTH MILLS 1 x x x x x 
CORDAGE AND TWINE INDUSTRY 4 63 38 188 1,008 64 
FELT AND FIBRE PROCESSING MILLS 2 x x x x x 
FIBRE PROCESSING MILLS 1 x x x x x 
PRESSED AND PUNCHED FELT MILLS 1 x x x x x 
CARPET, MAT AND RUG INDUSTRY 1 x x x x x 
CANVAS PRODUCTS COTTON & JUTE BAGS 22 x x x x x 
COTTON AND JUTE BAGS MANUFACTURERS i x x x x x 
CANVAS PRODUCTS MANUFACTURERS 21 Vs} 70 279 1,361 17 
AUTOMOBILE FABRIC ACCESSORIES IND. 1 x x x x x 
MISCELLANEOUS TEXTILE INDUSTRIES 31 86 398 949 4018 97 
THREAD MILLS Fee 
NARROW FABRIC MILLS 4 he 
EMBROIDERY, PLEATING, HEMSTITCHING 3 x x x x x 
TEXTILE DYEING AND FINISHING PLANTS 1 x X x x x 
MISCELLANEOUS TEXTILE INDS NES 27 78 350 843 3,606 91 


TOTAL 64 295 565 1,679 8,031 248 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matiéres et 
fournitures 
utilisées 


$'000 


250,997 
199,101 
51,896 
280,151 
94,983 
72,178 
22,805 
187,646 


70,180 
x 
x 
34,485 


x 

5,902 
x 

x 
78,365 
20,208 
12,316 
24,726 
2UNES 


1,190,715 


30,923 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


338,509 
264,679 
73,831 
418,357 
127,430 
94,652 
32,778 
257,806 


89,935 
x 
x 
86,452 


x 

9,763 

x 

x 
190,500 
50,091 
40,328 
66,823 
33,258 


1,784,019 


61,230 


Value 
added 
Valeur 

ajoutée 


90,431 
69,953 
20,478 
158,264 
36,695 
25,153 
11,542 
65,351 


18,929 
x 

x 
50,628 
x 
4,278 
x 

x 
108,989 
28,994 
22,435 
40,708 
16,852 


609,754 


30,178 


Working 
owners and 
partners 
Propriétaires 
et associés 
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Tableau 51. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 


actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
7 397 181 
6 336 138 
1 61 43 
8 887 305 
2 220 83 
2 156 62 
= 64 21 
= 916 261 
get x x 
- 169 145 
x x x 
X x x 
106 423 230 
x x x 
ji 74 97 
x x x 
x x x 
- 848 205 
- 365 84 
- 148 44 
- 264 49 
- 71 28 
124 4,633 1,746 
x x 
x x 
x x x 
6 159 71 
x x x 
x x x 
- 6 8 
x x x 
5 8 3 
5 8 3 
x x x 
ce x x 
x x x 
x x x 
x x x 
= Pal 6 
x x x 
x x x 
x x x 
x x x 
x x x 
x x x 
4 18 12 
x x x 
7 49 48 
x x 
bee x x 
x x x 
x x x 
6 36 35 
11 191 125 


Salaries 


Traitements 


$'000 


10,780 
8,911 
1,869 

20,111 
5,238 
3,770 
1,468 

19,694 

x 
4,340 
x 


x 
11,910 
x 
2,409 
x 


x 
19,450 
8,004 
3,699 
5,768 
1,980 


110,701 


4,333 


op) 
(ee 


Employees — Salariés 


Total employees 


Number 


Nombre 


2,994 
2,123 
871 
4,555 
1,709 
1,174 
535 
2,240 
x 

749 

x 


x 
2,365 
x 

268 

x 


x 
2,639 
902 
352 
1,076 
309 


19,671 


1,280 


bed 


ray 
N 


oa 
ie) 
WG Ge ESC! CO CO DC SKE OC DK: OOK! OK OK OK. 


EN 
Ke 


1,176 


Total des salariés 


Salaries 
and 
wages 


Traitements 
et 
salaires 


44,289 
32,565 
11,724 
75,841 
22,157 
15,145 
7,012 
38,703 
x 
1117 
x 

x 
36,495 
x 
3,533 
x 

x 
47,581 
15,232 
6,644 
20,021 
5,685 


314,342 


17,944 


1,68 


X X X X X X NK X x x 


© 
[e] 
w 


Cost of 
materials, 
supplies 
and goods 
for resale 
Coût des 

matiéres, des 

fournitures et 
des marchan- 
dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 
‘ recettes 


$'000 
282,863 373,336 
226,529 294,406 
56,334 78,929 
363,132 516,780 
108,889 143,823 
80,357 103,746 
28,532 40,077 
231,005 306,931 
x x 
80,512 103,118 
x x 
x x 
38,228 90,869 
x x 
8,067 12,923 
x x 
x x 
95575 211732 
29,256 63,600 
13,872 41,723 
31,132 73427 
21,316 33,282 
1,422,346 2,057,387 
x x 
x x 
x x 
34,358 65,594 
x x 
x x 
1,404 2,654 
x x 
1,302 2,378 
1,302 2,378 
x x 
x x 
x x 
x x 
x x 
2,691 4,766 
x x 
x x 
x x 
x x 
x x 
x x 
3,000 4,967 
x x 
11127 19,437 
x x 
x x 
x x 
x x 
10,620 18,106 
21,467 38,979 


Value 
added 
Valeur 

ajoutée 


93,391 
72,253 
21,139 
173,707 
39,182 
26,068 
13,114 
71,118 
x 
21,781 
x 

x 
51,302 
x 

0278 
x 

x 
113,011 
33,455 
CIE) 
40,607 
16,676 


651,491 


31,107 


211 


Da SK 5K DDC Bt) DC CCE SC 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 


IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
PREPARATION DE FRUITS ET DE LEGUMES 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 
INDUSTRIE LAITIERE 

MEUNERIE, FAB. DE CEREALES DE TABLE 
FABRICATION D'ALIMENTS POUR ANIMAUX 
BOULANGERIE ET PATISSERIE (FAB.) 
FABRICANTS DE BISCUITS 

BOULANGERIES 

INDUSTRIES ALIMENTAIRES DIVERSES 
FABRICANTS DE CONFISERIE 

SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
INDUSTRIE DES BOISSONS 

FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 

BRASSERIES 

PRODUCTEURS DE VIN 


TOTAL 


INDUSTRIE DU TABAC 


FABRICANTS DE PRODUITS DU TABAC 


TOTAL 


IND DU CAOUTCHOUC, PRODS. EN PLAST. 


IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 


TOTAL 


INDUSTRIE DU CUIR 


TANNERIES 

FABRIQUES DE CHAUSSURES 
FABRIQUES DE GANTS EN CUIR 

FAB. DE VALISES, SACS A MAIN ETC. 
FAB. D'ARTICLES DIVERS EN CUIR 


TOTAL 


INDUSTRIE TEXTILE 


FILATURE ET TISSAGE DU COTON 
FILATURE ET TISSAGE DE LA LAINE 
FIBRES ARTIFICIELS ET SYNTHETIQUES 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 
FEUTRE ET TRAITEMENT DES FIBRES 
USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 
ACCESSOIRES EN TISSU POUR L'AUTO 
INDUSTRIES TEXTILES DIVERSES 
FABRIQUES DE FIL 

RUBANERIE (FABRICATION) 

BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 


TOTAL 
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Code 


01 
101 
1011 
1012 
102 
103 
1031 
1032 
104 
105 
106 
107 
1071 
1072 
108 
1081 
1082 
1089 
109 
1091 
1092 
1093 
1094 


02 
153 


03 
162 
165 


04 
172 
174 
175 
BAS) 
1799 


05 
181 
182 
183 
1832 
184 
185 
1851 
1852 
186 
187 
1871 
1872 
188 
189 
1891 
1892 
1893 
1894 
1899 
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Code 


06 
239 
2392 


07 
243 
2431 
244 
2441 
246 
249 
2492 
2499 


08 
251 
2511 
2513 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
Fal fife 
273 
2731 
2782 
2733 
274 


11 

286 
287 
288 
289 


Major group and industry 
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Table 51. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Female paid Wages 


Male 
Heures- Salaires 
hommes 
payées 


Hommes Femmes 


number - nombre ‘000 
KNITTING MILLS 
KNITTING MILLS-EXCEPT HOSIERY MILLS 5 x x x x 
OTHER KNITTING MILLS 5 x Xx x x 
TOTAL 5 x x x x 
CLOTHING INDUSTRIES 
MEN’S CLOTHING FACTORIES 21 180 852 2,086 9,567 
MEN’S CLOTHING FACTORIES 21 180 852 2,086 9,567 
WOMEN'S CLOTHING INDUSTRIES 14 103 835 1,885 8,568 
WOMEN'S CLOTHING FACTORIES 14 103 835 1,885 8,568 
FUR GOODS INDUSTRY 5) x x x x 
MISCELLANEOUS CLOTHING INDUSTRIES 3 x x x x 
HAT AND CAP INDUSTRY 1 x x x x 
MISCELLANEOUS CLOTHING INDS. NES 2 x x x x 
TOTAL 43 303 1,727 4,082 18,582 
WOOD INDUSTRIES 
SAWMILLS, PLANING AND SHINGLE MILLS 395 32,806 832 67,790 639,309 
SHINGLE MILLS 65 L572 34 3,309 32,622 
SAWMILLS AND PLANING MILLS 330 31,234 798 64,481 606,687 
VENEER AND PLYWOOD MILLS 28 6,798 631 14,512 131,823 
SASH, DOOR & OTHER MILLWORK PLANTS 177 2,710 182 5,907 43,200 
SASH, DOOR AND OTHER MILLWORK NES 110 19725 91 3,720 27,428 
PRE-FABRICATED BLDGS (WOOD FRAME) 10 373 3 753 5,604 
MFRS. OF WOODEN KITCHEN CABINETS 57 612 88 1,434 10,168 
WOODEN BOX FACTORIES 13 159 5 312 2217. 
COFFIN AND CASKET INDUSTRY 4 21 8 58 273 
MISCELLANEOUS WOOD INDUSTRIES 34 583 25 17227 9,933 
WOOD PRESERVATION INDUSTRY it 279 10 591 5,042 
WOOD HANDLES AND TURNING INDUSTRY 6 x x x x 
MANUFACTURERS OF PARTICLE BOARD 2 x x x x 
MISCELLANEOUS WOOD INDUSTRIES NES 15 123 9 249 1,606 
TOTAL 651 43,077 1,683 89,806 826,754 
FURNITURE AND FIXTURES INDUSTRIES 
HOUSEHOLD FURNITURE MANUFACTURERS 161 x x x x 
FURNITURE RE-UPHOLSTERY & REPAIR 98 x x x x 
HOUSEHOLD FURNITURE MFRS. NES 63 383 109 1,018 5,543 
OFFICE FURNITURE MANUFACTURERS 7 x x x x 
MISC. FURNITURE AND FIXTURE MFRS. 24 434 72 1,051 7,590 
ELECTRIC LAMP AND SHADE MFRS. 4 37 11 96 561 
TOTAL 196 17233 254 3,078 18,497 
PAPER AND ALLIED INDUSTRIES 
PULP AND PAPER MILLS 24 12,608 465 26,821 286,611 
ASPHALT ROOFING MANUFACTURERS 3 x x x x 
PAPER BOX AND BAG MANUFACTURERS 21 x x x x 
FOLDING CARTON AND SET-UP BOX MFRS. 5 x x x x 
CORRUGATED BOX MANUFACTURERS 6 x x * x 
PAPER AND PLASTIC BAG MANUFACTURERS 10 269 118 789 6,003 
MISCELLANEOUS PAPER CONVERTERS 23 193 106 609 3,935 
TOTAL 71 14,109 850 30,709 317,036 
PRINTING, PUBLISHING & ALLIED INDS. 
COMMERCIAL PRINTING 208 1,438 500 3,803 30,559 
PLAYEMAKING, TYPESETTING ETC. IND. 30 249 26 526 4,255 
PUBLISHING ONLY 70 - - - - 
PUBLISHING AND PRINTING 79 1,790 446 4,477 32,837 
TOTAL 387 3,477 972 8,806 67,651 


Cost of 
fuel 
and 
elec- 
tricity 

Cout du 

combus- 

tible et 
de l'élec- 
tricité 


153,313 
x 

x 

x 

x 

422 

170 


155,457 


527 
64 


1,079 


1,669 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matiéres et 
fournitures 
utilisées 


$'000 


1,746,118 
82,674 
1,663,444 
287,471 
127,890 
88,632 
23,660 
15,598 
6,132 
736 
24,693 
14,295 

x 

x 

3,965 


2,193,041 


755,621 
x 

x 

x 

x 
25,788 
12,199 


859,949 


40,395 
2,685 
9,587 

38,127 


90,794 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


3,294,354 
141,628 
3,152,726 
568,091 
218,672 
141,944 
39,626 
37,103 
9279 
1,186 
49,993 
25,107 

x 

x 

7,314 


4,141,574 


1,882,035 
x 

x 

x 

x 

40,842 
23,245 


2,061,165 


102,539 
10,296 
20,016 

141,020 


273,870 


Value 
added 
Valeur 
ajoutée 


1552752 
59,284 
1,493,469 
270,405 
89,140 
52,738 
14,962 
21,440 
3,060 

501 
24,237 
10,238 

x 

x 

3,423 


1,940,096 


912,160 
x 

x 

x 

x 

14,993 
11,338 


986,230 


61,861 
7,538 
10,682 
101,777 


181,858 


Working 
owners and 
partners 


Propriétaires 
et associés 


COLOMBIE-BRITANNIQUE 


Tableau 51. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 


et autre personnel 


actifs hors fabrication 
Male Female 
Hommes Femmes 
number - nombre 
x x x 
x x x 
x x x 
- 104 100 
= 104 100 
3 72 88 
3 2 88 
X x x 
x x x 
x x x 
x x x 
6 180 190 
94 3,575 LOU 
17 77 43 
77. 3,498 974 
= 638 149 
24 482 200 
12 245 89 
- 116 27 
12 121 84 
4 10 3 
_ 5 1 
2 74 41 
- 44 29 
x x x 
x x x 
1 8 5 
124 4,784 1,411 
x x x 
x x x 
17 68 39 
x x x 
3 83 42 
2 1 5 
91 172 93 
= 3,846 1,242 
x x x 
x x x 
x x x 
x x x 
= 95 34 
2 66 35 
2 4,300 1,396 
27 309 156 
1 49 24 
14 302 305 
1 1,067 761 
43 1727 1,246 


Salaries 


Traitements 


$'000 


106,485 
3,444 
103,041 


139,498 


136,183 
x 

x 

x 

x 

2,605 
1,788 


148,849 


9,078 
IZA 
6,894 
28,084 


45,227 


Employees — Salariés 


Total employees 


Number 


Nombre 


Total des salariés 


Salaries 
and 
wages 


Traitements 
et 
salaires 


745,794 
36,066 
709,728 
149,487 
56,052 
33,708 
8,472 
13,872 
Axil 
S73 
12,030 
6,318 

x 

x 

1,933 


966,252 


422,794 
x 

x 

x 

x 

8,608 
5,723 


465,884 


39,636 
5,426 
6,894 

60,922 


112,878 


Cost of 
materials, 
supplies 
and goods 
for resale 
Cott des 

matiéres, des 

fournitures et 

Ides marchan- 

dises desti- 

nées a la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
x x 
x x 
x x 
13,970 33,688 
13,970 33,688 
17,581 38,270 
17,581 38,270 
x x 
x x 
x x 
x x 
32,347 737291 
1,781,092 3,326,913 
88,909 147,933 
1,692,183 3,178,980 
310,143 592,666 
135,707 231,258 
95,269 151427 
23,858 40,214 
16,580 39,916 
6,237 9,310 
925 1,419 
28,152 59/7241 
17,114 28,211 
x x 
x x 
4,393 7,858 
2,262,257 4,215,286 
x x 
x x 
14,017 27,089 
x x 
13,201 28,771 
1,128 2,165 
34,321 70,368 
859717985985 
x x 
x x 
x x 
x x 
26,147 41,137 
13,658 25,144 
967,383 2,169,520 
41,270 103,799 
2,774 10,355 
9,857 20,304 
39,068 141,445 
92,969 275,903 


Value 
added 


Valeur 
ajoutee 


41,692 


15 950;337, 
997353 
1,490,984 
2725307. 
93,909 
55,284 
15,352 
23,273 
2,986 

945 
24,507 
10,523 

x 

x 

3,538 


1,944,591 


x 
x 
13,296 


x 
15,459 
1,028 


36,144 


912,509 
x 

x 

x 

x 

14,928 
11,778 


987,151 


62,247 
7,508 
10,700 
101,262 


181,716 


Groupe et industrie 


BONNETERIE 


BONNETERIE (SAUF BAS, CHAUSSETTES) 
AUTRES FABRICANTS DE TRICOT 


TOTAL 


INDUSTRIE DE L’HABILLEMENT 


IND. DES VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR HOMMES 
IND. DES VETEMENTS POUR DAMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

INDS. DIVERSES DE L'HABILLEMENT 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


TOTAL 


INDUSTRIE DU BOIS 


SCIERIES RABOTAGE USINES BARDEAUX 
USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES CHASSIS AUTRES BOIS OUVRES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 
FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

INDS. DIVERSES DU BOIS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 
FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 


TOTAL 


IND. MEUBLE, ARTICLES D'AMEUBLEMENT 


INDUSTRIE DES MEUBLES DE MAISON 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 

IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 


TOTAL 


IND. DU PAPIER, ACTIVITES ANNEXES 


USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
BOITES EN CARTON, SACS EN PAPIER 
CARTONS PLIANTS ET BOITES MONTEES 
FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 


TOTAL 


IMPRIMERIE EDITION ACTIVITES ANNEXS 


IMPRIMERIE COMMERCIALE 
CLICHAGE, COMPOSITION ET RELIURE 
EDITION SEULEMENT 

EDITION ET IMPRESSION 


TOTAL 


169 


Code 


06 
239 
2392 


07 
243 
2431 
244 
2441 
246 
249 
2492 
2499 


08 
251 
2511 
2518 
252 
254 
2541 
2543 
2544 
256 
258 
259 
2591 
2592 
2593 
2599 


09 
261 
2611 
2619 
264 
266 
268 


10 
271 
272 
273 
2731 
2732 
2733 
274 


11 

286 
287 
288 
289 


BRITISH COLUMBIA 


Table 51. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activité manufacturière 


Production and related workers 

— Cost of 

Travailleurs de la production et assimilés fuel 

and 

elec- 

Man tricity 

hours — 
Male Female paid Wages Coût du 
= = = = combus- 
Hommes Femmes Heures- Salaires tible et 
hommes de l'élec- 


170 
Major group and industry 
Code 
12 PRIMARY METAL INDUSTRIES 
291 IRON AND STEEL MILLS 
292 STEEL PIPE AND TUBE MILLS 
294 IRON FOUNDRIES 
295 SMELTING AND REFINING 
296 ALUMINUM ROLLING, CASTING ETC. 
297 COPPER & COPPER ALLOY ROLLING ETC. 
298 METAL ROLLING, CASTING ETC. NES 
TOTAL 
13 METAL FABRICATING INDUSTRIES 
301 BOILER AND PLATE WORKS 
302 FAB. STRUCTURAL METAL INDUSTRY 
303 ORNAMENTAL & ARCHITECTURAL METAL 
3031 METAL DOOR AND WINDOW MANUFACTURERS 
3039 ORNAMENT & ARCHITECTURAL METAL NES 
304 METAL STAMPING, PRESSING & COATING 
3041 METAL COATING INDUSTRY 
3042 METAL STAMPING AND PRESSING IND. 
305 WIRE AND WIRE PRODUCTS MFRS. 
3051 FASTENER MANUFACTURERS 
3059 WIRE AND WIRE PRODUCTS MFRS, NES 
306 HARDWARE, TOOL AND CUTLERY MFRS. 
307 HEATING EQUIPMENT MANUFACTURERS 
308 MACHINE SHOPS 
309 MISC. METAL FABRICATING INDS. 
TOTAL 
14 MACHINERY INDUSTRIES 
311 AGRICULTURAL IMPLEMENT INDUSTRY 
315 MISC. MACHINERY AND EQUIPMENT MFRS. 
316 COMMERCIAL REFRIG. AIR COND. MFRS. 
318 OFFICE AND STORE MACHINERY MFRS. 
TOTAL 
15 TRANSPORTATION EQUIPMENT INDUSTRIES 
321 AIRCRAFT & AIRCRAFT PARTS MFRS. 
323 MOTOR VEHICLE MANUFACTURERS 
324 TRUCK BODY AND TRAILER MFRS. 
3241 TRUCK BODY MANUFACTURERS 
3242 NON-COMMERCIAL TRAILER MFRS. 
3243 COMMERCIAL TRAILER MANUFACTURERS 
325 MOTOR VEHICLE PARTS & ACCESSORIES 
327 SHIPBUILDING AND REPAIR 
328 BOATBUILDING AND REPAIR 
329 MISCELLANEOUS VEHICLE MANUFACTURERS 
TOTAL 
16 ELECTRICAL PRODUCTS INDUSTRIES 
331 MFRS OF SMALL ELECTRICAL APPLIANCES 
332 MANUFACTURERS OF MAJOR APPLIANCES 
333 MANUFACTURERS OF LIGHTING FIXTURES 
339 COMMUNICATIONS EQUIPMENT MFRS. 
336 MFRS. ELECTRICAL INDUSTRIAL EQUIP. 
338 MFRS. OF ELECTRIC WIRE AND CABLE 
339 MFRS. OF MISC. ELECTRICAL PRODUCTS 
3391 BATTERY MANUFACTURERS 
3399 MFRS. MISC ELECTRICAL PRODUCTS NES 


TOTAL 


number - nombre 


payées 


‘000 


1,831 


114,224 


905 
21,606 
12,501 

8,579 
3,922 
22,064 
2,578 
19,486 
15,556 
x 

x 
16,704 
2135 
20,106 
10,292 


121,869 


3,027 


x 
23,850 
3,564 
14,832 
5,455 
x 
53,049 
D272 
x 


119122 


tricité 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


10,289 


287,064 


Pst 
41,574 
33,953 
24,887 

9,066 
75,191 

1,336 
73,855 
52,833 

x 
x 
21,902 

5,013 
24,932 
17,899 


274,428 


132,706 


4,253 


x 
76,220 
6,907 
55,712 
13,601 
x 
50,094 
16,887 
x 


308,211 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


18,488 


623,798 


2,727) 
68,293 
62,726 
45,269 
17,457 

132,223 
6,213 
126,010 
102,371 
x 

x 
66,601 
10,041 
68,482 
40,471 


553,935 


297,393. 


9,139 


x 
130,220 
13,422 
92,550 
24,248 


x 
142,257 
32,917 
x 


572,791 


x 

x 
7,415 
45,477 
24,489 
x 

x 
10,785 
x 


112,138 


Value 
added 
Valeur 

ajoutée 


6,882 


329,323 


1,566 
32,242 
28,790 
20,382 

8,408 
58,472 

4,745 
53727 
50,081 

x 
x 
46,322 

5,118 
43,125 
22,314 


288,029 


169,925 


5,229 


x 
56,293 
6,345 
38,825 
119122 


x 
93,259 
16,415 

x 


268,217 


Working 
owners and 
partners 


Propriétaires 


et associés 


actifs 


employees 


COLOMBIE-BRITANNIQUE 


Tableau 51. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Employees — Salariés Cost of 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Femmes Traitements 


hors fabrication 
Male Female 
Hommes 
number - nombre 
x x x 
x x x 
- 178 58 
x x x 
x x x 
x x x 
- 27 9 
- 1,955 459 
- 11 8 
- 246 62 
10 257 102 
- 217 81 
10 40 24 
4 264 96 
- 17 6 
4 247 90 
- 175 72 
x x x 
x x x 
1 245 146 
il 58 14 
17 272 109 
2 168 58 
35 1,696 667 
- 4 3 
4 1,164 383 
x x x 
x x x 
4 1,349 427 
- 94 20 
x x x 
2 296 87 
- 38 13 
2 154 56 
- 104 18 
x x x 
- 265 98 
19 53 25 
x x x 
22 Hh WSs 409 
x x x 
x x x 
- 25 11 
2 494 203 
- 240 79 
x x x 
x x x 
- 42 14 
x x x 
6 1,205 405 


$'000 


Total employees 


Total des salariés 


Number 


Nombre 


Salaries 
and 
wages 


Traitements 


et 
salaires 


x 
2,441 


165,532 


1,259 
27,884 
18,590 
13,641 

4,950 
29,099 

2,969 
26,130 
20,478 

x 
x 
24,726 

3,439 
26,921 
14,542 


166,938 


588 
100,531 
x 

x 


106,719 


4,693 
x 
31314 
4,637 
18,807 
7,867 


x 
61,131 
10,768 

x 


150,185 


materials, 
supplies 
and goods 
for resale 
Cott des 
matiéres, des 
fournitures et 
des marchan- 
dises desti- 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


nées a la 
revente 

$'000 
x x 
x x 
25,480 55,108 
x x 
x x 
x x 
13,210 21273 
339,468 692,239 
15135 2727 
47,890 77,984 
38,948 71,401 
29,694 58/7574 
9,254 17,644 
89,141 148,459 
1,354 6,213 
87,787 142,246 
61,453 111,804 
x x 
x x 
PAS AST), 68,765 
6,202 11,154 
30,883 75,886 
21,314 43,809 
320,483 611,990 
ZA 3,959 
153,063 319,438 
x x 
x x 
158,824 330,475 
4,657 10,004 
4 x 
82,687 138,106 
8,884 15,920 
58,165 95,327 
15,637 26,859 
x x 
52,865 145,043 
17,376 33,368 
x x 
324,379 593,258 
x x 
x x 
4,134 7,416 
27,224 54,382 
12,338 26,197 
x x 
x x 
6,058 10,968 
x x 
68,350 125,631 


Value 
added 


Valeur 
ajoutée 


x 
6,745 


341,360 


1,561 
35,617 
32,470 
24,063 

8,407 
60,758 

4,727 
56,031 
50,894 

x 


x 
46,872 
5,042 
44,578 
22,237 


300,028 


176,889 


5,690 
x 

SAT 12 
6,866 
39,149 
11,697 


x 
935275 
16,377 

x 


272,516 


Groupe et industrie 


PREMIERE TRANSFORMATION DES METAUX 


SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 

FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 


TOTAL 


FABRICATION DE PRODUITS EN METAL 


IND. DES CHAUDIERES ET DES PLAQUES 
ELEMENTS DE CHARPENTE METALL. 
PRODS METALL. D'ARCHIT & D'ORNEMENT 
FAB. PORTES ET FENETRES METALLIQUES 
PROD METALL D'ARCHIT D'ORNEMENT NCA 
EMBOUTISSAGE, ETC. DES METAUX 
INDUSTRIE DU REVETEMENT DES METAUX 
EMBOUTISSAGE, MATRICAGE DES METAUX 
FIL METALLIQUE ET SES PRODUITS 
FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 

FAB. PRODUITS METALLIQUES DIVERS 


TOTAL 


FABRICATION DE MACHINES 


FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


TOTAL 


FABRICATION EQUIPEMENT DE TRANSPORT 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 
CARROSSERIES DE CAMIONS & REMORQUES 
FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 
FAB. DE PIECES ET ACCESS. D'AUTO 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 


TOTAL 


FABRICATION DE PRODUITS ELECTRIQUES 


FAB. PETITS APPAREILS ELECTRIQUES 
FABRICANTS DE GROS APPAREILS 
FABRICANTS D'APPAREILS D'ECLAIRAGE 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 
FAB. DE PRODUITS ELECTRIQUES DIVERS 
FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 


TOTAL 


171 


Code 


12 

291 
292 
294 
295 
296 
297 
298 


13 
301 
302 
303 
3031 
3039 
304 
3041 
3042 
305 
3051 
3059 
306 
307 
308 
309 


14 

311 
315 
316 
318 


15 
321 
323 
324 
3241 
3242 
3243 
325 
827 
328 
829 


16 
331 
332 
Shs) 
335 
336 
338 
339 
3391 
2399 


172 


Code 


3782 
3783 


3791 
3799 


20 
391 
3911 
3912 
3913 
3914 
3915 
392 
393 
3931 
3932 
397 
399 
3991 
3993 
3994 
3996 
3999 


BRITISH COLUMBIA 


Table 51. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


NON-METALLIC MINERAL PRODUCTS INDS. 
CLAY PRODUCTS MANUFACTURERS 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 
CEMENT MANUFACTURERS 
STONE PRODUCTS MANUFACTURERS 
CONCRETE PRODUCTS MANUFACTURERS 
CONCRETE PIPE MANUFACTURERS 
MFRS. STRUCTURAL CONCRETE PRODUCTS 
CONCRETE PRODUCTS MFRS. NES 
READY-MIX CONCRETE MANUFACTURERS 
GLASS AND GLASS PRODUCTS MFRS. 
GLASS MANUFACTURERS 
GLASS PRODUCTS MANUFACTURERS 
LIME MANUFACTURERS 
MISC. NON-METALLIC MINERAL PRODUCTS 
REFRACTORIES MANUFACTURERS 
MISC NON-METALLIC MINERAL PRODS NES 


TOTAL 


PETROLEUM AND COAL PRODUCTS INDS. 
PETROLEUM REFINERIES 
PETROLEUM REFINING 
MISC. PETROLEUM & COAL PRODS. INDS. 


TOTAL 


CHEMICAL & CHEMICAL PRODUCTS INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 
MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 
PAINT AND VARNISH MANUFACTURERS 


MFRS OF SOAP AND CLEANING COMPOUNDS 


MFRS. OF TOILET PREPARATIONS 
MFRS. OF INDUSTRIAL CHEMICALS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 
MISCELLANEOUS CHEMICAL INDUSTRIES 
MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


MISCELLANEOUS MANUFACTURING INDS. 
SCIENTIFIC & PROFESSIONAL EQUIPMENT 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 
OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 
JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS AND TOY INDUSTRIES 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 
SIGNS AND DISPLAYS INDUSTRY 
MISC. MANUFACTURING INDS. NES 
BROOM, BRUSH AND MOP MANUFACTURERS 
FLOOR TILE, LINOLEUM ETC. MFRS. 
SOUND RECORDING-MUSICAL INSTRUMENTS 
PEN AND PENCIL MANUFACTURERS 
OTHER MISC. MANUFACTURING INDS. 


TOTAL 


TOTAL, ALL INDUSTRIES 


Estab- 
lish- 
ments 


Eta- 
blisse- 
ments 


185 


103 


3,478 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Male Female 


Hommes Femmes 


number - nombre 
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D x x 


789 


103,824 


x X MX PK KON XK KN KK x x 


270 


13,974 


Man 
hours 
paid 


Heures- 
hommes 
payées 


‘000 


1,672 


238,748 


Wages 


Salaires 


15,850 


2,049,064 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


NS 
o 
x X Mx x x x x 


D 
aon 
- 5 
aor 


11,650 


422 


340,088 


Cost of 
materials 
and 
supplies 
used 
Cott des 
matiéres et 
fournitures 
utilisées 


$'000 


10752 


x 


744,521 


x 
16,439 


148,956 


6,540,186 


Value of 
shipments. 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


281,880 


x 


877,844 


x 
35,895 


319,093 


12,225,848 


Value 
added 


Valeur 
ajoutée 


153,002 


PES 


125,044 


x 
18,953 


144,379 


5,433,565 


Working 
owners and 
partners 


Propriétaires 


et associés 
actifs 


Employees — Salariés 


Male 


Hommes 


employees 
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Femmes 


number - nombre 
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Tableau 51. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 


Administration, bureau 
et autre personnel 


Salaries 


Traitements 


$'000 


728,933 


Total employees 


Number 


Nombre 


N 
oy 
DORA OI EC ENONCE 


is 
[e] 
œ 


1,146 


153,616 


Total des salariés 


Salaries 
and 
wages 
Traitements 
et 
salaires 


25,405 


2,777,997 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 
matiéres, des 
fournitures et 
des marchan- 

dises desti- 

nées a la 
revente 


Value of 

shipments 

and other 
revenue 


Value 
added 


Groupe et industrie 


Valeur 
ajoutée 


Valeur des 
livraisons 
et autres 

recettes 


$'000 
PRODUITS MINERAUX NON METALLIQUES 
x x x FABRICANTS DE PRODUITS EN ARGILE 
x x x PRODUITS EN ARGILE (DOMESTIQUE) 
x x x FAB. PRODUITS EN ARGILE (IMPORTEE) 
x x x FABRICANTS DE CIMENT 
x x x FABRICANTS DE PRODUITS EN PIERRE 
17222 41,726 22,665 FABRICANTS DE PRODUITS EN BETON 
x x x FABRICANTS DE TUYAUX EN BETON 
x x X FAB. ELEMENTS DE STRUCTURE EN BETON 
117895 24,630 12,229 FAB. DE PRODUITS EN BETON NCA 
65,174 110,605 43,099 FABRICANTS DE BETON PREPARE 
x x x FAB. VERRES ET ARTICLES EN VERRE 
x x x FABRICANTS DE VERRES 
545 1152 607 FABRICANTS D'ARTICLES EN VERRE 
x x x FABRICANTS DE CHAUX 
18,752 39,097 17,672 PRODS. MINERAUX NON METALL. DIVERS 
x x x FABRICANTS DE PRODUITS REFRACTAIRES 
x x x MINERAUX NON METALL. DIVERS NCA 
128,526 311,480 161,228 TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 
x x x RAFFINERIES DE PETROLE 
x x x RAFFINAGE DU PETROLE 
x x x DERIVES DIVERS DU PETROLE & CHARBON 
757,066 892,296 126,950 TOTAL 
INDUSTRIE CHIMIQUE 
x x x FABRICANTS D'ENGRAIS COMPOSES 
x x 2: MATIERES PLAST. ET RESINES SYNTHET. 
4,873 8,930 4,591 FAB. PHARMACEUTIQUES ET MEDICAMENTS 
43,307 78,694 32,611 FABRICANTS DE PEINTURES ET VERNIS 
3,925 6,998 2,904 FAB. SAVON ET PRODUITS DE NETTOYAGE 
364 533 158 FABRICANTS DE PRODUITS DE TOILETTE 
80,624 181,929 797375 FAB. DE PRODS CHIMIQUES INDUSTRIELS 
x x x PRODS. CHIMIQUES (INORGANIQUES) NCA 
x x x PRODS. CHIMIQUES (ORGANIQUES), NCA 
x x x FAB. DE PRODUITS CHIMIQUES DIVERS 
X x x FABRICANTS D'ENCRES D'IMPRIMERIE 
20,308 41,142 20,330 FAB. PRODUITS CHIMIQUES DIVERS NCA 
184,231 364,448 154,458 TOTAL 
INDUSTRIES MANUFACTURIERES DIVERSES 
14,921 31,062 16,403 MATERIEL SCIENTIFIQUE PROFESSIONNEL 
1,487 2,514 1,024 INSTRUMENTS ET PRODS. SIMILAIRES 
x x x FABRICANTS D'HORLOGES ET DE MONTRES 
x x x APPAR. ORTHOPEDIQUES & CHIRURGICAUX 
71733 12,141 4,680 FABRICANTS D'ARTICLES OPHTALMIQUES 
5,100 15,039 9,940 ATELIERS DE MECANICIEN-DENTISTE 
3/791 7,663 4,124 FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
2,931 5,273 2,296 FAB. ARTICLES DE SPORT ET DE JOUETS 
x x x FABRICANTS D'ARTICLES DE SPORT 
x x x FABRICANTS DE JEUX ET DE JOUETS 
6,693 25,027 177955 FAB. D'ENSEIGNES ET D'ETALAGES 
6,489 15,066 8,585 INDS. MANUFACTURIERES DIVERSES NCA 
x x x FAB. DE BALAIS, DE BROSSES, ETC. 
x x x CARREAUX, DALLES, LINOLEUM ETC. 
570 1,092 513 ENREGISTAR DU SON, INSTR DE MUSIQUE 
x x x FAB. DE STYLOS ET DE CRAYONS 
9,139 129075 7,051 AUTRES IND MANUFACTURIERES DIVERSES 
34,826 84,091 49,163 TOTAL 
7,197,427 13,002,376 5,552,853 TOTAL, TOUTES INDUSTRIES 


173 


Code 


17 
351 
3511 
3512 
352 
353 
354 
3541 
3542 
3549 
355 
356 
3561 
3562 
358 
359 
3591 
3599 


18 
365 
3651 
369 


19 
Bie 
373 
374 
375 
376 
377 
378 
3782 
3783 
879 
8791 
3799 


20 
391 
3911 
SoZ 
3913 
3914 
BOS 
392 
393 
3931 
3932 
397 
399 
3991 
2995 
3994 
3996 
3999 


174 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1071 
1072 
1081 


1082 
1089 
1091 
1092 
1093 


1094 
162 
165 
172 
174 


175 
1799 
182 
1832 
184 


1851 
1852 
186 

1871 
1872 


188 

1893 
1894 
1899 
2392 


2431 
2441 
246 

2492 
2499 


2511 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 


266 
268 
271 
272 
2731 
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TABLE 52. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 52. NOMBRE D'ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


SLAUGHTERING AND MEAT PROCESSORS 
POULTRY PROCESSORS 

FISH PRODUCTS INDUSTRY 

FRUIT & VEG. CANNERS & PRESERVERS 
FROZEN FRUIT & VEGETABLE PROCESSORS 


DAIRY PRODUCTS INDUSTRY 

FEED INDUSTRY 

BISCUITS MANUFACTURERS 
BAKERIES 

CONFECTIONERY MANUFACTURERS 


CANE AND BEET SUGAR PROCESSORS 
MISCELLANEOUS FOOD PROCESSORS NES 
SOFT DRINK MANUFACTURERS 
DISTILLERIES 

BREWERIES 


WINERIES 

RUBBER PRODUCTS INDUSTRIES 
PLASTICS FABRICATING INDUSTRY NES 
LEATHER TANNERIES 

SHOE FACTORIES 


LEATHER GLOVE FACTORIES 

MISC. LEATHER PRODUCTS MFRS. 

WOOL YARN AND CLOTH MILLS 
THROWSTERS, SPUN YARN & CLOTH MILLS 
CORDAGE AND TWINE INDUSTRY 


FIBRE PROCESSING MILLS 

PRESSED AND PUNCHED FELT MILLS 
CARPET, MAT AND RUG INDUSTRY 
COTTON AND JUTE BAGS MANUFACTURERS 
CANVAS PRODUCTS MANUFACTURERS 


AUTOMOBILE FABRIC ACCESSORIES IND. 
EMBROIDERY, PLEATING, HEMSTITCHING 
TEXTILE DYEING AND FINISHING PLANTS 
MISCELLANEOUS TEXTILE INDS NES 
OTHER KNITTING MILLS 


MEN'S CLOTHING FACTORIES 
WOMEN’S CLOTHING FACTORIES 

FUR GOODS INDUSTRY 

HAT AND CAP INDUSTRY 
MISCELLANEOUS CLOTHING INDS. NES 


SHINGLE MILLS 

SAWMILLS AND PLANING MILLS 

VENEER AND PLYWOOD MILLS 

SASH, DOOR AND OTHER MILLWORK NES 
PRE-FABRICATED BLDGS (WOOD FRAME) 


MFRS. OF WOODEN KITCHEN CABINETS 
WOODEN BOX FACTORIES 

COFFIN AND CASKET INDUSTRY 

WOOD PRESERVATION INDUSTRY 

WOOD HANDLES AND TURNING INDUSTRY 


MANUFACTURERS OF PARTICLE BOARD 
MISCELLANEOUS WOOD INDUSTRIES NES 
FURNITURE RE-UPHOLSTERY & REPAIR 
HOUSEHOLD FURNITURE MFRS. NES 
OFFICE FURNITURE MANUFACTURERS 


MISC. FURNITURE AND FIXTURE MFRS. 
ELECTRIC LAMP AND SHADE MFRS. 

PULP AND PAPER MILLS 

ASPHALT ROOFING MANUFACTURERS 
FOLDING CARTON AND SET-UP BOX MFRS. 
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Employment size group — Effectif par tranche de taille 


CON 


16 
12 


10 


22 


= few Oo 


=e NE O0 5 


he N : 


D: à NN 


N © N & 


ND N © = OW 


re Oo 


mme , 


D D PB © N 


N D + D : 


200 


499 


1 ND © + ND 


2 Wo = a 


45 
12 


500 


999 


Ng 


1,000 
+ TOTAL 


' 
Br ND ON 


INDUSTRIE 


ABATTAGE, CONDITIONNEMENT DE VIANDE 
CONDITIONNEMENT DE LA VOLAILLE 

IND. DE TRANSFORMATION DU POISSON 
CONSERVERIES DE FRUITS & DE LEGUMES 
FRUITS ET LEGUMES CONGELES 


INDUSTRIE LAITIERE 

FABRICATION D'ALIMENTS POUR ANIMAUX 
FABRICANTS DE BISCUITS 

BOULANGERIES 

FABRICANTS DE CONFISERIE 


SUCRE DE CANNE ET DE BETTERAVES 
PRODUITS ALIMENTAIRES DIVERS NCA 
FABRICANTS DE BOISSONS GAZEUSES 
DISTILLERIES 
BRASSERIES 


PRODUCTEURS DE VIN 

IND. DES PRODUITS EN CAOUTCHOUC 
ARTICLES EN MATIERE PLASTIQUE NCA 
TANNERIES 

FABRIQUES DE CHAUSSURES 


FABRIQUES DE GANTS EN CUIR 

FAB. D'ARTICLES DIVERS EN CUIR 
FILATURE ET TISSAGE DE LA LAINE 
MOULINAGES, FILATURES ET TISSAGES 
CORDERIE ET FICELLERIE-FABRICATION 


USINES DE TRAITEMENT DE FIBRES 
FABRIQUES DE FEUTRE PRESSE ET AERE 
IND. DES TAPIS, DES CARPETTES, ETC. 
FAB. DE SACS DE COTON ET DE JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 


ACCESSOIRES EN TISSU POUR L'AUTO 
BRODERIE, PLISSAGE, OURLETS A JOUR 
TEINTURE ET FINISSAGE DE TEXTILE 
INDS. TEXTILES DIVERSES NCA 

AUTRES FABRICANTS DE TRICOT 


CONFECTION DE VETEMENTS POUR HOMMES 
CONFECTION DE VETEMENTS POUR DAMES 
IND. DES ARTICLES EN FOURRURE 

IND. DES CHAPEAUX ET CASQUETTES 

INDS. DIVERSES DU VETEMENT NCA 


USINES DE BARDEAUX 

SCIERIES ET ATELIERS DE RABOTAGE 
FABRIQUES PLACAGES, CONTRE-PLAQUES 
PORTES, CHASSIS, BOIS OUVRES NCA 
PREFAB BATIMENTS-CHARPENTES EN BOIS 


FAB. D'ARMOIRES DE CUISINE EN BOIS 
FABRIQUES DE BOITES EN BOIS 
INDUSTRIE DES CERCUEILS 

TRAITEMENT PROTECTEUR DU BOIS 
MANCHES EN BOIS, TOURNAGE SUR BOIS 


FABRICANTS DE PANNEAUX AGGLOMERES 
INDUSTRIES DIVERSES DU BOIS NCA 
REMBOURRAGE, REPARATION DE MEUBLES 
IND. DES MEUBLES DE MAISON NCA 
INDUSTRIE DES MEUBLES DE BUREAU 


IND DES ARTICLES AMEUBLEMENT DIVERS 
LAMPES ELECTRIQUES ET ABAT-JOUR 
USINES DE PATES ET PAPIERS 

PAPIER DE COUVERTURE ASPHALTE 
CARTONS PLIANTS ET BOITES MONTEES 


Code 


1011 
1012 
102 

1031 
1032 


104 
106 
1071 
1072 
1081 


1082 
1089 
1091 
1092 
1093 


1094 
162 
165 
172 
174 


175 
1799 
182 
1832 
184 


1851 
1852 
186 

1871 
1872 


188 

1893 
1894 
1899 
2392 


2431 
2441 
246 

2492 
2499 


2511 
2513 
252 

2541 
2543 


2544 
256 
258 
2591 
2592 


2593 
2599 
2611 
2619 
264 


266 
268 
271 
272 
2731 


Code 


2732 
ASS) 
274 
286 
287 


288 
289 
291 
292 
294 


295 
296 
297 
298 
301 


302 

3031 
3039 
3041 
3042 


3051 
3059 
306 
307 
308 


309 
311 
315 
316 
318 


321 
SPA) 
3241 
3242 
3243 


325 
327 
328 
329) 
331 


332 
333 
352 
336 
338 


3391 
3399 
3511 
3512 
352 


353 
3541 
3542 
3549 
355 


3561 
3562 
358 

3591 
3599 
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TABLE 52. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 52. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 1 


CORRUGATED BOX MANUFACTURERS = 


PAPER AND PLASTIC BAG MANUFACTURERS 2 
MISCELLANEOUS PAPER CONVERTERS 5 
COMMERCIAL PRINTING 97 
PLATEMAKING, TYPESETTING ETC. IND. 11 
PUBLISHING ONLY 31 
PUBLISHING AND PRINTING 16 


IRON AND STEEL MILLS = 
STEEL PIPE AND TUBE MILLS - 
IRON FOUNDRIES = 


SMELTING AND REFINING - 
ALUMINUM ROLLING, CASTING ETC. = 
COPPER & COPPER ALLOY ROLLING ETC. - 


METAL ROLLING, CASTING ETC. NES 1 
BOILER AND PLATE WORKS 1 
FAB. STRUCTURAL METAL INDUSTRY 4 
METAL DOOR AND WINDOW MANUFACTURERS 4 
ORNAMENT & ARCHITECTURAL METAL NES 26 
METAL COATING INDUSTRY 5 
METAL STAMPING AND PRESSING IND. 19 
FASTENER MANUFACTURERS 1 
WIRE AND WIRE PRODUCTS MFRS, NES 9 
HARDWARE, TOOL AND CUTLERY MFRS. 11 
HEATING EQUIPMENT MANUFACTURERS 1 
MACHINE SHOPS 60 
MISC. METAL FABRICATING INDS. 18 
AGRICULTURAL IMPLEMENT INDUSTRY 1 
MISC. MACHINERY AND EQUIPMENT MFRS. 24 


COMMERCIAL REFRIG. AIR COND. MFRS. = 
OFFICE AND STORE MACHINERY MFRS. - 


AIRCRAFT & AIRCRAFT PARTS MFRS. 8 
MOTOR VEHICLE MANUFACTURERS = 
TRUCK BODY MANUFACTURERS 5 
NON-COMMERCIAL TRAILER MFRS. 8 
COMMERCIAL TRAILER MANUFACTURERS 1 
MOTOR VEHICLE PARTS & ACCESSORIES 5 
SHIPBUILDING AND REPAIR 

BOATBUILDING AND REPAIR 41 
MISCELLANEOUS VEHICLE MANUFACTURERS 1 
MFRS OF SMALL ELECTRICAL APPLIANCES © 
MANUFACTURERS OF MAJOR APPLIANCES 1 
MANUFACTURERS OF LIGHTING FIXTURES 4 
COMMUNICATIONS EQUIPMENT MFRS. 14 
MFRS. ELECTRICAL INDUSTRIAL EQUIP. 6 
MFRS. OF ELECTRIC WIRE AND CABLE 

BATTERY MANUFACTURERS 1 


MFRS. MISC ELECTRICAL PRODUCTS NES = 
CLAY PRODUCTS MFRS (DOMESTIC CLAYS) 9 
CLAY PRODUCTS MFRS (IMPORTED CLAYS) 4 
CEMENT MANUFACTURERS = 


STONE PRODUCTS MANUFACTURERS 8 
CONCRETE PIPE MANUFACTURERS 2 
MFRS. STRUCTURAL CONCRETE PRODUCTS = 
CONCRETE PRODUCTS MFRS. NES 24 
READY-MIX CONCRETE MANUFACTURERS 21 


GLASS MANUFACTURERS : 
GLASS PRODUCTS MANUFACTURERS 6 
LIME MANUFACTURERS - 
REFRACTORIES MANUFACTURERS 5 
MISC NON-METALLIC MINERAL PRODS NES = 


Employment size group — Effectif par tranche de taille 
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TOTAL 


36 
21 


INDUSTRIE 


FAB. DE BOITES EN CARTON ONDULE 
FAB. SACS EN PAPIER ET EN PLASTIQUE 
TRANSFORMATIONS DIVERSES DU PAPIER 
IMPRIMERIE COMMERCIALE 

CLICHAGE, COMPOSITION ET RELIURE 


EDITION SEULEMENT 

EDITION ET IMPRESSION 
SIDERURGIE 

FAB. DE TUBES ET TUYAUX D'ACIER 
FONDERIES DE FER 


FONTE ET AFFINAGE 

LAMINAGE, MOULAGE, ETC. D'ALUMINIUM 
LAMINAGE ETC. DU CUIVRE ET ALLIAGES 
LAMINAGE, ETC. DES METAUX NCA 

IND. DES CHAUDIERES ET DES PLAQUES 


ELEMENTS DE CHARPENTE METALL. 

FAB. PORTES ET FENETRES METALLIQUES 

PROD METALL D'ARCHIT D'ORNEMENT NCA 
INDUSTRIE DU REVETEMENT DES METAUX 

EMBOUTISSAGE, MATRICAGE DES METAUX 


FABRICANTS D'AGRAFES 

FIL METALLIQUE ET SES PRODUCTS,NCA 
QUINCAILLERIE OUTILLAGE COUTELLERIE 
FABRICANTS D'APPAREILS DE CHAUFFAGE 
ATELIERS D'USINAGE 


FAB. PRODUITS METALLIQUES DIVERS 
FABRICANTS D'INSTRUMENTS ARATOIRES 
FAB DE MACHINES & EQUIPEMENT DIVERS 
FAB. EQUIP. COMM. DE REFRIGERATION 
MACHINES POUR BUREAU ET COMMERCE 


FAB. D AERONEFS ET DE PIECES 

FAB. DE VEHICULES AUTOMOBILES 

FAB. DE CARROSSERIES DE CAMIONS 
REMORQUES A USAGE NON COMMERCIAL 
FAB. DE REMORQUES USAGE COMMERCIAL 


FAB. DE PIECES ET ACCESS. D'AUTO 
CONSTRUCTION REPARATION, NAVIRES 
CONSTRUCTION, ETC. D'EMBARCATIONS 
FABRICANTS DE VEHICULES DIVERS 
FAB. PETITS APPAREILS ELECTRIQUES 


FABRICANTS DE GROS APPAREILS 

FABRICANTS D'APPAREILS D'ECLAIRAGE 
FAB. D'EQUIP. DE TELECOMMUNICATION 
FAB. D'EQUIP. ELECTRIQUE INDUSTRIEL 
FAB. DE FILS ET CABLES ELECTRIQUES 


FABRICANTS, D'ACCUMULATEURS 
PRODUITS ELECTRIQUES DIVERS NCA 
PRODUITS EN ARGILE (DOMESTIQUE) 
FAB. PRODUITS EN ARGILE (IMPORTEE) 
FABRICANTS DE CIMENT 


FABRICANTS DE PRODUITS EN PIERRE 
FABRICANTS DE TUYAUX EN BETON 

FAB. ELEMENTS DE STRUCTURE EN BETON 
FAB. DE PRODUITS EN BETON NCA 
FABRICANTS DE BETON PREPARE 


FABRICANTS DE VERRES 

FABRICANTS D'ARTICLES EN VERRE 
FABRICANTS DE CHAUX 

FABRICANTS DE PRODUITS REFRACTAIRES 
MINERAUX NON METALL. DIVERS NCA 


175 


332 
333 
335 
336 
338 


3391 
3399 
3511 
3512 
352 


353 
3541 
3542 
3549 
355 


3561 
3562 
358 

3591 
3599 


176 


Code 


3651 
369 
372 
373 
374 


375 
376 
377 
3782 
3783 


3791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3994 
3996 
3999 
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TABLE 52. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 52. NOMBRE D’ETABLISSEMENTS PAR TAILLE D’EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


PETROLEUM REFINING 

MISC. PETROLEUM & COAL PRODS. INDS. 
MANUFACTURERS OF MIXED FERTILIZERS 

MFRS OF PLASTICS & SYNTHETIC RESINS 
MFRS. PHARMACEUTICALS AND MEDICINES 


PAINT AND VARNISH MANUFACTURERS 
MFRS OF SOAP AND CLEANING COMPOUNDS 
MFRS. OF TOILET PREPARATIONS 
INDUSTRIAL CHEM. (INORGANIC) NES 
INDUSTRIAL CHEMICALS (ORGANIC) NES 


MANUFACTURERS OF PRINTING INKS 
MISCELLANEOUS CHEMICAL INDS. NES 
INSTRUMENT & RELATED PRODUCTS MFRS. 
CLOCK AND WATCH MANUFACTURERS 
ORTHO. AND SURGICAL APPLIANCE MFRS. 


OPHTHALMIC GOODS MANUFACTURERS 
DENTAL LABORATORIES 

JEWELLERY AND SILVERWARE INDUSTRY 
SPORTING GOODS MANUFACTURERS 
TOYS AND GAMES MANUFACTURERS 


SIGNS AND DISPLAYS INDUSTRY 

BROOM, BRUSH AND MOP MANUFACTURERS 
SOUND RECORDING-MUSICAL INSTRUMENTS 
PEN AND PENCIL MANUFACTURERS 

OTHER MISC. MANUFACTURING INDS. 


Pren, 


Employment size group — Effectif par tranche de taille 


1 5 10 | 20 | 50 | 100 | 200 | 500 }1,000 
= = Ee = 2 = = + | TOTAL 
4 9 19 | 49 | 99 | 199 | 499 | 999 


1 We, Ne 


me BND 


BR , Ww 


1 D NO © 


N 


(eS 


ISP Es Eu 


eNO. N © 


1 © ND O1 


NO B ND 


INDUSTRIE 


RAFFINAGE DU PETROLE 

DERIVES DIVERS DU PETROLE & CHARBON 
FABRICANTS D'ENGRAIS COMPOSES 
MATIERES PLAST. ET RESINES SYNTHET. 
FAB. PHARMACEUTIQUES ET MEDICAMENTS 


FABRICANTS DE PEINTURES ET VERNIS 
FAB. SAVON ET PRODUITS DE NETTOYAGE 
FABRICANTS DE PRODUITS DE TOILETTE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
PRODS. CHIMIQUES (ORGANIQUES), NCA 


FABRICANTS D'ENCRES D'IMPRIMERIE 

FAB. PRODUITS CHIMIQUES DIVERS NCA 
INSTRUMENTS ET PRODS. SIMILAIRES 
FABRICANTS D'HORLOGES ET DE MONTRES 
APPAR. ORTHOPEDIQUES & CHIRURGICAUX 


FABRICANTS D'ARTICLES OPHTALMIQUES 
ATELIERS DE MECANICIEN-DENTISTE 
FAB. DE BIJOUTERIE ET D'ORFEVRERIE 
FABRICANTS D'ARTICLES DE SPORT 
FABRICANTS DE JEUX ET DE JOUETS 


FAB. D'ENSEIGNES ET D'ETALAGES 

FAB. DE BALAIS, DE BROSSES, ETC. 
ENREGISTAR DU SON, INSTR DE MUSIQUE 
FAB. DE STYLOS ET DE CRAYONS 
AUTRES IND MANUFACTURIERES DIVERSES 


Code 


3651 
369 
372 
373 
374 


375 
376 
377 
3782 
3783 


3791 
3799 
3911 
3912 
3913 


3914 
3915 
392 

3931 
3932 


397 

3991 
3994 
3996 
3999 
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YUKON ET TERRITOIRES DU NORD-OUEST 
TABLE 53. Selected Principal Statistics of the Manufacturing Industries, Specified Years, 1957 - 1978! 


TABLEAU 53. Certaines statistiques principales des industries manufacturières, certaines années, 1957 - 19781 


Manufacturing activity — Activité manufacturière Total activity — Activité totale 


Production and Cost of Value of Total employees a 
AS ADS related workers Cost of materials | shipments of Working - : 
Year ATS oa fuel and and eee goodsofown| Value owners and Total des salaries Value 
- aE Travailleurs de la electricity? used manufacture added partners added 
Etablisse- production QE = a = = ere Salaries = 
ments assimiles Cott du Cott des Valeur des Valeur Proprie- and Valeur 
combustible matieres et livraisons ajoutée taires et Number3 wages ajoutée 
et de l’élec- fournitures de produits associés = = 
Number Wages tricité? utilisées2 de propre actifs Nombre3 | Traitements 
a = fabrication et 
| Nombre Salaires salaires3 
number — nombre $000 number — nombre $7000 
ORY) om on more 21 116 468 41 1,611 3,041 de ie 163 652 
NOS 8% varia) ap ne pone , 14 110 517 31 2120) 3,599 840 eee 141 672 
NOS Dera cree Bist oss 11 87 468 51 2,156 2,695 652 sh 114 610 
TOGO Fyre: swe: <8) coves 14 . 98 468 49 1,445 2,928 1,325 ses 124 616 
ÉCRIRE ES EEE 13 106 524 a2 2,570 3,434 738 4 146 719 686 
19622 Merlot 16 110 540 73 2,420 3,588 1,206 6 153 725 1222 
NOG Beg woe RARE 15 104 SEL WAI 1,758 3,338 1,480 3 152 726 1,776 
NOGA rete cay ck ET 13 109 554 56 1,795 3,893 1,967 2 156 766 25333 
NIGER EC ee ue 15 110 598 86 2,249 3,637 1,351 3 162 869 1,641 
LOGO sm me se 21 dt 693 80 2:33 3,734 1,489 7 159 933 1,870 
1067 Ce rer 21 102 716 66 215$ 3,656 1,557 ii 146 955 1,849 
9G SE Be: 28 PER: 32 134 879 76 2,367 4,535 2,130 12 179 1127 2,569 
LOGO ECTS ER 32 153 1,036 93 2,728 5,226 2,472 10 2115 1,422 3,157 
ÉD RE AT 31 225 1,481 82 4,849 7,332 2,798 9 250 1,719 3,433 
STM Eee thee, ete se 29 ~ 200 1,507 158 4,954 TA LA 2158 8 221 Ait) 5,252 
NOT Die EN ee ee 26 179 1,390 195 3,942 6,911 2,681 4 222 1,806 3,582 
TORRES RES 20 162 1,409 159 4,706 8,100 3,048 2 219 1,876 3,736 
NOT ASG ER ARE 23 194 1,753 186 6,759 9,020 3,079 2 241 2207 3,959 
ROSE EE EEE 25 215 2,051 251 8,394 13,561 4,915 10 265 2 5,956 
CHE RE 24 227 2,378 307 8,534 14,455 5,734 10 280 Shi! 6,799 
OT Tim crcts Sees, @ patho ss 18 145 1,861 485 8,071 15,290 6,767 5) 184 2,540 6,973 
12,518 20,551 Uhl 8 262 3,635 8,092 
| ovale NT Me Rew | ewes SOC | See 


1 For statistics covering the period 1939-1956, see the 1973 and earlier issues of this report. Data for the 1957 - 1969 period are compiled on the basis of the 1960 Standard 
Industrial Classification; for 1970 and subsequent years, on the 1970 Standard Industrial Classification. See the “Introduction” for further details. — Les statistiques de la période 
1939-1956 paraissent dans les publications de 1973 et antérieures. Les données de la période 1957- 1969 sont rassemblées en fonction de la Classification type des industries de 
1960 tandis que celles de 1970 et des années suivantes le sont à partir de la Classification des activités économiques de 1970. Pour plus de renseignements, consulter l'introduction 
de la présente publication. 

2 Beginning with 1970, the cost of fuel and electricity for small establishments is included in the cost of materials and supplies. — À compter de 1970, le coût du combustible 
et del électricité des petits établissements est inclus dans le coût des matières et fournitures. 

3 Beginning with 1961, when statistics were first published for “Manufacturing activity” and “Total activity”, data on “Total employees” and “Total salaries and wages’ are 
not directly comparable with earlier statistics under the same headings. — A partir de 1961 (première fois où les statistiques ont été publiées pour l’“Activité manufacturière” et 
* ‘Activité totale”), les données sur le “Total des salariés’’ et le total des “Traitements et salaires” ne sont donc pas comparables a celle qui figuraient précédemment aux mêmes ru- 
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Table 54. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Major group and industry 


Code 


01 FOOD AND BEVERAGE INDUSTRIES 


101 MEAT AND POULTRY PRODUCTS INDS. 
1011 SLAUGHTERING AND MEAT PROCESSORS 
102 FISH PRODUCTS INDUSTRY 

107 BAKERY PRODUCTS INDUSTRIES 

1072 BAKERIES 

109 BEVERAGE INDUSTRIES 


1091 SOFT DRINK MANUFACTURERS 


TOTAL 


05 TEXTILE INDUSTRIES 


181 COTTON YARN AND CLOTH MILLS 
187 CANVAS PRODUCTS COTTON & JUTE BAGS 
1872 CANVAS PRODUCTS MANUFACTURERS 


TOTAL 
07 CLOTHING INDUSTRIES 
246 FÜR GOODS INDUSTRY 
TOTAL 
08 WOOD INDUSTRIES 
251 SAWMILLS, PLANING AND SHINGLE MILLS 
2513 SAWMILLS AND PLANING MILLS 
TOTAL 
09 FURNITURE AND FIXTURES INDUSTRIES 
261 HOUSEHOLD FURNITURE MANUFACTURERS 


2619 HOUSEHOLD FURNITURE MFRS. NES 


TOTAL 


11 PRINTING, PUBLISHING & ALLIED INDS. 


286 COMMERCIAL PRINTING 
288 PUBLISHING ONLY 
289 PUBLISHING AND PRINTING 


TOTAL 
13 METAL FABRICATING INDUSTRIES 
308 MACHINE SHOPS 
TOTAL 
18 PETROLEUM AND COAL PRODUCTS INDS. 
365 PETROLEUM REFINERIES 


3651 PETROLEUM REFINING 


TOTAL 


19 CHEMICAL & CHEMICAL PRODUCTS INDS. 


378 MFRS. OF INDUSTRIAL CHEMICALS 
3782 INDUSTRIAL CHEM. (INORGANIC) NES 
379 MISCELLANEOUS CHEMICAL INDUSTRIES 
3799 MISCELLANEOUS CHEMICAL INDS. NES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


 H D N Ni 


Ww 


© + ND 


= + D NO) 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Male Female paid Wages 


Hommes Heures- Salaires 
hommes 


payées 


Femmes 


number - nombre "000 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
31 14 92 493 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 
23 - 47 280 
23 ~ 47 280 
23 - 47 280 
x x x x 
x x x x 
x BG x x 
x x x x 
x x x x 
24 18 86 409 
x x x x 
x x x x 
x x x 
x; x x x 
x x x x 
x x x x 
x x x x 
x x x x 
x x x x 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


xxx x «x! 


x 


72 


72 


x X x x 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


367 


301 


x ODOC K 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


a Oe Oe. OK 


Value 
added 
Valeur 

ajoutée 


974 


x «KK x 


Working 
owners and 
partners 


Propriétaires 


et associés 
actifs 


Employees — Salariés 


Male 


Hommes 


Female 


Femmes 


number - nombre 


DC DO DCE CUS 


x 


Je 


x <x X x 


KE KE SK OK 


x x 


x 


x «x X x 


xx X KKK x 


x 


ee 
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Tableau 54. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activite totale 


Administrative, office and 
other non-manufacturing 
employees 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


Traitements 


$'000 


x 


109 


x x xk x 


Total employees 


Number 


Nombre 


X KK KKK x 


33) 


33 


x X X x 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


<x X x x 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 
revenue 
Valeur des 
livraisons 
et autres 
recettes 


$'000 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
3,215 4,376 
x x 
x x 
x x 
x x 
x x 
x x 
370 1,238 
370 1,238 
370 1,238 
x x 
x x 
x x 
x x 
x x 
370 1,407 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 
x x 


Value 
added 


Valeur 
ajoutée 


636 


1,021 


Le Te OS. 


Groupe et industrie 


INDUSTRIE DES ALIMENTS ET BOISSONS 
IND. DE LA VIANDE ET LA VOLAILLE 
ABATTAGE, CONDITIONNEMENT DE VIANDE 
IND. DE TRANSFORMATION DU POISSON 
BOULANGERIE ET PATISSERIE (FAB.) 
BOULANGERIES 
INDUSTRIE DES BOISSONS 
FABRICANTS DE BOISSONS GAZEUSES 


TOTAL 


INDUSTRIE TEXTILE 
FILATURE ET TISSAGE DU COTON 
ARTIC GROSSE TOILE SACS COTON, JUTE 
FAB. D'ARTICLES EN GROSSE TOILE 


TOTAL 
INDUSTRIE DE L’HABILLEMENT 
IND. DES ARTICLES EN FOURRURE 
TOTAL 
INDUSTRIE DU BOIS 
SCIERIES RABOTAGE USINES BARDEAUX 
SCIERIES ET ATELIERS DE RABOTAGE 
TOTAL 
IND. MEUBLE, ARTICLES D’AMEUBLEMENT 
INDUSTRIE DES MEUBLES DE MAISON 
IND. DES MEUBLES DE MAISON NCA 
TOTAL 
IMPRIMERIE EDITION ACTIVITES ANNEXS 
IMPRIMERIE COMMERCIALE 
EDITION SEULEMENT 
EDITION ET IMPRESSION 
TOTAL 
FABRICATION DE PRODUITS EN METAL 
ATELIERS D'USINAGE 
TOTAL 
PRODUITS DU PETROLE ET DU CHARBON 
RAFFINERIES DE PETROLE 
RAFFINAGE DU PETROLE 
TOTAL 
INDUSTRIE CHIMIQUE 
FAB. DE PRODS CHIMIQUES INDUSTRIELS 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
FAB. DE PRODUITS CHIMIQUES DIVERS 


FAB. PRODUITS CHIMIQUES DIVERS NCA 


TOTAL 


181 


Code 


01 
101 
1011 
102 
107 
1072 
109 
1091 


05 
181 
187 
1872 


07 
246 


08 
251 
2513 


09 
261 
2619 


11 

286 
288 
289 


13 
308 


18 
365 
3651 


19 
378 
3782 
379 
3799 
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Table 54. PRINCIPAL STATISTICS BY MAJOR GROUP AND INDUSTRY, 1978 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


— Cost of Cost of Value of 
Estab- Travailleurs de la production et assimilés fuel materials shipments 
lish- and and of goods 
ments elec- supplies of own Value 
Major group and industry — Man tricity used manufacture added 
Eta- hours — — _ — 
blisse- Male Female paid Wages Coût du Coût des Valeur des Valeur 
ments — — ae — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 


payées tricité fabrication 


number - nombre 


20 MISCELLANEOUS MANUFACTURING INDS. 

391 SCIENTIFIC & PROFESSIONAL EQUIPMENT 1 x x x x x x x x 

3914 OPHTHALMIC GOODS MANUFACTURERS 1 x x x x x x x x 
TOTAL 1 x x x x x x x x 
TOTAL, ALL INDUSTRIES 24 163 55 459 2,779 619 12,518 20,551 7,771 
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Tableau 54. STATISTIQUES PRINCIPALES PAR GROUPE ET INDUSTRIE, 1978 


Total activity — Activité totale 


: materials, Value of 

Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Groupe et industrie 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 


des marchan- recettes 


Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 


number - nombre 


INDUSTRIES MANUFACTURIERES DIVERSES 20 
x x x x x x x x MATERIEL SCIENTIFIQUE PROFESSIONNEL 391 
x x x x x x x x x FABRICANTS D'ARTICLES OPHTALMIQUES 3914 
x x x x x x x xt se TOTAL 


8 32 12 856 262 3,635 13,310 21,664 8,092 TOTAL, TOUTES INDUSTRIES 
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TABLE 55. NUMBER OF ESTABLISHMENTS BY EMPLOYMENT SIZE RANGE, BY INDUSTRY, 1978 
TABLEAU 55. NOMBRE D’ETABLISSEMENTS PAR TAILLE D'EFFECTIF, PAR INDUSTRIE, 1978 


INDUSTRY 


FISH PRODUCTS INDUSTRY 

BAKERIES 

SOFT DRINK MANUFACTURERS 
COTTON YARN AND CLOTH MILLS 
CANVAS PRODUCTS MANUFACTURERS 


FUR GOODS INDUSTRY 

SAWMILLS AND PLANING MILLS 
HOUSEHOLD FURNITURE MFRS. NES 
COMMERCIAL PRINTING 

PUBLISHING ONLY 


PUBLISHING AND PRINTING 
PETROLEUM REFINING 

INDUSTRIAL CHEM. (INORGANIC) NES 
MISCELLANEOUS CHEMICAL INDS. NES 
OPHTHALMIC GOODS MANUFACTURERS 


Employment size group — Effectif par tranche de taille 


1 5 10 20 100 | 200 
4 9 19 49 199 | 499 


500 |1, 


000 
= TOTAL 


= De w 


INDUSTRIE 


IND. DE TRANSFORMATION DU POISSON 
BOULANGERIES 

FABRICANTS DE BOISSONS GAZEUSES 
FILATURE ET TISSAGE DU COTON 

FAB. D'ARTICLES EN GROSSE TOILE 


IND. DES ARTICLES EN FOURRURE 
SCIERIES ET ATELIERS DE RABOTAGE 
IND. DES MEUBLES DE MAISON NCA 
IMPRIMERIE COMMERCIALE 

EDITION SEULEMENT 


EDITION ET IMPRESSION 
RAFFINAGE DU PETROLE 
PRODS. CHIMIQUES (INORGANIQUES) NCA 
FAB. PRODUITS CHIMIQUES DIVERS NCA 
FABRICANTS D'ARTICLES OPHTALMIQUES 


102 
1072 
1091 
181 
1872 


246 
2513 
2619 
286 
288 


289 

3651 
3782 
3799 
3914 


SUBSECTION O 


TYPE OF ORGANIZATION AND SIZE OF ESTABLISHMENTS 


SOUS-SECTION O 


FORME D'ORGANISATION ET TAILLE DES ÉTABLISSEMENTS 
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Table 56. PRINCIPAL STATISTICS BY TYPE OF ORGANIZATION, CANADA AND PROVINCES, 1978 


Province and type of organization 


CANADA 
INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


NEWFOUNDLAND 
INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


PRINCE EDWARD ISLAND 


TOTAL 


NOVA SCOTIA 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


NEW BRUNSWICK 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


QUEBEC 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


ONTARIO 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


MANITOBA 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


3,734 
1,225 
26,707 
297 


B1,963 


130 


Manufacturing activity — Activité manufacturiére 


Production and related workers 


Travailleurs de la production et assimilés 


Man 

hours 
Male Female paid 
Heures- 
hommes 
payées 


Hommes Femmes 


number - nombre ‘000 
6,740 2,325 18,689 
4,253 2,591 14,164 

992,745 291,092 2,666,091 
8,672 2,106 22,437 
1,012,410 298,114 2,721,381 
121 7 264 

18 - 38 
10,123 2,923 27,931 
102 5 237. 
10,364 2,935 28,471 
1,669 559 4,747 
229 47 572 

65 10 163 
20,791 5,389 55,381 
611 228 1,793 
21,696 5,674 57,910 
203 21 461 

33 5 81 
19,203 4,519 50,215 
300 225 1117 
19,739 4,770 51,873 
3,180 1,279 9,175 
17131 708 37755 
277,475 98,709 778,575 
3535 724 9,067 
285,321 101,420 800,572 
2,116 688 5,787 

2 VAL 1,410 7,471 
480,535 145,852 1,307,870 
546 181 L513 
485,368 148,131 1,322,642 
255 71 669 

182 256 870 
27,902 9,667 76,280 
485 77 1,073 
28,824 10,071 78,893 


Wages 


Salaires 


87,235 
70,900 
17,638,477 
136,759 


17,933,370 


1,035 
148 
168,999 
869 


171,050 


22,189 


2,208 
628 
314,733 
8,923 


326,492 


304,393 


40,280 
17,354 
4,707,941 
51,083 


4,816,659 


28,832 
37,716 
8,755,407 
8,750 


8,830,705 


3,320 
3,674 
445,435 
6,302 


458,730 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


940 

2,694 
3,363,319 
30,286 


3,397,240 


3,523 


137,669 


138,353 


475 

570 
882,748 
13,005 


896,798 


232 

1,643 
1,532,445 
2,026 


1,536,347 


88,951 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


197,403 
238,959 
72,998,884 
1,458,810 


74,894,056 


1,883 
256 
416,817 
3,927. 


422,484 


114,832 


4,643 
1717 
1,584,624 
71,033 


1,662,016 


4,578 
1,250 
1,526,977 
27,466 


1,560,270 


86,496 
32,898 
17,977,489 
666,576 


18,763,459 


73,734 
156,794 
37,751,236 
128,416 


38,110,181 


7,448 
9,673 
1,870,909 
51,534 


1,939,564 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


355,131 
393,208 
126,347,662 

1,923,218 


129,019,220 


3,503 
574 
831,860 
5,046 


840,982 


171,451 


8,419 
3,928 
2,602,925 
104,641 


2/719;913 


8,449 
1,943 
2,385,188 
39,268 


2,434,849 


157,327 
62,618 
32,236,544 
816,348 


33,272,837 


126,339 
242,257 
64,576,698 
166,576 


65,111,869 


14,164 
17,590 
3,175,639 
70,486 


3,277,879 


Value 
added 
Valeur 

ajoutée 


157,025 
156,558 
50,939,087 
426,592 


51,679,262 


1,615 
SL? 
383,087 
17399 


386,419 


58,038 


3,785 
2,115 
859,581 
31,017 


896,498 


3,811 
666 
722,631 
11,007 


738,116 


70,458 
32,389 
13,756,560 
136132 


13,995,539 


52,458 
84,581 
25,739,486 
34,023 


25,910,549 


6,620 
8,238 
1,236,026 
15,981 


1,266,865 


Working 
owners and 
partners 


Propriétaires 


et associés 
actifs 


number - nombre 


3,675 
2,352 


6,027 


39 


163 


Total activity — Activité totale 


Employees — Salariés 


Administrative, office and 
other non-manufacturing 


employees 


Administration, bureau 
et autre personnel 


Male 


Hommes 


192 

541 
340,081 
4,777 


345,591 


405 


97,645 
1,782 


99,629 


68 

316 
174,210 
196 


174,790 


hors fabrication 


Female 


Femmes 


139 
301 
132,695 
1,599 


134,734 


148 


Salaries 


Traitements 


$'000 


3,473 
12,154 
8,538,084 
90,055 


8,643,765 


42,815 
180 


42,995 


7:558 


25 

144 
134,002 
7,974 


142,144 


87 
104,775 
3,043 


107,906 


1,472 
1,753 
2,344,452 
29,841 


2,377,518 


1,382 
7,529 
4,525,644 
4,692 


4,539,247 


209 

580 
223,014 
5,630 


229,434 


Total employees 


Total des salariés 


Number 


Nombre 


9,396 
7,686 
1,756,613 
17,154 


1,790,849 


2,781 


4,591 
1,987 
510,421 
6,530 


523,529 


2,940 
4,091 
872,700 
1,075 


880,806 


343 
489 
51,556 
970 


53,358 


Salaries 
and 
wages 


Traitements 


et 
salaires 


90,707 
83,054 
26,176,561 
226,814 


26,577,136 


1,035 
148 
211,814 
1,049 


214,045 


29,742 


2,232 
772 
448,735 
16,897 


468,636 


1,924 
444 
402,254 
7,677 


412,298 


41,753 
19,107 
7,052,393 
80,924 


7,194,178 


30,214 
45,244 
13,281,052 
13,442 


13,369,952 


3,529 
4,254 
668,449 
11,932 


688,164 


Tableau 56. STATISTIQUES PRINCIPALES SUIVANT LA FORME 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


D'ORGANISATION, CANADA ENTIER ET PROVINCES, 1978 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 


199,316 


fF aK 


357,442 


247,947 \/ 405,230 
89,554,108 /45,804,735 


1,838,982 


2,353,458 


91,840,353 148,920,865 


1,917 
256 
457,231 
4,192 


463,596 


148,366 


4,648 
1,838 
1,836,661 
88,234 


1,931,381 


4,579 
1,251 
1,704,160 
44,031 


1,754,021 


87,704 
33,306 
21,462,851 
868,269 


22,452,131 


74,265 
160,947 
48,784,061 
174,557 


49,193,830 


7,550 
11,232 
2,231,047 
59,365 


2,309,194 


3,538 
574 
880,534 
5,876 


890,521 


210,392 


8,424 
4,086 
2,918,548 
123,160 


3,054,218 


8,449 
1,943 
2,605,026 
57,667 


2,673,086 


158,784 
63,143 
36,329,290 
1,047,946 


37,599,163 


126,926 
247,201 
77,480,787 
2175377, 


78,072,292 


14,353 
20,335 
3,605,723 
78,909 


3,719,320 


Value 
added 


Valeur 
ajoutée 


157,424 
159591 
53,840,936 
476,660 


54,634,611 


1,616 
317 
391,347 
1,564 


394,845 


63,445 


3,784 
21153 
923,167 
32,334 


961,438 


3,810 
665 
765,287 
12,840 


782,601 


70,707 
32,505 
14,363,944 
166,037 


14,633,193 


52,515 
85,373 
27,610,751 
38,683 


27,787,323 


6,707 
9,425 
1,305,972 
16,573 


1,338,676 


Province et forme d'organisation 


CANADA 
PARTICULIERS 
SOCIETES 
SOCIETES CONSTITUEES 
COOPERATIVES 
TOTAL 


_ TERRE-NEUVE 
PARTICULIERS 
SOCIETES 
SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


ILE DU PRINCE-EDOUARD 


TOTAL 


NOUVELLE-ECOSSE 


PARTICULIERS 
SOCIETES 

SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


NOUVEAU-BRUNSWICK 


PARTICULIERS 
SOCIETES 

SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


QUEBEC 


PARTICULIERS 
SOCIETES 

SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


ONTARIO 


PARTICULIERS 
SOCIETES 

SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


MANITOBA 


PARTICULIERS 

SOCIETES 

SOCIETES CONSTITUEES 
COOPERATIVES 


TOTAL 


187 


Table 56. PRINCIPAL STATISTICS BY TYPE OF ORGANIZATION, CANADA AND PROVINCES, 1978 - Continued 


Province and type of organization 


SASKATCHEWAN 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


ALBERTA 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


BRITISH COLUMBIA 


INDIVIDUAL OWNERSHIPS 
PARTNERSHIPS 
INCORPORATED COMPANIES 
COOPERATIVES 


TOTAL 


YUKON AND NORTHWEST TERRITORIES 


TOTAL 


24 


Production and related workers 


Manufacturing activity — Activite manufacturiére 


Travailleurs de la production et assimilés 


Male Female 


Hommes 


number - nombre 


332 

413 
101,823 
1,256 


103,824 


163 


Femmes 


55 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


107,529 


878 
1,118 
233,902 
2,851 


238,748 


459 


Wages 


Salaires 


x 


x 
182,298 
x 


196,676 


2,141 
2,372 
731,587 
18,534 


754,633 


5,356 
7,879 
2,011,753 
24,076 


2,049,064 


2,779 


Cost of 
fuel 
and 
elec- 
tricity 

Cott du 

combus- 

tible et 
de l'élec- 
tricité 


48 
169,402 
2,843 


172,302 


18 

207 
336,282 
3,581 


340,088 


619 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


2,075 
1,189 
720,076 
182,992 


906,332 


4,437 
6,107 
4,714,506 
137,165 


4,862,215 


10,660 
28,548 
6,316,969 
184,010 


6,540,186 


12,518 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


4,798 
2,246 
1,264,342 
242,382 


1,513,768 


8,601 
11,424 
7,204,606 
204,641 


7,429,273 


20,976 
49,788 
11,888,022 
267,061 


12,225,848 


20,551 


Value 
added 
Valeur 

ajoutée 


2,720 
1,057 
495,253 
49,434 


548,465 


4,156 
5,264 
2,364,831 
63,187 


2,437,438 


10,302 
21,626 
5,318,879 
82,758 


5,433,565 


7,771 


Tableau 56. STATISTIQUES PRINCIPALES SUIVANT LA FORME D’ORGANISATION, CANADA ENTIER ET PROVINCES, 1978 - Suite 


Total activity — Activité totale 


Cost of 
materials, Value of 


Employees — Salariés 


Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


— — — — Province et forme d'organisation 
Administration, bureau Salaries Coût des Valeur des Valeur 
et autre personnel and matières, des | livraisons ajoutée 
hors fabrication wages fournitures et] et autres 
— des marchan- recettes 


Propriétaires 
et associés 
actifs 


Number 


Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
SASKATCHEWAN 
Ws -- : = x 137 1,419 2,076 4,798 2,720 | PARTICULIERS 
44 1 — x 59 593 1,189 2,246 1,057 | SOCIETES 

= 3,388 1,043 74,264 17,566 256,562 790,656 1,349,032 509,362 | SOCIETES CONSTITUEES 

- 476 195 x 1,453 24,145 211,006 275,808 54,845 | COOPERATIVES 
117 3,865 1,238 86,044 19,215 282,720 1,004,928 1,631,884 567,984 TOTAL 

ALBERTA 

121 1 72 29 204 2,170 4,463 8,636 4,165 | PARTICULIERS 
114 9 2 187 247 2,558 6,116 11,516 5,347 | SOCIETES 

- 15,428 5,664 371,024 717610102611 5,203,675 7,799,171 2,470,227 | SOCIETES CONSTITUEES 

- 495 213 9,895 2,042 28,429 157,916 226,626 64,421 | COOPERATIVES 
235 15,933 5,881 381,135 73,669 1,135,768 5,372,169 8,045,950 2,544,160 TOTAL 

COLOMBIE-BRITANNIQUE 

294 15 16 294 456 5,650 10,665 20,978 10,300 | PARTICULIERS 
262 68 31 1,863 634 9,742 31,284 53,345 22,446 | SOCIETES 

- 25,342 9,247 709,940 149,950 2,721,694 6,931,605 12,616,319 5,432,540 | SOCIETES CONSTITUEES 

- 804 295 16,836 2,576 40,911 223,874 3119733 87,566 | COOPERATIVES 
556 26,229 9,589 728,933 153,616 2,777,997 7,197,427 13,002,376 5,552,853 TOTAL 


YUKON ET TERRITOIRES DU NORD-OUEST 


8 32 12 856 262 3,635 13,310 21,664 8,092 TOTAL 


189 


190 


Table 57. PRINCIPAL STATISTICS BY TOTAL EMPLOYED PER ESTABLISHMENT, CANADA AND PROVINCES, 1978 


Province and size group 


CANADA 


1000 + 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


NEWFOUNDLAND 


NOVA SCOTIA 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


NEW BRUNSWICK 


-4 
5-9 

10 - 19 
20 - 49 
50 - 99 
100 - 199 
200 - 499 
500 - 999 

1000 + 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


8,481 
5,288 
5,429 
6,148 
2,962 
2,004 
1,174 

330 

147 


81,963 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Female paid 
Heures- 
hommes 
payées 


Femmes 


number - nombre "000 
11,460 2,678 29,459 
24,456 6,715 64,108 
49,757 13,674 130,894 

115,218 40,596 322,261 
112,261 49,397 335,547 
161,762 64,827 470,912 
194,791 71,091 550,317 
132,521 29,942 335,607 
210,184 19,194 482,276 
1,012,410 298,114 2,721,381 
1145 17 268 
212 36 517 
1,189 250 2,987 
1,127 356 3,022 
TION 2,276 21,678 
10,364 2,935 28,471 
51 i, 127 

137 13 305 
232 81 637 
389 138 1,725 
316 175 1,078 
544 145 1,475 
1,669 559 4,747 
279 36 658 
657 113 1,603 
1,221 256 3,059 
2,580 503 6,561 
22273 768 6,475 
2,776 1,240 8,382 
4,578 1,440 12,679 
1,951 1,004 6,228 
5,381 314 12,264 
21,696 5,674 57,910 
215 24 497 
604 114 1,487 
850 148 2,070 
2,221 385 5,491 
2115 387 5,420 
2737 1,405 8,595 
4,725 1,851 14,120 
3,051 54 6,216 
3,221 402 7,977 
19,739 4,770 51,873 


Wages 


Salaires 


152,234 
332,957 
699,644 
1,767,401 
1,904,691 
2,894,470 
3,633,121 
2,515,149 
4,033,702 


17,933,370 


x 

x 
14,529 
17,685 
135,124 


171,050 


591 
15355 
2,841 
4,718 
4,739 
7,946 


22,189 


2,746 

6,751 
13,530 
32,400 
30,099 
45,181 
76,927 
38,079 
80,780 


326,492 


2,201 
6,591 
9,672 
27,120 


27,474 . 


46,184 
78,334 
53,714 
53,101 


304,393 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


22,311 
12,678 
53,156 
158,582 
248,804 
511,491 
744,642 
659,372 
986,206 


3,397,240 


48 

128 
1,813 
4,493 
31,248 


37,730 


30 

82 
251 
718 
496 
1,946 


3,523 


68 

301 
1,679 
4,431 
8,173 
11,076 
68,341 
23,140 
20,459 


137,669 


61 
274 
1,833 
4,430 
7,859 
14,886 
34,900 
54,455 
19,655 


138,353 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


592,328 
995,120 
2,198,681 
6,115,764 
7,585,187 
12,339,820 
16,519,335 
10,539,591 
18,008,230 


74,894,056 


4,678 
8,952 
46,090 
90,346 
272,419 


422,484 


3,564 
6,873 
15,000 
18,450 
20,209 
50,736 


114,832 


10,113 
18,892 
45,915 
138,538 
116,289 
443,609 
565,037 
113,388 
210,236 


1,662,016 


7,019 
16,719 
28,073 
103,975 
106,149 
150,357 
306,690 
750,660 

90,628 


1,560,270 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


980,015 
1,631,607 
3,817,820 

10,660,906 
13,091,397 
21,126,907 
28,098,946 
18,834,615 
30,777,007 


129,019,220 


7,142 
14,017 
81,901 

152,783 
585,139 


840,982 


5,101 
9,824 
21,276 
27,180 
31,849 
76,220 


171,451 


15,919 
32,048 
76,146 
237,819 
198,950 
603,222 
920,770 
255,587 
379,452 


2,719,913 


12,046 
26,866 
49,938 
178,033 
182,122 
296,658 
518,450 
963,981 
206,755 


2,434,849 


Value 
added 
Valeur 
ajoutée 


366,798 
621,327 
1,584,257 
4,452,682 
5,366,616 
8,413,296 
11,051,362 
7,734,584 
12,088,342 


51,679,262 


2,428 
4,997 
34,704 
56,097 
288,193 


386,419 


1,750 
2,921 
6,074 
9,518 
12,076 
25,699 


58,038 


5,841 
12,869 
29,362 
97,203 
76,843 

137,906 
288,757 
113,464 
134,253 


896,498 


4,907 
10,063 
20,325 
71,360 
67,311 
133,483 
176,231 
160,137 

94,299 


738,116 


Tableau 57. STATISTIQUES PRINCIPALES SUIVANT LE TOTAL DE PERSONNES OCCUPEES PAR ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 


Total activity — Activite totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Province et tranche de taille 


Propriétaires Administration, bureau Salaries Cott des Vaieur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et| et autres 


— — des marchan- recettes 


Male Female Salaries Nombre Traitements | dises desti- 
= = — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
CANADA 
4,375 ~ 509 292 9,786 14,939 162,020 609,772 999,274 368,613 - 4 
1,186 1,956 1,163 42,490 34,290 375,447 1,067,285 1,726,742 644,296 GE) 
305 7,921 4,464 186,760 75,816 886,404 ZA Tis: 4137811 1,651,156 10 - 19 
120 25,348 122213 617,638 193,375 2,385,040 6,841,744 11,567,536 4,633,331 20 - 49 
6 31,167 14,521 773,975 207,346 2,678,667 8,603,600 14,387,432 5,644,238 50 - 99 
10 46,641 19,314 1,136,047 292,544 4,030,517 13,836,010 23,031,968 8,822,167 100 - 199 
25 62,108 24,755 1,499,062 352,745 5,132,183 18,590,573 30,626,835 11,508,013 200 - 499 
- 41,387 15:575 ~~ 1,061,832 219,425 3,576,981 11,617,726 20,116,549 7,938,383 500 - 999 
= 62,041 16,170 1,588,609 307,589 5,622,311 21,671,300 34,848,300 12,496,565 1000 + 
= 66,513 26,267 1,727,566 92,780 1,727,566 6,550,568 7,478,417 927,849 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
6,027 345,591 134,734 8,643,765 1,790,849 26,577,136 91,840,353148,920,865 54,634,611 TOTAL 
TERRE-NEUVE 
56 1 - x 133 1,204 5,504 8,050 2,509 - 4 
6 28 10 x 286 3,082 9,659 14,948 5,220 5-9 
5 241 84 4,862 1,764 19,391 57,368 96,797 38,322 10 - 49 
327 TG) 6,643 1,925 24,328 108,261 174,476 59,875 50 - 99 
- 1,631 391 30,917 12,019 166,040 282,804 596,250 288,920 LOOR 3 
67 2,228 600 42,995 16,127 214,045 463,596 890,521 394,845 TOTAL 
ILE DU PRINCE-EDOUARD 
31 6 1 79 65 670 3,691 5,286 1,808 - 4 
7 6 3 101 159 1,456 7,184 10,160 2,945 5-9 
1 41 15 740 369 3,581 17,351 23,987 6,434 10 - 19 
- 97 44 1,983 668 6,701 24,889 34,489 10,387 20 - 49 
- 109 31 1,668 631 6,407 24,002 35,860 12,295 50 - 99 
— 146 54 2,981 889 10,927 71,249 100,610 29,576 100 - 499 
39 405 148 7,553 2,781 29.742 148,366 210,392 63,445 TOTAL 
NOUVELLE-ECOSSE 
124 5 1 62 321 2,807 10,186 15,987 5,836 - 4 
34 25 6 441 801 7,192 19,923 33,215 13,005 5 - 9 
3 183 78 3,328 1,738 16,853 52,765 84,795 31,162 10 - 19 
2 674 258 12,883 4,015 45,283 161,795 266,900 103,027 20 -.49 
- 652 228 12,745 3,921 42,843 150,529 242,320 85,973 50 - 99 
= 639 224 13,592 4,879 58,773 459,823 621,448 139,918 100 - 199 
- 1,724 573 37,682 8,315 114,609 595,008 954,427 292,442 200 - 499 
- 429 165 DAP7ST 3,549 49,830 115,429 257,244 113,081 500 - 999 
- 1,242 219 26,417 7,156 107,197 219,541 393,662 139,158 1000 + 
1,227 297 23,249 1,524 23,249 146,382 184,219 37,837 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
163 6,800 2,049 142,144 36,219 468,636 1,931,381 3,054,218 961,438 TOTAL 
NOUVEAU-BRUNSWICK 
90 5 2 75 246 2277 7,082 12,125 4,922 - 4 
(Aj 25 14 503 757 7,094 17,267 27,514 10,163 Spade) 
4 113 54 Zeon 1,165 11,904 29,729 54,601 23,333 10 - 19 
= 586 218 10,815 3,410 37,935 123,728 201,417 74,992 20 - 49 
- 413 159 8,351 3,074 35,825 119,522 198,828 70,644 50 - 99 
- 863 351 17,134 5,356 63,318 185,270 338,441 140,354 100 - 199 
- 955 328 22,307 7,859 100,640 331,762 543,952 176,660 200 - 499 
- 539 76 12,879 3,720 66,593 794,722 1,019,508 171,602 500 - 999 
- 455 116 9,640 4,194 62,741 94,064 211,145 95,252 1000 + 
1,163 323 23,970 1,486 23,970 50,876 65,555 14,680 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 


121 5,117 1,641 107,906 31,267 412,298 1,754,021 2,673,086 782,601 TOTAL 


191 


192 


Table 57. PRINCIPAL STATISTICS BY TOTAL EMPLOYED PER ESTABLISHMENT, CANADA AND PROVINCES, 1978 - Continued 


Province and size group 


QUEBEC 
- 4 2,412 
5-9 1,544 
10 - 19 1,694 
20 - 49 2,045 
50 - 99 932 
100 - 199 598 
200 - 499 338 
500 - 999 86 
1000 + 52 
HEAD OFFICES, SALES OFFICES, ETC. 
TOTAL 9,701 
ONTARIO 
- 4 34173 
5-9 2,061 
10 - 19 2,144 
20 - 49 2,613 
50 - 99 1,344 
100 - 199 912 
200 - 499 586 
500 - 999 173 
1000 + 73 
HEAD OFFICES, SALES OFFICES, ETC. 
TOTAL 13,079 
MANITOBA 
4 355 
519 220 
10 - 19 219 
20 - 49 231 
50 - 99 106 
100 - 199 86 
200 - 499 35 
500 - 999 i 
1000 + 4 
HEAD OFFICES, SALES OFFICES, ETC. 
TOTAL 1,263 
SASKATCHEWAN 
A 221 
5-9 134 
10 - 19 123 
20 - 49 111 
50 - 99 48 
100 + 39 
HEAD OFFICES, SALES OFFICES, ETC. 
TOTAL 676 
ALBERTA 
ay 583 
5-9 390 
10 - 19 386 
20 - 49 376 
50 - 99 165 
100 - 199 91 
200 - 499 45 
500 + 14 
HEAD OFFICES, SALES OFFICES, ETC. 
TOTAL 2,050 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


Travailleurs de la production et assimilés 


Man 
hours 
Male paid Wages 
Hommes Femmes Heures- Salaires 
hommes 
payées 


Female 


number - nombre "000 
3,326 652 8,272 39,268 
7,027 1,838 18,204 86,666 
14,875 4,677 40,308 196,801 
36,019 16,833 109,067 544,414 
33,315 19,336 108,774 560,830 
43,991 23,337 140,058 763,873 
56,837 22,124 164,194 1,014,695 
33,440 7,518 84,852 588,724 
56,491 5,105 126,844 1,021,389 
285,321 101,420 800,572 4,816,659 
4,138 1,081 10,931 56,543 
9,473 2,835 25,346 132,538 
19,687 5,694 52,496 280,697 
49,764 17,138 138,583 753,337 
49,389 22,367 149,514 832,655 
66,975 29,116 199,459 1,199,557 
89,913 39,385 267,232 1,705,860 
68,241 18,184 180,337 1,319,292 
127,788 12,331 298,745 2,550,227 
485,368 148,131 1,322,642 8,830,705 
455 111 1,168 5,912 
967 292 2,579 13,057 
1,889 584 5,102 25,899 
4,166 1,424 11,472 61,872 
3,857 2,043 12,146 66,433 
6,138 3,095 18,922 109,389 
5,558 1,972 15,253 92,490 
2,839 258 6,174 43,020 
2,955 292 6,078 40,658 
28,824 10,071 78,893 458,730 
333 90 905 4,630 
609 165 1,591 8,339 
1,089 196 2,636 14,756 
2,008 380 4,954 29,858 
1,923 311 4,630 30,831 
6,022 986 14,821 108,266 
11,984 2,128 29,537 196,676 
835 252 2,262 12,380 
1,757 547 4,780 26,428 
3,526 784 8,978 54,153 
7,645 1,563 19,108 124,636 
7,679 1,509 19,101 128,580 
8,519 1,067 19,778 147,160 
7,978 1,423 19,652 151,238 
5,519 1,252 13,870 110,058 
43,458 8,397 107,529 754,633 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


825 
4,154 
12732 
46,452 
57,189 
128,892 
197,030 
146,142 
303,381 


896,798 


l191 
3,505 
19,196 
64,456 
102,479 
176,834 
281,027 
326,945 
560,712 


1,536,347 


240 
1,088 
1,898 
8,012 
14,528 
22,547 
24,569 
13,187 

2,882 


88,951 


25 
1,069 
1,722 
4,620 
6,801 

30,624 


44,861 


19,653 
1178 
3,892 

10,154 

19,339 

41,236 

58,924 

17,932 


172,302 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


174,950 
311,876 
664,821 
2,074,325 
2,122/279 
2,982,698 
4,496,360 
2,559,843 
3,376,305 


18,763,459 


219,611 
359,860 
838,870 
2,436,204 
3,256,236 
4,850,686 
7,314,372 
5,401,308 
13,433,033 


38,110,181 


20,269 
37,093 
89,761 
247,294 
209,626 
651,453 
272,020 
190,038 
222,009 


1,939,564 


12,344 
28,616 
46,983 
95,261 
186,684 
536,444 


906,332 


65,304 
86,778 
192,326 
433,485 
731,421 
1,021,057 
1,771,287 
560,558 


4,862,215 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


266,941 

486,211 
1,117,697 
3,496,768 
3,603,986 
5,100,893 
7,725,150 
4,588,936 
6,886,256 


33,272,837 


334,789 
591,413 
1,478,062 
4,280,149 
5190272 
8,686,381 
12,789,282 
9,858,400 
21,303,120 


65,111,869 


32,086 
63,335 
150,671 
430,339 
397,067 
1,003,253 
546,842 
324,664 
329,622 


3,277,879 


20,428 
48,461 
86,636 
187,257 
291,476 
879,510 


1,513,768 


162,090 
143,716 
328,453 
792,598 
1,127,849 
1,558,943 
2,397,265 
918,359 


7,429,273 


Value 
added 
Valeur 

ajoutée 


91,555 
171,036 
445,449 

1,392,966 

1,450,202 

2,027,884 

3,081,437 

1,924,797 

3,410,212 


13,995,539 


115,201 
228,539 
626,276 
1,810,944 
2,483,712 
3,709,041 
5,320,874 
4,183,490 
7,432,472 


25,910,549 


11,552 
24,858 
60,231 
175,316 
175,604 
342,762 
250,819 
118,761 
106,962 


1,266,865 


8,040 
19,350 
39,110 
89,231 
94,033 

298,700 


548,465 


76,706 

57,031 
132,475 
349,832 
390,105 
514,003 
569,759 
347,527 


2,437,438 


Tableau 57. STATISTIQUES PRINCIPALES SUIVANT LE TOTAL DE PERSONNES OCCUPEES PAR ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 - Suite 


Total activity — Activité totale 


materials, Value of 

Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing = and goods and other Value 
partners employees Total des salariés for resale revenue added 


Province et tranche de taille 


Valeur 
ajoutée 


Coût des 
matières, des 
fournitures et 
des marchan- 


Valeur des 
livraisons 
et autres 

recettes 


Salaries 
and 


Propriétaires Administration, bureau 
et associés et autre personnel 
actifs hors fabrication Number 


Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
QUEBEC 
1,387 Ee: ° 88 3,259 4,240 42,526 177,033 269,291 91,823 - 4 
402 676 399 14,253 9,940 100,920 329,516 508,760 175,944 5-9 
160 2,485 1,376 56,005 23,413 252,805 724,334 1,192,289 460,529 10 - 19 
57 8,524 3,964 197,435 65,340 741,849 2,270,339 3,742,102 1,442,287 20 - 49 
4 8,628 3,988 208,874 65,267 769,704 2,360,849 3,904,129 1,511,775 50 - 99 
= 11,569 4,723 275,694 83,620 1,039,567 3,342,379 5,556,466 2,123,777 100 - 199 
= 17,393 6,446 405,296 102,800 1,419,991 5,012,292 8,324,082 3,164,437 200 - 499 
= 10,759 4,328 266,184 56,045 854,909 2,846,322 4,919,834 1,969,216 500 - 999 
= 19,852 4,993 467,364 86,441 1,488,752 4,380,105 8,014,645 3,534,802 1000 + 
19,569 6,854 483,154 26,423 483,154 1,008,962 1,167,564 158,602 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
2,010 99,629 37,159 2,377,518 523,529 7,194,178 22,452,131 37,599,163 14,633,193 TOTAL 
ONTARIO 
1,762 182 121 3,747 5522 60,290 231552 347,673 116,144 - 4 
503 643 409 14,079 13,360 146,617 388,160 629,189 238,014 529 
103 2727 1,643 66,586 29,751 347,282 933,148 1,595,147 649,084 10 - 19 
41 9,741 5,094 247,784 81,737 Vi 001 121 2,716,081 4,635,380 1,886,298 20 - 49 
- 14,646 7,544 379,303 93,946 1,211,958 3,752,216 6,434,496 2,631,955 50 - 99 
8 22,613 10,464 570,153 129,168 1,769,710 5,641,620 9,710,099 3,941,824 100 - 199 
21 32,538 14,280 795,374 176,116 2,501,234 8,369,944 14,154,278 5,630,298 200 - 499 
- 22,762 8,437 586,387 117,624 1,905,679 5,950,369 10,517,265 4,293,294 500 - 999 
- 35,670 9,507 958,013 185,296 3,508,240 15,960,661 24,085,380 7,687,104 1000 + 
33,268 15,018 917,822 48,286 917,822 5,250,077 5,963,385 713,308 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
2,438 174,790 72,517 4,539,247 880,806 13,369,952 49,193,830 78,072,292 27,787,323 TOTAL 
MANITOBA 
192 53 112 535 611 6,448 21,071 33,076 11,740 - 4 
60 104 42 1,906 1,405 14,963 40,534 67,988 26,071 5119 
12 354 174 8,389 3,001 34,288 102,129 166,429 63,621 10 - 19 
3 1,206 493 26,028 7,289 87,899 298,682 490,032 183,621 20 - 49 
2 1,230 508 26,565 7,638 92,998 250,956 449,288 186,495 50 - 99 
- 1,965 820 45,234 12,018 154,623 701,129 1,068,955 358,788 100 - 199 
4 1,898 706 42,093 10,134 134,583 412,688 702,857 266,166 200 - 499 
- 1,104 434 25,211 4,635 68,231 223,862 370,479 130,753 500 - 999 
- 860 284 17,861 4,391 58,519 252,984 364,466 110,831 1000 + 
1,809 427 35 613 2,236 35,613 5,161 5791 590 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
273 10,563 3,900 229,434 53,358 688,164 2,309,194 3,719,320 1,338,676 TOTAL 
SASKATCHEWAN 
94 10 6 194 439 4,824 12,360 20,509 8,104 - 4 
18 65 39 1,427 878 9,762 30,313 50,776 19,968 5-9 
3 258 111 5,492 1,654 20,248 54,355 95,801 40,903 10 - 19 
2 591 264 14,248 3,243 44,106 117,229 213,394 93,400 20 - 49 
- 713 178 15129 3,125 45,951 217,068 328,954 101,128 50 - 99 
- 1,584 495 37,026 9,087 145,292 5732313 922,208 304,529 100 + 
644 145 12,537 789 12,537 290 241 -49 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
117 3,865 1,238 86,044 19,215 282,720 1,004,928 1,631,884 567,984 TOTAL 
ALBERTA 
177 31 19 621 137; 13,001 66,448 163,252 76,723 - 4 
48 168 95 3,792 2,567 30,220 96,023 1557732 59,802 5229 
8 656 383 16,409 5,349 70,562 217,941 360,816 139,222 10 - 19 
2 1,745 811 46,147 11,764 170,784 500,042 875,427 366,104 20 - 49 
- 1,841 690 44,067 11,719 172,646 790,040 1,203,020 406,658 50 - 99 
- 2,573 FLE 59,840 12,896 207,000 1,105,292 1,667,445 538,270 100 - 199 
- 3,083 915 70,938 13,399 222,176 1,956,927 2,605,460 592,314 200 - 499 
= 2,092 1,039 55,077 9,902 165,135 638,880 1,014,483 365,328 500 + 
3,744 1,192 84,245 4,936 84,245 575 315 -260 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 


235 15,933 5,881 381,135 73,669 1,135,768 5,372,169 8,045,950 2,544,160 TOTAL 


193 


194 


Table 57. PRINCIPAL STATISTICS BY TOTAL 


Estab- 
lish- 
ments 
Province and size group = 
Eta- 
blisse- 
ments 


BRITISH COLUMBIA 


-4 1,245 

69 625 

10 = 19 543 

20 - 49 510 

50: - 99 231 
100 - 199 159 
200 - 499 115 
500 - 999 39 
1000 + 11 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 3,478 


YUKON AND NORTHWEST TERRITORIES 
-4 

5-9 
10 - 49 * 


© wa 


TOTAL 24 


EMPLOYED PER ESTABLISHMENT, CANADA AND PROVINCES, 1978 - Continued 


Manufacturing activity — Activité manufacturière 


Production and related workers 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


1,706 
2,969 
5,087 
10,426 
10,267 
16,339 
25,202 
17,480 
14,348 


103,824 


14 


55 


Man 
hours 
paid 


Heures- 
hommes 
payées 


‘000 


4,349 
7,579 
12,302 
25,900 
25,388 
37,745 
57,186 
37,930 
30,369 


238,748 


22 
Nez 
320 


459 


Wages 


Salaires 


26,646 
48,116 
84,711 
189,047 
205,366 
8817791 
513,577 
362,261 
287,548 


2,049,064 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


167 
865 
7,563 
15,309 
27,445 
52,202 
79,850 
TI 97% 
79,117 


340,088 


619 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matiéres et 
fournitures 
utilisées 


$'000 


73,785 
117131 
221,348 
568,231 
745,949 

1,380,361 
1,793,569 
963,795 
676,018 


6,540,186 


692 
2,331 
9,495 


12,518 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


122,094 
211,302 
412,281 
1,030,763 
1,315,043 
2,336,689 
3,201,189 
1,924,687 
1,671,801 


12,225,848 


1,377 
4,414 
14,760 


20,551 


Value 
added 
Valeur 

ajoutée 


48,137 
87,618 
185,207 
456,311 
560,632 
935,624 
1,363,485 
886,407 
910,144 


5,433,565 


682 
2,045 
5,043 


7,771 


Tableau 57. STATISTIQUES PRINCIPALES SUIVANT LE TOTAL DE PERSONNES OCCUPEES PAR ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 - Suite 


Total activity — Activité totale 


Employees — Salariés Cost of 
materials, Value of 


Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Province et tranche de taille 


Propriétaires 


Salaries Coût des Valeur des Valeur 


Administration, bureau 


et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et] et autres 
— — des marchan-| recettes 
Male Female Salaries Nombre Traitements | dises desti- 
— — — et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 
COLOMBIE-BRITANNIQUE 

460 oO? “41 1,186 2,214 27,832 74,153 122,648 48,324 - 4 
78 213 145 5,360 4,075 53,477 126,337 223,983 91,094 5-9 
3 834 536 21,950 7,423 106,661 252,406 451,337 193,205 10 - 19 
15 2,184 1,067 60,315 15,909 249,362 628,959 1,108,395 473,215 20 - 49 
- 2,608 1,080 70,640 16,100 276,006 830,158 1,416,061 577,440 50 - 99 
2 3,058 1,055 83,477 221612 415,268 1,473,132 2,450,047 956,211 100 - 199 
- 4,517 1,507 125872 34,122 638,950 1,911,951 3,341,780 1,385,695 200 - 499 
- 3,702 1,096 104,343 23,950 466,604 1,048,142 2,017,736 895,110 500 - 999 
- 3,962 1,051 109,314 20,111 396,862 763,946 1,779,002 929,417 1000 + 

5,089 2,011 146,977 7,100 146,977 88,245 91,387 3,142 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
556 26,229 9,589 728,933 153,616 2,777,997 7,197,427 13,002,376 5,552,853 TOTAL 
YUKON ET TERRITOIRES DU NORD-OUEST 

2 = 1 x 11 142 693 15377 680 - 4 
3 3 1 x 62 665 2,368 4,476 2,071 5-9 
3 29 10 774 189 2,828 10,248 15,811 5,342 10 - 49 * 


8 32 12 856 262 3,635 13,310 21,664 8,092 TOTAL 


195 


196 


Table 58. PRINCIPAL STATISTICS BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE PER ESTABLISHMENT, 
CANADA AND PROVINCES, 1978 


Province and size group 


CANADA 


299999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 24,999,999 
25,000,000 - 49,999,999 
20,000,000 + 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


NEWFOUNDLAND 


09,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 9,999,999 
10,000,000 - 49,999,999 
50,000,000 + * 


TOTAL 


PRINCE EDWARD ISLAND 


2199999 

100,000 - 199,999 

200,000 - 499,999 

500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 49,999,999 


TOTAL 


NOVA SCOTIA 


299,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 49,999,999 
50,000,000 + 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


NEW BRUNSWICK 


= 99,999 

100,000 - 199,999 

200,000 - 499,999 

500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 24,999,999 
25,000,000 - 49,999,999 

50,000,000 + 


HEAD OFFICES, SALES OFFICES, ETC. 


TOTAL 


Estab- 
lish- 
ments 
Eta- 
blisse- 
ments 


6,774 
4,050 
5,655 
4,296 
749 
1,822 
1,388 

477 

382 


81,963 


Manufacturing activity — Activite manufacturiére 


Production and related workers 


Travailleurs de la production et assimilés 


Female 


Femmes 


number - nombre 


9,020 2,506 
14,949 5,531 
40,845 17,006 
55,558 24,253 

189,937 89,346 
118,371 52,152 
173,214 56,593 
116,622 26,209 
293,894 24,518 
1,012,410 298,114 
127 14 

73 26 

323 49 

382 70 

4,791 2429 

2,451 635 

2,217 12 
10,364 2,935 

71 4 
124 30 
174 ey/ 
162 54 
551 284 
132 43 
455 107 

1,669 559 

314 41 
4l7 55 

1,023 231 

1217 202 

4,534 1,580 

2,458 804 

3,714 2,163 

8,019 598 
21,696 5,674 

250 31 
321 68 
690 153 

1222 194 

3,565 1,320 

2,671 1,428 

3,234 609 

2,201 864 

5,585 103 
19,739 4,770 


Man 
hours 
paid 
Heures- 
hommes 
payées 


‘000 


23,685 

41,838 
118,136 
163,857 
579,030 
353,150 
474,340 
295,796 
671,549 


2,721,381 


287 
205 
763 
925 
14,585 
6,690 
5,017 


28,471 


150 
314 
422 
469 
1,814 
420 
1,158 


4,747 


736 
982 
2,568 
2,985 
12,967 
6,775 
12,069 
18,828 


57,910 


579 
805 
17739 
2,942 
10,260 
8,703 
8,250 
6,627 
11,966 


51,873 


Wages 


Salaires 


114,788 
204,591 
585,991 
834,961 
3,149,799 
2,090,512 
3,126,659 
2,168,341 
5,657,729 


17,933,370 


1,182 
881 
3,501 
4,317 
74,081 
39,588 
47,500 


171,050 


2,898 
4,028 
10,654 
14,094 
61,771 
35,648 
60,932 
136,468 


326,492 


2,495 
3,423 
7,926 
NS 7772 
49,947 
42,098 
49,182 
38,442 
97,103 


304,393 


Cost of 
fuel 
and 
elec- 
tricity 

Coût du 

combus- 

tible et 
de l'élec- 
tricité 


569 

1,191 
12,744 
36,286 
262,944 
261,350 
558,724 
487,235 
1776197 


3,397,240 


16,315 
100,439 


137,669 


7 

83 

319 
1,454 
7,952 
71925 
23 221 
24,788 
72,603 


138,353 


Cost of 
materials 
and 
supplies 
used 
Coût des 
matières et 
fournitures 
utilisées 


$'000 


171,902 
308,728 
940,947 
1,542,409 
8,386,392 
6,830,946 
11,750,444 
9,014,646 
35,947,642 


74,894,056 


1,549 
1,567 
6,432 
11,684 
172,356 
115,922 
112,973 


422,484 


812 
1,692 
3,832 
7,341 

40,557 
14,886 
45,712 


114,832 


4,183 
6,574 
21,087 
32,589 
188,734 
123,734 
279,614 
1,005,501 


1,662,016 


3,397 
5,862 
14,919 
30,314 
138,217 
164,971 
199,569 
127,664 
875,357 


1,560,270 


Value of 
shipments 
of goods 
of own 
manufacture 
Valeur des 
livraisons 
de produits 
de propre 
fabrication 


336,540 
584,392 
1,836,828 
3,085,397 
16,281,864 
12,838,893 
21,587,986 
16,246,243 
56,221,076 


129,019,220 


3,224 
2,735 
12,080 
20,349 
338,757 
176,667 
287,171 


840,982 


1,674 
2,392 
6,364 
11,810 
60,507 
18,983 
69,721 


171,451 


8,561 
11,705 
38,956 
66,228 

343,187 
228,817 
496,014 
1,526,446 


2,719,913 


6,864 
10,015 
ZUG) 
60,878 

2551089 
284,750 
352,716 
225,344 
1,211,026 


2,434,849 


Value 
added 
Valeur 
ajoutée 


164,591 
276,751 
893,026 
1,520,265 
7,791,984 
5,860,850 
9,480,016 
6,952,471 
18,739,308 


51,679,262 


1,670 
1,154 
5579 
8,323 
164,855 
49,838 
154,999 


386,419 


853 
699 
3,096 
4,378 
20,987 
4,579 
23,445 


58,038 


4,368 
5,101 
17,569 
32,519 
150,054 
98,239 
203,754 
384,895 


896,498 


3,469 
4,083 
12,522 
29,454 
112199 
115,452 
129,645 
74,421 
256,870 


738,116 


Working 
owners and 
partners 
Propriétaires 
et associés 
actifs 


Tableau 58. STATISTIQUES PRINCIPALES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION PAR 
ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 


Male 


Hommes 


number - nombre 


163 


121 


365 
639 
3,918 
8,550 
51,380 
971985 
56,342 
37,138 
82,811 
66,513 


345,591 


1,165 


5,117 


Female 


Femmes 


229 
470 
2,627 
4,792 
24,478 
16,853 
22,962 
14,678 
21,378 
26,267 


134,734 


Traitements 


Total activity — Activité totale 


Administrative, office and 
other non-manufacturing 
employees 


Administration, bureau 
et autre personnel 
hors fabrication 


Salaries 


$'000 


6,874 
12,587 
84,594 

193,126 
1,253,522 
932,619 
13517578 
926,527 
2,154,780 
1,727,566 


8,643,765 


2 

45 

578 
1,076 
20,371 
7,550 
13,373 


42,995 


143 
203 
1,506 
5,142 
22,778 
11,622 
26,758 
50,742 
23,249 


142,144 


45 

105 
873 
3,876 
16,738 
17,194 
14,830 
10,839 
19,436 
23,970 


107,906 


Employees — Salariés 


Total employees 


Number 


Nombre 


12,120 
21,589 
64,396 
934853 
355,141 
225,311 
309,111 
194,647 
422,601 
92,780 


1,790,849 


141 
103 
414 
539 
8,357 
3,540 
3,033 


16,127 


76 
154 
245 
246 

1,101 
205 
754 


2,781 


370 
492 
1,386 
1,835 
7,728 
3,990 
7,714 
11,180 
1,524 


36,219 


286 

397 

927 
1,708 
6,124 
5,250 
4,812 
3,624 
6,653 
1,486 


31,267 


Total des salariés 


Salaries 
and 
wages 


et 
salaires 


121,662 

217,178 

670,585 
1,028,086 
4,403,321 
3,023,131 
4,478,232 
3,094,868 
7,812,508 
1,727,566 


26,577,136 


1,184 
926 
4,079 
5,393 
94,451 
47,139 
60,873 


214,045 


614 
1,168 
2,117 
2,677 

11899 
2,365 
9,401 


29,742 


3,041 
4,231 
12,160 
19,235 
84,550 
47,270 
87,691 
187,210 
23,249 


468,636 


2,540 
3,528 
8,799 
17,652 
66,685 
59,292 
64,012 
49,281 
116,538 
23,970 


412,298 


Traitements 


Cost of 
materials, 
supplies 
and goods 
for resale 


Coût des 


matières, des 
fournitures et 
des marchan- 


dises desti- 
nées à la 
revente 


Value of 
shipments 
and other 

revenue 


Valeur des 
livraisons 
et autres 

recettes 


$'000 


173,984 
315,572 
1,009,222 
1,726,818 
9,764,218 
7,902,323 
13,565,659 
10,200,015 
40,631,974 
6,550, 568 


341,382 
594,403 
1,930,238 
3,333,996 
18,085,629 
14,263,964 
23,841,860 
17,626,350 
61,424,626 
7,478,417 


91,840,353 148,920,865 


1,582 
1,683 
9,637 
13,134 
199,829 
116,771 
120,960 


463,596 


812 
1,693 
3,951 
8,614 

50,437 
16,716 
66,144 


148,366 


4,195 
6,795 
23,234 
40,978 
233,554 
149,041 
306,255 
1,020,947 
146,382 


1,931,381 


3,434 
5,896 
15,877 
33,099 
165,123 
203,247 
217,838 
144,057 
914,575 
50,876 


1,754,021 


3,259 
2,902 
16,047 
22,183 
372,527 
177,288 
296,315 


890,521 


1,674 
2,392 
6,551 
13,284 
71,530 
20,937 
94,024 


210,392 


8,568 
11,960 
41,545 
76,569 

399,792 
262,713 
522,862 
1,545,990 
184,219 


3,054,218 


6,917 
10,064 
28,754 
66,550 

289,452 
328,615 
375,699 
239,653 
1,261,826 
65,555 


2,673,086 


Value 
added 


Valeur 
ajoutée 


167,351 
279,918 
918,162 
1,584,455 
8,217,922 
6,214,543 
9,918,674 
7,147,209 
19,258,527 
927,849 


54,634,611 


1,672 
1,205 
6,341 
8,708 
171153 
49,610 
156,156 


394,845 


853 
699 
3,165 
4,579 
22,130 
4,703 
27,317 


63,445 


4,364 
5,135 
18,010 
34,471 
161,840 
106,827 
203,961 
388,993 
37,837 


961,438 


3,486 
4,098 
12,603 
32,341 
119,205 
121,041 
134,360 
72,336 
268,452 
14,680 


782,601 


Province et tranche de taille 


CANADA 


= 99,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 24,999,999 
25,000,000 - 49,999,999 
50,000,000 + 
SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 


TOTAL 


TERRE-NEUVE 


= 99,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 9,999,999 
10,000,000 - 49,999,999 
50,000,000 + * 


TOTAL 


ILE DU PRINCE-EDOUARD 


= SEVIS) 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 49,999,999 


TOTAL 


NOUVELLE-ECOSSE 


99,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 49,999,999 
50,000,000 + 
SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 


TOTAL 


NOUVEAU-BRUNSWICK 


= 99,999 
100,000 - 199,999 
200,000 - 499,999 
500,000 - 999,999 
1,000,000 - 4,999,999 
5,000,000 - 9,999,999 
10,000,000 - 24,999,999 
25,000,000 - 49,999,999 
50,000,000 + 
SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 


TOTAL 


197 
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Table 58. PRINCIPAL STATISTICS BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE PER ESTABLISHMENT, 
CANADA AND PROVINCES, 1978 - Continued 


Manufacturing activity — Activité manufacturière 


— Cost of Cost of Value of 
Estab- Travailleurs de la production et assimilés fuel materials shipments 
lish- and and of goods 
ments elec- supplies of own Value 
Province and size group — Man tricity used manufacture added 
Eta- hours — = — = 
blisse- Male Female paid Wages Coût du Coût des Valeur des Valeur 
ments — — — = combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 
number - nombre ‘000 $'000 
QUEBEC 
- 99,999 1,940 2,688 731 7,032 31,635 133 51,268 97,475 46,440 
100,000 - 199,999 1,238 4,784 2,071 LS 1982 62,265 405 95,631 178,340 83,806 
200,000 - 499,999 1,769 12,790 7902 41,111 185,952 4,232 291,275 572,422 280,254 
500,000 - 999,999 1,393 17,709 11,420 59,427 279,406 12,120 502,550 1,008,764 497,746 
1,000,000 - 4,999,999 2272 60,973 35,491 199,382 1,002,639 78,203 2,698,847 5,130,986 2,408,034 ° 
5,000,000 - 9,999,999 509 36,883 17,391 113,046 624,010 74,845 1,928,754 3,591,039 1,611,942 
10,000,000 - 24,999,999 354 45,482 14,758 124,966 752,865 141,396 3,060,885 5,453,187 2,304,328 
25,000,000 - 49,999,999 121 30,341 6,157 75,706 532,717 131,963 2,266,007 4,077,406 1,759,926 
50,000,000 + 105 73,671 5,889 165,971 1,345,170 453,502 7,868,241 13,163,217 5,003,062 
HEAD OFFICES, SALES OFFICES, ETC. a nae ae FA 
TOTAL 9,701 285,321 101,420 800,572 4,816,659 896,798 18,763,459 33,272,837 13,995,539 
ONTARIO 
- 99,999 2,524 3,193 983 8,565 42,114 114 64,942 126,654 61,663 
100,000 - 199,999 1,530 5,493 1,961 15,225 76,478 353 115,620 220,361 104,569 
200,000 - 499,999 2,307 17,058 6,254 47,842 242,184 4,635 390,430 754,287 362,578 
500,000 - 999,999 1,829 24,730 9,205 69,941 360,854 12,871 676,797 1,315,607 633,372 
1,000,000 - 4,999,999 2,958 80,567 38,703 248,080 1,343,008 103,218 3,402,059 6,827,950 3,374,558 
5,000,000 - 9,999,999 862 53,501 27,314 167,037 969,529 114,872 3,175,398 6,076,189 2,842,988 
10,000,000 - 24,999,999 654 76,730 32,357 225,372 1,433,901 230,606 5,325,213 10,029,101 4,547,394 
25,000,000 - 49,999,999 246 58,370 15775 154,313 1,087,026 220,423 4,694,911 8,413,598 3,586,600 
50,000,000 + 169 165,726 15,579 386,267 3,275,611 849,255 20,264,811 31,348,123 10,396,827 
HEAD OFFICES, SALES OFFICES, ETC. a & # ae 
TOTAL 3,079 485,368 148,131 1,322,642 8,830,705 1,536,347 38,110,181 65,111,869 25,910,549 
MANITOBA 
- 99,999 289 384 91 979 4,755 115 7,295 14,057 6,478 
100,000 - 199,999 179 614 262 1,785 8,587 82 14,067 26,505 12,464 
200,000 - 499,999 229 1,619 697 4,771 23182 734 39,655 77,383 37,348 
500,000 - 999,999 138 1,674 1,027 5,536 26,136 1,581 45,243 96,632 50,628 
1,000,000 - 4,999,999 273 6,308 3,378 19,847 105,199 11,528 314,318 599,831 276,176 
5,000,000 - 9,999,999 87 5,414 1,889 14,935 88,161 12,267 340,397 609,172 261,745 
10,000,000 - 24,999,999 47 5,408 1,987 15,178 91,650 25,528 389,991 684,979 281,482 
25,000,000 - 49,999,999 13 3,976 481 8,778 57,991 20,280 218,686 398,150 160,465 
50,000,000 + 8 3,427 259 7,084 53,069 16,837 569,912 771,170 180,078 
HEAD OFFICES, SALES OFFICES, ETC. LÉ Æ re pe 
TOTAL 1,263 28,824 10,071 78,893 458,730 88,951 1,939,564 3,277,879 1,266,865 
SASKATCHEWAN 
- 99,999 161 210 718 593 2,805 8 3,873 7,935 4,087 
100,000 - 199,999 118 420 156 1,189 5,812 58 7,969 16,540 8,513 
200,000 - 499,999 128 990 231 2,497 13,071 395 17,856 40,174 21,983 
500,000 - 999,999 82 1,025 250 2,593 13,471 1,564 26,848 57,178 28,289 
1,000,000 - 4,999,999 128 2,583 384 6,147 38,316 6,192 148,316 273,351 120,740 
5,000,000 - 9,999,999 34 1,770 789 5,287 35,592 6,564 113,620 234,863 116,878 
10,000,000 - 49,999,999 20 21d 111 5,396 41,743 15,917 225,017 380,188 134,226 
50,000,000 + 5 2,475 134 5,836 45,867 14,163 362,833 503,539 113,748 
HEAD OFFICES, SALES OFFICES, ETC. es 7 ashe 
TOTAL 676 11,984 2,128 29,537 196,676 44,861 906,332 1,513,768 548,465 
ALBERTA 
- 99,999 446 633 233 1,790 9,116 115 11,347 23,209 11,819 
100,000 - 199,999 PAT 933 354 2,682 14,019 > 59 20,243 39,824 19,722 
200,000 - 499,999 364 2,381 860 6,693 36,713 740 59,057 117,005 58,410 
500,000 - 999,999 257 2,957 787 7,759 45,652 2 WHT. 86,624 183,166 94,669 
1,000,000 - 4,999,999 475 119255 2,406 28,374 182,745 15,623 553,111 1,042,567 486,226 
5,000,000 - 9,999,999 102 5,983 744 13,810 102,396 12,486 386,898 707,584 314,542 
10,000,000 - 24,999,999 75 8,435 1,242 19,924 154,868 28,830 630,006 1,163,561 509,248 
25,000,000 - 49,999,999 24 3,723 1,188 10,373 78,570 21,331 466,481 848,155 363,974 
50,000,000 + 30 7,158 583 16,124 130,554 90,940 2,648,445 3,304,203 578,827 
HEAD OFFICES, SALES OFFICES, ETC. Se Be = re ra 
TOTAL 2,050 43,458 8,397 107,529 754,633 172,302 4,862,215 7,429,273 2,437,438 


Production and related workers 


Tableau 58. STATISTIQUES PRINCIPALES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION PAR 
ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 - Suite 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


Province et tranche de taille 


Propriétaires Administration, bureau Salaries Coût des Valeur des Valeur 
et associés et autre personnel and matières, des | livraisons ajoutée 
actifs hors fabrication Number wages fournitures et} et autres 


des marchan- recettes 


Male Female Salaries Nombre Traitements | dises desti- 
= = = et nées à la 
Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
QUEBEC 
1,259 121 76 2,259 3,616 33,894 51,825 98,391 46,799 - 99,999 
456 204 133 3,906 7,192 66,172 98,067 181,220 84,251 100,000 - 199,999 
239 1,348 817 27,409 22,467 213,361 310,594 598,691 287,204 200,000 - 499,999 
45 3,063 1,627 65,597 33,819 345,003 564,844 1,091,388 518,076 500,000 - 999,999 
11 16,253 76515 384,934 120,232 1,387,573 3,052,177 5,594,794 2,518,513 1,000,000 - 4,999,999 
= 10,438 4,410 249,894 69,122 873,904 2,166,055 3,912,337 1,695,940 5,000,000 - 9,999,999 
- 14,422 5,872 332;265 80,534 1,085,131 3,449,747 5,917,805 2,380,084 10,000,000 - 24,999,999 
0 - 11,280 4,444 267,643 52,222 800,360 2,629,229 4,508,412 1,827,709 25,000,000 - 49,999,999 
= 22,931 5,411 560,456 107,902 1,905,626 9,120,631 14,528,560 5,116,015 50,000,000 + 
19,569 6,854 483,154 26,423 483,154 1,008,962 1,167,564 158,602 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
2,010 99,629 37,159 2,377,518 523,529 7,194,178 22,452,131 37,599,163 14,633,193 TOTAL 
ONTARIO 
1,600 129 91 2,529 4,396 44,642 66,023 129,931 63,858 - 99,999 
18 218 181 4,809 7,853 81,287 118,469 225,456 106,815 100,000 - 199,999 
221 1,406 1,026 31,136 25,744 273,320 412,570 782,658 368,809 200,000 - 499,999 
58 3,144 1,937 74,250 39,016 435,104 751,601 1,416,074 659,034 500,000 - 999,999 
22 21,959 11,498 560,800 152,727 1,903,808 3,998,747 7,621,677 3,571,597 1,000,000 - 4,999,999 
21 19,336 9,434 489,156 109,585 1,458,685 3,731,743 6,828,940 3,039,395 5,000,000 - 9,999,999 
- 29,979 13,017 732,009 152,083 2,165,910 6,271,883 11,267,322 4,838,946 10,000,000 - 24,999,999 
= 18,782 7,702 475,271 100,629 1,562,298 5,291,288 9,096,908 3,673,533 25,000,000 - 49,999,999 
3 46,569 U2 613 925) 465 240,487 4,527,076 23,301,428 34,739,940 10,752,027 50,000,000 + 
: 33,268 15,018 917,822 48,286 917,822 5,250,077 5,963,385 713,308 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
2,438 174,790 72,517 4,539,247 880,806 13,369,952 49,193,830 78,072,292 27,787,323 TOTAL 
MANITOBA 
170 18 4 215 497 4,970 7,362 14,069 6,422 - 99,999 
69 55 16 730 947 9,318 14,644 27,248 12,630 100,000 - 199,999 
21 204 128 4,470 2,648 27,652 42,987 82,443 39,075 200,000 - 499,999 
6 316 164 7,066 3,181 33,202 50,811 104,630 53,058 500,000 - 999,999 
83 2,128 961 48,158 125775: 153,357 381,154 687,971 297,481 1,000,000 - 4,999,999 
4 1,963 697 42,551 9,963 130,712 395,996 682,870 279,845 5,000,000 - 9,999,999 
- 1,774 780 39,825 9,949 131,474 547,693 855,489 294,290 10,000,000 - 24,999,999 
- 1,524 499 33,867 6,480 91,858 252,608 441,915 170,309 25,000,000 - 49,999,999 
- 772 224 16,939 4,682 70,008 610,779 816,935 184,976 50,000,000 + 
1,809 427 35,613 2,236 35/6013 5161 5,751 590 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
273 10,563 3,900 229,434 53,358 688,164 2,309,194 3,719,320 1,338,676 TOTAL 
SASKATCHEWAN 
82 9 8 156 295 2,960 3,886 8,063 4,201 - 99,999 
28 16 17 281 609 6,093 8,050 16,646 8,538 100,000 - 199,999 
7 112 65 2,312 1,398 15,383 20,201 43,683 23,147 200,000 - 499,999 
- 218 110 4,828 1,603 18,298 30,422 61,693 29,232 500,000 - 999,999 
_ 955 293 21,383 4,215 59,698 181,835 314,848 128,718 1,000,000 - 4,999,999 
= 790 296 18,571 3,645 54,163 144,209 270,758 122,185 5,000,000 - 9,999,999 
= 695 246 16,341 3,563 58,084 251,097 411,003 138,961 10,000,000 - 49,999,999 
- 426 63 9,637 3,098 55,503 364,939 504,949 113,052 50,000,000 + 
644 145 12537 789 12557 290 241 -49 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
117 3,865 1,238 86,044 19,215 282,720 1,004,928 1,631,884 567,984 TOTAL 
ALBERTA 
159 25 11 497 902 9,613 11,507 23,450 11,900 - 99,999 
48 45 38 922 1,370 14,941 20,736 40,484 19,890 100,000 - 199,999 
20 269 193 6,500 3,703 43,213 64,422 126,695 62,735 200,000 - 499,999 
6 505 291 12,760 4,540 58,412 96,926 196,615 97,817 500,000 - 999,999 
2 3,106 10257 75,827 18,024 258,572 657,775 1,181,571 520,566 1,000,000 - 4,999,999 
- 1,723 623 41,967 9,073 144,362 447,167 783,301 329,991 5,000,000 - 9,999,999 
- 2,465 662 54,763 12,804 209,630 719,636 1,268,265 524,323 10,000,000 - 24,999,999 
- 1,883 1,004 50,256 7,798 128,826 544,052 951,138 389,387 25,000,000 - 49,999,999 
= 2,168 610 53,398 10,519 183,952 2,809,373 3,474,115 587,811 50,000,000 + 
3,744 1,192 84,245 4,936 84,245 575 315 -260 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
235 15,933 5,881 381,135 73,669 1,135,768 5,372,169 8,045,950 2,544,160 TOTAL 
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Table 58. PRINCIPAL STATISTICS BY VALUE OF SHIPMENTS OF GOODS OF OWN MANUFACTURE PER ESTABLISHMENT, 
CANADA AND PROVINCES, 1978 - Continued 


Manufacturing activity — Activite manufacturiére 


Production and related workers 
— Cost of Cost of Value of 
Travailleurs de la production et assimilés fuel materials shipments 
and and of goods 
elec- supplies of own Value 
Province and size group Man tricity used manufacture added 
hours == — — — 
Male Female paid Wages Coût du Coût des Valeur des Valeur 
— — — — combus- matières et livraisons ajoutée 
Hommes Femmes Heures- Salaires tible et fournitures de produits 
hommes de l'élec- utilisées de propre 
payées tricité fabrication 


number - nombre ‘000 $'000 
BRITISH COLUMBIA 

- 99,999 945 1197 290 2,917 16,972 59 23,090 46,546 23,549 
100,000 - 199,999 521 1,746 540 4,653 27,598 74 39,051 75,262 36,377 
200,000 - 499,999 586 3,771 972 9,659 60,739 925 95,699 188,746 92,707 
500,000 - 999,999 370 4,446 1,029 11,178 74,453 2,149 121,143 261,453 139,097 
1,000,000 - 4,999,999 625 14,744 3,664 37,411 282,773 20,191 719,937 1,394,723 673,611 
5,000,000 - 9,999,999 152 9,559 1,750 23,136 191,122 21,870 582,287 1,087,496 494 483 
10,000,000 - 24,999,999 172 24,794 2,624 55,337 495,425 66,862 1,478,514 2,781,854 1,296,655 
25,000,000 - 49,999,999 66 18,011 1,744 40,000 373,595 68,451 1,240,897 2,283,590 1,007,084 
50,000,000 + 41 25,616 1,361 ~ 54,456 526,387 159,507 2,239,568 4,106,180 1,670,001 
HEAD OFFICES, SALES OFFICES, ETC. Lae ree Bs 4 LR 2 E À oad 
TOTAL 3,478 103,824 13,974 238,748 2,049,064 340,088 6,540,186 12,225,848 5,433,565 

YUKON AND NORTHWEST TERRITORIES 
- 99,999 6 13 ibs) 57 208 - 147 341 193 
100,000 - 199,999 5 24 8 66 331 - 451 714 264 
200,000 - 499,999 5 26 10 JA 300 11 704 1,696 981 
500,000 - 999,999 5 34 ils) 102 548 106 1,276 3,333 1,790 
1,000,000 - 9,999,999 * 3 66 7 163 1,392 502 9,940 14,468 4,543 


TOTAL 24 163 55 459 2,779 619 12,518 20,551 7,771 


Tableau 58. STATISTIQUES PRINCIPALES SUIVANT LA VALEUR DES LIVRAISONS DE PRODUITS DE PROPRE FABRICATION PAR 
ETABLISSEMENT, CANADA ENTIER ET PROVINCES, 1978 - Suite 


Total activity — Activité totale 


Employees — Salariés 


Cost of 
materials, Value of 
Working Administrative, office and Total employees supplies shipments 
owners and other non-manufacturing — and goods and other Value 
partners employees Total des salariés for resale revenue added 


= Province et tranche de taille 
Valeur 
ajoutée 


Coût des 
matières, des 
fournitures et 
des marchan- 

dises desti- 
nées à la 


Valeur des 
livraisons 
et autres 

recettes 


Salaries 
and 

wages 
Traitements 
et 


Propriétaires Administration, bureau 
et associés et autre personnel 
actifs hors fabrication Number 


Male Female Salaries Nombre 


Hommes Femmes Traitements salaires revente 
number - nombre $'000 $'000 
COLOMBIE-BRITANNIQUE 
426 | 49 37 1,023 Sits) 17,995 Pei PNA 46,719 23,602 - 99,999 
94 79 75 1,585 2,440 29,183 39,089 75317 36,395 100,000 - 199,999 
17 388 290 9,392 5,421 70,130 105,045 201,475 96,091 200,000 - 499,999 
6 702 418 17,799 6,595 92,252 135,039 281,561 145,308 500,000 - 999,999 
OU, 3,624 1,738 98,585 23,770 381,358 832,931 1,536,001 701,895 1,000,000 - 4,999,999 
6 2,289 880 61,255 14,478 252,378 648,151 1,173,492 514,616 5,000,000 - 9,999,999 
- 4,403 1937, 124,334 33,358 619,759 1,618,596 2,952,103 1,326,822 10,000,000 - 24,999,999 
- 3,226 913 88,650 23,894 462,245 1,338,780 2,388,323 1,013,934 25,000,000 - 49,999,999 
- 6,380 1,690 179,334 35,047 705,721 2,368,340 4,255,997 1,691,046 50,000,000 + 
… 5,089 2,011 146,977 7,100 146,977 88,245 91,387 3,142 SIEGES SOCIAUX, BUREAUX DE VENTE ETC. 
556 26,229 9,589 728,933 153,616 2,777,997 7,197,427 13,002,376 5,552,853 TOTAL 
YUKON ET TERRITOIRES DU NORD-OUEST 
9 —= — - 28 208 147 341 193 - 99,999 
1 - - - 32 331 451 714 264 100,000 - 199,999 
2 4 3 70 43 370 705 1,696 981 200,000 - 499,999 
- 15 7/ 308 71 857 1351 3,449 1,832 500,000 - 999,999 
- 13 2 477 88 1,869 10,656 15,465 4,823 1,000,000 - 9,999,999 * 


8 32 12 856 262 3,635 13,310 21,664 8,092 TOTAL 
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Long-form Questionnaire APPENDIX A 


F + Statistics Canada Statistique Canada 


Manufacturing and Primary Industries Division 


ANNUAL CENSUS OF MANUFACTURES, 1978 


In all correspondence concerning this 
questionnaire please refer to the first 
seven digits in the top line of the 
mailing address below. 1978 


Mailing Address (Please correct if necessary) 


GENERAL QUESTIONNAIRE 


Si vous préférez recevoir ce questionnaire en 
français, veuillez cocher LJ et retourner à 
la Division des industries manufacturières 

et primaires, Statistique Canada, 
Ottawa, KIA OT6 


Physical Location of Establishment (Please correct if necessary) 


Form CM 5—3303-1.4 


1.1 AUTHORITY 1.4 
The Annual Census of Manutactures is collected under the authority of the 
Statistics Act, Statutes of Canada, 1970-71-72, Chapter 15. For further 
details see item 1.1 in the enclosed Reporting Guide. 


1:2 REPORTING INSTRUCTIONS 


The enclosed Reporting Guide is designed to assist in the completion of 
this report. The instructions are numbered to correspond to the items to 
which they refer. 


Report for your most recent fiscal year which ended at any time between 
April 1, 1978 and March 31,1979. Completed questionnaires mustbe returned 
within 60 days of receipt. Please keep one copy for future reference. 


= 


.2,2 SINGLE ESTABLISHMENT FIRMS (as defined under 1.2.2 of the Report- 
ing Guide): Please include in this report all of your operations, including 
any head office or ancillary units such as administrative offices, sales 
offices, warehouses, laboratorics, etc., regardless of their location. 


1.2.3 MULTI-ESTABLISHMENT FIRMS (as defined under 1.2.3 of the Report- 
ing Guide): Please include in this report all of the operations pertaining 
to this establishment, including any ancillary units (administrative offices, 
sales offices, warehouses, laboratories, etc.) that serve this establishment 
only, regardless of their location. (Operations of ancillary units that serve | 1.6 
more than this establishment, and operations of head offices are to be 
reported on head office forms which will be mailed separately to the 1.6.1 
appropriate address.) 


Mes) 
LS 


1.3 OPERATIONS 


162 
1.3.1 Did this establishment operate in the reporting year as Yes No 
dekinediingl)2above EAN EC cede MEN ERREUR 1 218 
If “No” complete section 1.9 below and return. 
1.3.2 Did this establishment go out of business during the 7 : 
PEDOrLincey. Cal yawn: seme Un weer cia rai sf 1 DA 
1.71 
If ‘Yes’, give date 
and complete this form for the period operated. 1.7.2 
1.8 


1.3.3 Did any change in ownership occur during the reporting 


1.8.1 


If “Yes”, give date 2 
and provide information for the full reporting year. If 128.2 
this is not possible, provide information for the period 
operated and give name and address of respondent to 


FEDERAL-PROVINCIAL AGREEMENTS 
In order to avoid duplication of enquiry and to provide consistent statistics, 
agreements have been made: 


~ With the provincial statistical agencies of Quebec, Manitoba, Saskatchewan 
and British Columbia under Section 10 of the Canada Statistics Act 
for the exchange of information collected in this survey for establish- 
ments located in Quebec, Manitoba, Saskatchewan and British Columbia, 
respectively. The Statistics Acts of these Provinces include the same 
provisions for confidentiality and penalties for disclosure of information 
as the Canada Statistics Act. 

— With all other Provinces under Section 11 of the Canada Statistics Act 
for the exchange of information relating to establishments located in 
their respective Provinces. The Section 11 agreement to share information 
relating to this establishment shall not apply if you object in writing 
and mail your letter, together with the completed questionnaire, to 
Statistics Canada. 


For further details on these agreements see item 1.4 in the enclosed Report- 
ing Guide. 


LOCATION OF THIS ESTABLISHMENT 


Has the location of this establishment changed Yes No 

Prov baee ear ie fe Pere cere ewes wot cyte nae: 1 2 

TYPE OF ORGANIZATION (Check one) 

Individual Partner- Incorporated 

Ownership ship Company Co-operative 
ie 2) 310 40 

Does this represent a change in organization from Yes No 

Vourlastreportom 2.0 wwii: CRE A CE ce eS) Dale 

Date of change 19 


i 


1.7 NATURE OF BUSINESS (describe briefly) 


Yes No 
Issthisiaichange sromiplastiy. care conan a1 sican ab a0 cheetah es 1 21e 
HEAD OFFICES AND ANCILLARY UNITS OF 
MULTI-ESTABLISHMENT FIRMS 
Does this establishment have a Canadian Head or Execu- d 
tive Office whose operations can be reported sepa- Yes No 


rately ?* LE Jae 
If Yes”, please give its: 


contact for balance of information. 1.8.3 Name = = 
1.8.4 Address 
1.8.5 Is this establishment served by any ancillary units that c t 
Came) also serve (an) other establishment(s) of your firm Yes No 
(scei273)2* 10 20 
(address) *Data for such units should not be included in this report. 
1.9 CERTIFICATION 
I certify that the information contained herein is complete and correct to the best of 
my knowledge and belief and covers the fiscal year or period 
al | | | Lice ae to | | Die 
Day Month Year Day Month Year 
Authorized person: 
Signature Name (please print or type) Seats ———— ne 
Date Title- = = 
Name of person to contact Address including postal code Telephone Telex 
(please print) (if different from mailing address above) Area Godan Nun DEL Ext. d 


STANDARD 


Inventory for period 


2. INVENTORIES at book valuc, including those in transit and those on consignment in Canada covered by this report 


(refer to Instruction 2 in the Reporting Guide) 


Opening 
Canadian dollars 


Closing 


Del Manufacturing Inventory Canadian dollars 


Yes No (omit cents) (omit cents) 

2 Do these figures include inventory held but not owned? it (5) 20 
21102 INVEREONYS Of UC RO Ne es à ceivetissielha) loue. tente llel es ect le e  e chimiste et 
2153 Inventory of raw materials, purchased components and supplies .................... 
2.1.4 Total inventory of fuel, raw materials, etc. (2.1.2 + 2.1.3)......,................. 
PS Inventory. OF GOOUS: IN PIOLESS LL ors were om, einem ee WLS Salone ale. wo done eee eo 
2.1.6 Inventory. offinished products NE MN meneur este celle a ele are ee eee herbes cu eres 
22 Inventory of goods purchased for resale in same condition as purchased ................. 

5 
22 Other non-manufacturing inventory 4. 1... Nue see eee ee ce sec F 


Total'inventoryof this establishment 5... 2... 2. se ce + + «+ ele) oe 


UNFILLED ORDERS (refer to Instruction 3 in the Reporting Guide) 


3.1 /Reportivalues(orgive:y.our,bestiestimate):as:ofeDecember Sill M9 T8 RER NI CR I ER CIE 
Yes No 
3.2 Do you normally have a backlog (not shipping backlog) of unfilled orders? .................... ie 2h 
4. BASIS OF VALUATION FOR SECTIONS 5,6 AND 8 (refer to Instruction 4 in the Reporting Guide) 
4.1 Fuel, raw materials, containers, supplies, etc. (as reported in sections 5 and 6) 
4.1.1 Aro YOu/TepOrting-CONSUMptION as-requcsted? AR RE Re ee Rivas cine 10 
OR 
ATCVOUEPONUNS Purchases OfethesciLCinSe sen Mee PE citer teas) nie) oie io CCC: 2218] 
4.2 Products (as reported in section 8) 
4.2.1 Are vouireporting.Value:Of/shipmentsASrequested nm mue» cle «oes es se eee «eee 0 2e TE 
OR 
Are you'reporting valueioF production? : < <i «sos + reel ns Cie 6 wns ce hole ds sec eee ee - DRE] 
4.2.2 Are the reported values at: (Check ‘‘other”” if more than one is applicable) 
COTE on: D ue Re Lo eu,s TE 
Book: transter Values: cles ordre mer ou ee D altel oaesin DY tas we ON Son cata aie 21e) 
NA EDIT sl cee ven ae ME 
Other(specifv) me ~ 4 MORT ANT Cher cr nee 40 
5. CONSUMPTION OF PURCHASED FUEL AND ELECTRICITY (refer to Instruction 5 in the Reporting Guide) 
CRE Unit Cost at this establishment 
Kind Statistics of Quantity used Canadian dollars 
Ganda measure (omit cents) 
ton 
SrlpiCoaltandicoK ere ER ee ep cates eos) pean os 
welt 
263 1 1000 cu. ft. 
5,2 MNATUTAL PAST <a eee ile states Ne noue eee PEN ele = + 
S,31 Gasoline’. 5. ccc. 2 MON eee ee ne ML TNT ie. Cdn, gal. 
asoline + + 
5:4. -KerosenesstoveOu(INos 1afuellOil)i ic sess: cies RM Ce 432 2 
SUD lo eam eae wea ek rue ah ccc ede en ie LE 4323 | : fe rothecwies to eurbhe bad Woes wily tee Gene Te 
S 6p Lien tamelvoil(Nostscraticys) erareueants aratcimarmene tera secue) omciensms) cy ete | 4324 
5.1 Meavy fuel oil(Nos 45 and6). ME oe ee LU oe ‘i a 
eer 436 1 
5.8 Liquefied petroleum gases (propane, butane, etc.) ..,,......... } | = 
5.9 Electricity purchased (include service charge). .....,.......... | 497 1 {+ 1000 kW.h | 
5.10 Other fuel (include 
steam purchased): (Specify). x. 20 mime tm lte i pa ——— 
5.11 Total fuel:and electricity’ 5, 21:41. mt ect ace cor oh Die re es Gu) doe co emma one on desc io. 
5.12 ELECTRIC GENERATING FACILITIES 
Did this establishment during the reporting period operate generating facilities with nameplate rating Yes No 
Ofcmore than OUEN NE ere LE Le A EE Oo 20 El 


STANDARD 


SELECTED MANUFACTURING INPUTS 
6. Raw materials, components, containers, supplies, etc., purchased and used in manufacturing operations 
(refer to Instruction 6 in the Reporting Guide) — Do not include materials, etc. produced by this establishment for its own use. 


a 
Commodity Total cost at 
weer code for Unit : this establishment 
Description Statistics of Qusntyused Canadian dollars 
Canada use measure (omit cents) 

6.1 Raw materials and components purchased and used in manufacturing 

operations (specify main items) 

AE Riu de LR ae CaN DS Lois GT eA AU OS DM ETS 

Ge oi Me RL CTs Oa Roan ETS 1 UN ne ee ee IL | 

PS Do PARC CR se re tie TR PR aRetiel Mono oF | 

TR nn oe eae | 

ET TS ET ee Re NO in A os ows Le ak 
62 BxSub-cotallof ifemSiNiO- Ly eines Le Ce eee aies s ue Te ee LO eR ee 1S ue, SE PS LI eG) Se rman Tes OOS) Sued ee: 

Statistics 

6.3 Non-returnable containers and other shipping and packaging materials purchased and used for goods of Canada 

own manufacture (specify main items) use 

D ie, Ee AD STE D TEST ES ee eet Ge EE ee Cen ER ROSES BSCE SME PSO eee Roe a L 

À soy EE ra Re ROLES OR RE Aes cea A SRC EDS EE er SEP Ls PRESEN EA, ei EE TO cs Mn RPGS! PRE TES raD We 

DP es IS CRUE AIO ie ne le Ca Mr oR eee Tifa vee Cu tee cms one mie cadet dre eit wea eis ae aL 

nn a a Se te ahaa aye, en witty mlonee outil Rte des ont cuts, eo yesh Se es 
64 SUb-t0tal Of items 6 visa) cote ee ete Ge oer atin) a ones We cate eae eco Te re ee Neues eta eas Ne 

eS ee 

6.6 Total value of operating, maintenance and repair supplies purchased and used in manufacturing operations, excluding fuel . ....... 
6.7 Lotal of raw materials: components, supplies. ete.\(6:2'+:6:4;46:6) © cee) «cee en te ee msi © © state 
6.8 Amount paid out to other establishments for work done on materials owned by this establishment (refer to Instruction 6.8 in the 

Reporting Guide). Include amounts paid to ‘‘outside pieceworkers” in the clothing industries. . ....................... 
6.9 Total of raw materials, containers, supplies and amount paid for work done (6.7 +6.8).......................... 


$—3303-1.1 


SELECTED NON-MANUFACTURING INPUTS Total cost at 


ah 6 ee this establishment 
7. Merchandising and construction activities, etc. Canadian dollars 


(refer to Instruction 7 in the Reporting Guide) (omit cents) 


7.1 Purchases of goods from other establishments for resale in some condition as purchased 
(include transfers of such goods from other establishments of your company) 
(ceportsalesjof'sichigoodsin:question( JD) RE RL aaa eure RE cues op cama cena 


7.2 Purchased materials and supplies used in new construction produced by own labour force for own use (only those items charged 
to Fixed®AssetsiAccountsswhichiare:reportedian question9)2) PMR ER PER EC RC nee usec eee alee 


7.3 Purchased materials and supplies used in production of any machinery and equipment for own use by own labour force 
(only those items charged to Fixed Assets Accounts which are reported in question 9.3) ........................... 


id Officeisupphies purchased: andyused 2.5 oi A An Sees rare wees deme eR ue lo Sele Sek NS UE 


7.5 All other purchased materials and supplies used by this establishment . ..................................... 


1G Sub-totahor items yrs co Eee ee eee ace ek aoe ee oe ee nn ee le Gate cee ae ee aah 


Te. Grand total of selected manufacturing and non-manufacturing inputs (6.9 + 7.6). ............................. 


$—3303-1.1 


SELECTED MANUFACTURING OUTPUTS 


8. Shipments of goods of own manufacture (refer to Instruction 8 in the Reporting Guide) 


Net value of shipments, 
excluding sales taxes, 
excise duties and 


Commodity Unit excise taxes, shipping 
code for charges by common or 


Description ue of uantity shipped a 
P Statistics Q yf po contract carriers and net 
Canada use 


measure à 
of any sales discounts, 


allowances, etc, 
Canadian dollars 
(omit cents) 


: 
3 


es 


8.1 Products shipped (specify main items) 


8.2 


5-3303-1.1 


8. MANUFACTURING OUTPUTS — concluded 
8.3 Less adjustments for the following items if you were not able to exclude them from the value of the individual 
products in section 8.1 
8:3-1 Total payments for shipping Charges by common or Contract 'CALKl@£S: e.eccesoncvsos<sae-searcecrace-vatececceceocsersverennetsnecestecsconesereteveete 
83:2, Totallipayments of salesitaxes, excise duties and ExCiSe taxes ccasscccsvcontes:sostessscsrnscovnqen cer ee ne en an ee ee te 
8.3.3 Total'amounts of discounts, sales allowances and returned Sales, ccscsss-covscesronesceaseasscesewevsnccrstetecencnctonerevene eee eee 
84>—Totaltadjuistments (sum ofsitems NB) ne ee once nine ea ne ete omene teers 
If the amounts reported above include any incurred in conneetion 
with goods purchased for resale (see 9.1) please check here ia 
8.5 Adjusted value of shipments of goods of own manufacture (8.2 less 8.4 or 8.2 if 8.4 is zero) ...................................... 
8.6 Amount received in payment for work done on materials and products owned by other establishments (including 
thosetfromvany other establishmentiof your OWRAICOMPAR VI) een enr e ia ins n se ne die nee tees 
8.7 Total value of shipments of goods of own manufacture and amount received for work done (8.5 + 8.6)... 


Net value of shipments, 
excluding sales taxes, 
~ excise duties and 
excise taxes, shipping 
charges by common or 
contract carriers and. 
net of any sales dis- 
counts,allowances, etc. 
Canadian dollars 
(omit cents) 


5-3303-1.1 


a — 


9. SELECTED NON-MANUFACTURING OUTPUTS (refer to Instruction 9 in the Reporting Guide) 


Value of shipments of goods purchased and sold in same condition as purchased 
(purchases of such goods should be reported in question 7.1) 


9.1 Total value 


Specify below the major products included in this value and give estimate of percentage which each represents of this value 


Name of product Estimated % 


9.2 Book value of new construction by own labour force for own use 


(only that amount charged to the Fixed Assets Accounts — this should include at least material costs reported in question 7.2 and 
labour included in 14.1.4) 


9.3 Book value of machinery and equipment manufactured by own labour force for own use 


(only that amount charged to the l'ixed Assets Accounts — this should include at least material costs reported in question 7.3 and 
labour included in 14.1.4) 


9.4 Revenue from sale of electricity 


9.5 Revenue from lease or rental of machinery and equipment manufactured by this establishment 


9.6 All other revenue from products and services (exclude non-operating revenues such as interest, dividends, ete.). . ,........,.... 


97 Total of items in 9 


10. Grand total of manufacturing and selected non-manufacturing outputs (8.7 + 9.7) 


SUPPLEMENTARY 


11. Revenue from lease or rental of property (lands, buildings, offices, etc.) 


12. Revenue from lease or rental of machinery and equipment other than that included in 9.5 above (i.c, from machinery of all kinds, 
engines, trucksjotrallity pes, trailersatractors; othenequipmentyetc,) MS ART RE lene RER eect eas ie line nnn Ole ei pew 


13. DIRECT SELLING of Consumer Goods (Durable or Non-Durable) to Houschold Consumers for their personal consumption: 
(“Direct sales” are retail sales which bypass the regular outlets, such as, chain, department or independent retail stores.) 


13.1 Did this establishment make any “Direct Sales” during the reporting period 


If the answer is yes, please complete the following questions, where applicable 


13.3 Mail-order and/or subscription sales 


13.4 “Door-to-door’’ sales by employees or self-employed canvassers 


13.5 All other direct sales (e.g.) exhibition booths at trade shows and fairs, houseparties, etc 


13.6 TOTAL DIRECT SALES 


RESPONDENT’S COMMENTS 


Canadian dollars 
(omit cents) 


ote 


Gross sales of 
merchandise sold 
during reporting 

period (less 
returns, allowances, 

discount and 

sales taxes) 


Canadian dollars 
(omit cents) 


To avoid further inconvenience and cost to you and Statistics Canada in verifying with you large changes in reported values or product mix, etc., we would 
suggest that you compare this completed return with your file copy of last year’s return. Please attach a separate sheet to explain any significant changes (e.g. new 
products manufactured, raw material changes, price changes, etc.) which might be misconstrued as discrepancies in reporting. Please also comment upon any significant 


changes in employment duc to causes such as plant expansion, strikes, fire, etc. 


Direct selling 


14. EMPLOYEES OF THIS ESTABLISHMENT (refer to section 14 in the Reporting Guide) 


—————— = i — 
Gross 0 Number of man-hours 
pate. : salaries, : : (please provide reasonable estimate 
oo eek Ce eee wages, com- eee where records are not maintained) 
ef HS missions, 
of this form bonuses, etc. 7 
(omit cents) Male | Female Worked Paid 
14.1 Employees at this location 
D eme | XXXXX XXXXX 
sf af 
14.1.2 Employees in manufacturing 
OpCrationsys rue weeds ue cue ee + t ==} 
14.1.4 Other production and related wor- 
kers, including employces engaged in 
construction and production machin- 


ery and equipment for own use 
(SC 2 and) EE RC ye 


14.1.9 Total employees at this location 
(HA 1 INA 12 A RES EEE 


14.2 Employees at other locations 


14.2.1 Employees in manufacturing 
Operations: awe Ai} auntie eat ei ire 


1422/Altother emproyeesin CEE 


14.3 Total employees at other locations 


(give details in section 15)........ | XXXXX XXXXX 
Employces in Employces in 
administration, manufacturing 
sales, etc. at operations at 
this location this location 
(see 14.1.1) (see 14.1.2) 
14.4 Supplementary information: z PTS SEE Ter es 
14,4 1/AVeraperhobrly rate,on pay ni doNaiSandIContSDe ee ts) oy (ey at sites cinema eme Es es XXXXX = = 2 
14/4-2/NumbenORhOoUrS Standard WORD Rec ee = A ER ene erent es 
14:4%3/Average paid vacation (number on weeks per YEAR) eee ee de ele er n ol aul LEE ele = ee: = 
OR 
LA AV AC AHONPAN AS PrOMEATINESTEM NM EE ME CR CE EN TR RE EN ee [Ree eee an patte Armes ee Le A eee ey ee Ts 
14:45 Number of paid stattitory holidays peri véanan cran ais Cos ata) bey ni aes at 
RE ea ei Sea Poe See ee à RUN eee ee en ee CPR ee oe ee eee TE RE ee 
15. Employees at other locations included in this return (attach separate sheet if necessary) 
Gross Average number 
Other locations +. salaries, employed during 
me Major activity Statistics Wagcs, com- reporting period 
(street and number, municipality carried on Canada use missions, 
name, province) bonuses, etc. 
(omit cents) Male bs Female 


* Male Female 


STANDARD 


§-3303-1.1 


| 
| 
| 


Questionnaire long 


El D Statistics Canada Statistique Canada 


APPENDICE A 


Division des industries manufacturiéres et primaires 


RECENSEMENT ANNUEL DES MANUFACTURES, 1978 


Dans toute correspondance se rapportant 
à ce questionnaire, prière d’indiquer les 
sept premiers chiffres de l’adresse postale 


QUESTIONNAIRE GENERAL 


If you prefer receiving this questionnaire in 
English, please check here [] and 
return to Manufacturing and 
Primary Industries Division, 
Statistics Canada, 


ci-dessous. 1978 Ottawa, K1A OT6 


Adresse postale (rectifier s’il y a lieu) 


Emplacement de cet établissement (rectifier s’il y a lieu) 


Formule RM 5—3303-1.2 


1.1 LÉGALITÉ 


Le recensement annuel des manufactures est effectué en vertu de la Loi sur 
la statistique, chapitre 15, Statuts du Canada de 1970-71-72. Pour plus de 
renseignements, voir l'article 1.1 du Guide de déclaration ci-inclus. 


1.2 INSTRUCTIONS RELATIVES A LA DÉCLARATION 


Le Guide de déclaration ci-inclus a pour but de vous aider à remplir ce 
questionnaire. Il est numéroté de façon à correspondre aux articles du ques- 
tionnaire. 

Ce questionnaire porte sur votre année financière la plus récente se termi- 
nant à toute date entre le 1° avril 1978 et le 31 mars 1979 et doit nous 
être retourné dans les 60 jours après réception. Veuillez conserver un exem- 
plaire pour consultation éventuelle, 


— 
to 
Nw 


ENTREPRISES A ETABLISSEMENT UNIQUE (selon la définition à l’article 
1.2.2 du Guide de déclaration): Inclure dans ce questionnaire, toutes vos 
opérations, y compris celles du siège social ou des unités auxiliaires telles 
que bureaux d'administration, bureaux de vente, entrepôts, laboratoires, 
etc. quel que soit leur emplacement. 


1.2.3 ENTREPRISES A ÉTABLISSEMENTS MULTIPLES (selon la définition a 
l’article 1.2.3 du Guide de déclaration): Inclure dans ce questionnaire 
toutes les opérations de cet établissement,y compris celles des unités auxi- 
liaires(bureaux d'administration, de vente, entrepôts, laboratoires, etc.) qui 
desservent uniquement cet établissement quel que soit leur emplacement. 
(Les activités des unités auxiliaires qui desservent plus d’un établissement 
ainsi que les activités des sièges sociaux doivent être incluses dans un ques- 
tionnaire du siège social qui sera expédié séparément à l'adresse appro- 
price.) 


1.3 ACTIVITÉ 


1.3.1 Cet établissement a-t-il été actif pendant l'année telle que Oui Non 
COM EEN a uboocotsasñoedocere NEM Pasi ES, 
Si “‘Non” signer à la section 1.9 ci-dessous et 
retourner, 


1.3.2 Cet établissement a-t-il abandonné les affaires pendant 
IVEY RVC Er anna ere Aer PHOTO) CEERI IY Het Es P|] 


Si ‘‘Oui’’, en donner la date 
et compléter pour la période d'activité. 


1.3.3 Cet établissement a-t-il changé de propriétaire pendant 
Pannee RE sonst cuca, vee su coeds, fe eee ee te) 2 


Si “Oui”, en donner la date 
et fournir les données pour l’année entière. Si c'est impos- 
sible, fournir les données pour la durée de vos activités 
et donner les nom et adresse de la personne à joindre 
pour obtenir le reste. des renseignements. 


(nom) 


(adresse) 
1.9 ATTESTATION 


1.4 ENTENTES FEDERALES — PROVINCIALES 

Pour éviter toute double enquête et assurer l’uniformité des statistiques, 

des ententes ont été conclues: 

— Avec les bureaux statistiques des provinces de Québec, du Manitoba, de 
la Saskatchewan et de la Colombie-Britannique en vertu de l’article 10 
de la Loi fédérale sur la statistique, pour l'échange de renseignements 
recueillis lors de cette enquête sur les établissements situés au Québec, 
au Manitoba, en Saskatchewan et en Colombie-Britannique respective- 
ment. La législation statistique de ces provinces comprend les mêmes 
clauses de confidentialité et les mêmes sanctions pour la divulgation des 
renseignements que la Loi fédérale sur la statistique. 

— Avec toutes les autres provinces, en vertu de l’article 11 de la Loi fédé- 
rale sur la statistique, pour l'échange de renseignements sur les établisse- 
ments qui s’y trouvent, L’entente en vertu de l’article 11 sur l'échange 
de renseignements sur votre établissement ne s'appliquera pas si vous 
refusez par écrit et faites parvenir votre lettre accompagnée du présent 
questionnaire dûment rempli à Statistique Canada. 

Pour plus de renseignements au sujet de ces ententes, voir l’article 1.4 du 

Guide de déclaration ci-inclus. 


1.5 EMPLACEMENT DE CET ETABLISSEMENT 


1.5.1 Y a-t-il eu changement d'emplacement par rapport à Oui Non 
l'année derniere mie ee se ele eee cris a ee NES! 2a) 
1.6 FORME JURIDIQUE (cocher une case) 
Société Entreprise 
1.6.1 Particulier en nom constituée Coopérative 
collectif en corporation 
10 7) 30 40 
1.6.2 Cela représente- -t-il un changement de la forme juridique Oui Non 
depuis l'année dernieres. 2 mie ste ee Ne Ft (| 9) {Bl} 
Date du changement 19 


1.7 NATURE DE L’ENTREPRISE (décrire brièvement) 


eile 


1.7.2 Cela représente- -t-il un changement Oui Non 
avec lrannee derniere Pr mn es nt ne 10 PE 


1.8 SIEGES SOCIAUX ET UNITÉS AUXILIAIRES D’ENTREPRISES À 
ÉTABLISSEMENTS MULTIPLES 


1.8.1 Cet établissement possède-t-il un siège social ou un : 
bureau de direction canadien dont les activités peuvent Oui Non 
être rapportées séparément?* 10 27e] 


1.8.2 Si “Oui”, en donner: 


1.8.3 Nom 


1.8.4 Adresse 


1.8.5 Cet établissement est-il servi par des unités auxiliaires ; 
qui desservent également un autre/d’autres établisse- Oui Non 
ment(s) de votre entreprise (voir 1.2.3)?* 10 24 


*Les données de ces unités ne doivent pas être incluses 
dans cette déclaration. 


J'atteste que les renseignements fournis ici sont, autant que je sache, complets et 
exacts et couvrent l’année financière ou la période 


11 | 


ilvaite 


mle: 


vistas 


du au = 
Jour Mois Année Jour Mois Année 
Signataire autorisé. 
Signature Nom (en lettres moulées s.v.p.) 
Date Fonction officielle 
Nom de la personne à joindre Adresse, y compris le code postal, si elle Téléphone Télex 
(en lettres moulées s.v.p.) diffère de celle ci-dessus Ada MIN ee Poe 
régional 


STANDARD 


Stocks de la période couverte 
par la présente déclaration 


2: STOCKS selon la valeur comptable, y compris ceux en transit ou en consignation au Canada 
(voir l’article 2 du Guide de déclaration) 


Ouverture Fermeture 
2 Stocks manufacturiers $ canadiens $ canadiens 
L ‘ : : ‘ (omettre les cents) (omettre les cents) 
PEA Ces chiffres comprennent-ils les stocks détenus mais Oui Non 
n’appartenant pas à l'établissement? it {ES 2) 
2-12 STOCKS CCICOMPUSTIDIC Er ee = ee me ee 2e nd ols Ci ISO AT OS 
218 Stocks des matières premières, composantes et fournitures achetées . .,................ 
2.1.4 Total des stocks de combustible, matières premières, etc. (2.1.2 + 2.1.3) . ............. 
DAES Stocks des produitsienrcours defAaDrICAtION ee re ere CCC 
2.1.6 STOCKSITCSPTOAUITS ENNEMI Me ere a cles: eee Selle ei cie ere eee 
2 Stocks des produits achetés pour la revente dans l’état où ils ont été achetés............... 
2.3 Mutresistocks RONMANNIACIUTICES Eee ee ee cr Ce 


25 ‘Total. des:stocks de COLE taADIISSEMEN Te etre cela ee diese nr ei: ns at ret 


3. COMMANDES NON REMPLIES (voir l’article 3 du Guide de déclaration) 


3.1 Prière d'en déclarer la valeur (ou votre estimation la plus juste) du 31 décembre 1978. ........................... 
Oui Non 
3.2 Avez-vous normalement un certain nombre de commandes (non de livraison) non rémplies?........ 110 20 
4. MODE D’EVALUATION POUR LES SECTIONS 5, 6 ET 8 (voir l’article 4 du Guide de déclaration) 
4.1 Combustible, matières premières, contenants, fournitures, etc. (tels que déclarés aux sections 5 et 6) 
4.1.1 Déclarez-vous, comme nous vous le demandons, une utilisation de ces éléments? ..,................ a fst 
oO 
Dés'achats decestiéments AE cud Sale SRM Es tls CS mentee dae NE 
4.2 Produits (tels que déclarés à la section 8) 
42,1 Déclarez-vous, comme nous vous le demandons, la valeur des livraisons?, ,,.................... 10 
7: 
a Valeur de productions; cm rites 7.8 te cet a nn le ue Me Meet aD Mn dE RENE C2 emi ies 2. 
4.2.2 Les valeurs déclarées sont-elles: (Cocher la case “Autre” si plus d’une réponse est possible) 
AUICONE della fabrique mA ap MEM... Rukuckote: «ce ets enter cent ee Mees alta, 
À la valeur Comptable dé transter te hones EE kali lol einen Rair 2.4) 
AUDI final Gewvente epee RER de eds eee ehreedr ec elec ee Sy 1) 
PNGY 500 (05 (1) eld ome MA SUC D crane eee TBO eck AMOMEMR ele ci UGS 40 


5. CONSOMMATION DE COMBUSTIBLE ET D'ÉLECTRICITÉ ACHETES (voir l'article 5 du Guide de déclaration) 


| inaicaut des 
marchan- TE : 
2 es wag yy Coût a l'établissement 
Enumération se RS Se $ canadiens 
Statistique (omettre les cents) 
Canada 
Dull ERATDORMEE COKE. RE ieee ee stade en ne C5 rate cn 261 tonne 
5.2 a Gazanaturele PE CR LEE EE eke Rie ce LS EM EN RE 2631 1000 pi ? = 
5 53M ESSENCE DN. Li etd te ta Eee he a Lee lee mienne rian Cha! 3 Ua eue 431 gal cdn. Tir: 
5.4 Kérosène, mazout pour poêles (mazout n0 1)................ | 432 2 
5.5-~Huiles diesel rey ot eee eee 432 3 a 
S36) Mazouts legers: (OS 2 xis) nae EE Re been tite 4324 
Sr MAZoutshourds (nosed Sveti O) NN cee mice co eu, ocean elements 4325 
5.8 Gaz de pétrolc liquéfiés (propane, butane, etc.).. 2.6.00 ee ee i sci 
5.9 Électricité achetée (y compris le cout de service). 2s oe ee 4971 1000 kW.h 
5.10 Autres combustibles (indiquer 
Vapeur achetée) (préciser). ol ee ©. 6. et 0s GREE 
SA Total du/combustible'et de l'électricité Pay outs. ante oran nee ne lie doctor mi ee tee 


5.12 GENERATRICES D'ÉLECTRICITÉ 


L'établissement a-t-il utilisé des génératrices d'électricité ayant une puissance nominale supérieure à Oui Non 
SDOKWau:cours de l’année-en:question serment eee vee aT NTIS eu 10 2.) 


STANDARD 


CERTAINES ENTREES DE L’ACTIVITE MANUFACTURIERE 


6. Matières premières, composantes, contenants, fournitures, etc. achetés et utilisés dans les opérations manufacturières (voir l’article 6 du Guide de déclaration). — 


Ne pas inclure les matières, etc. produites par cet établissement pour son propre usage. 


= + 
Indicatif des 
marchan- Coût total 
ce dises à Unité de AS Kady à l'établissement 
Description l'usage de HONTE Quantité utilisée Scanadiens 
Statistique 


Canada d: 


(omettre les cents) 


6.1 Matières premières et composantes achetées et utilisées dans la fabri- 
cation (préciser les articles importants) 
ce ed | 
ES ES DE 
A EE | 


6.2 Total des articles de 6.1 


6.3 Contenants non restituables et autres matières et fournitures d'emballage et de livraison achetés et utilisés pour vos Resesvers 


produits de propre fabrication (préciser les articles importants) en 


6.4 Total des articles de 6.3 


6.6 Valeur totale des fournitures d’exploitation, d’entretien et de réparation achetées et utilisées dans la fabrication, sauf le 
combustible 


6.7 Total des matières premières, composantes, contenants, fournitures, etc. (6.2 + 6.4 + 6.6) 


6.8 Montant versé à d’autres établissements pour du travail exécuté sur des matières appartenant à cet établissement (voir l’article 6.8 


du Guide de déclaration). Inclure les montants versés aux “employés à la pièce à l'extérieur”, dans les industries du 
vêtement 


6.9 Total des matières premières, contenants, fournitures et montant versé pour du travail exécuté 
(somme de 6.7 + 6.8) 


5—3303-1.2 


CERTAINES ENTREES DE L’ACTIVITE NON MANUFACTURIERE 


7. Activités des établissements de commerce, de la construction, etc. 
(voir l’article 7 du Guide de déclaration) 


7.1 Achats de produits d’autres établissements pour la revente dans l’état où ils ont été achetés 
(inclure les transferts de tels produits reçus d’autres établissements de votre société) 


(déclaremlesiventesidetcesiproduits’a 9:1) 2m = 0 CN PR NS As CURE SR in L 


7.2 Matières et fournitures achetées et utilisées dans vos travaux de construction nouvelle, exécutés par vos propres salariés, pour votre 


Coût total 
à l'établissement 
$ canadiens: 
(omettre les cents) 


propre usage (seulement les articles imputables au compte des immobilisations et déclarés à 9.2) ....................... — ee 


7.3 Matières et fournitures achetées et utilisées dans la production de machines et de matériel de tous genres, exécutée par vos propres 


salariés, pour votre propre usage (seulement les articles imputables au compte des immobilisation et déclarés à 9.3) ............ ee 


HAE ournitures'de bureauxachetées ctu Gliscesmet à ee at) NO ER A 


s—3303-1.2 


CERTAINES SORTIES DE L'ACTIVITÉ MANUFACTURIERE 


8. Livraisons de produits de propre fabrication (voir l’article 8 du Guide de déclaration). 


Description 


Quantité 
livrée 


Valeur nette des livrai- 
sons, sauf la taxe de 
vente, les droits et 
taxes d’accise, les 
frais de livraison par 
des transporteurs à for- 
fait ou publics, les es- 
comptes et remises, 
etc. 
$ canadiens 
(omettre les cents) 


8.1 Produits livrés (préciser les produits importants) 


8.2 Valeur totale des livraisons de produits de propre fabrication (total de 8.1) 


Indicatif des 

marchan- 

dises à Unité de 
usage de mesure 
Statistique 

Canada 


| 
al 


ot 
st 
zeae 
=e 


= 


5-3303-1.2 


8. SORTIES DE L'ACTIVITÉ MANUFACTURIERE - fin / 


Valeur nette des livrai- 
sons, sauf la taxede 
vente, les droits et 
taxes d’accise, les 
frais de livraison par 
des transporteurs à for- 
fait ou publics, les es- 
comptes et remises, 
etc. 
$ canadiens 
(omettre les cents) 


8.3 Moins les rectifications pour tenir compte des articles ci-dessous si vous n'avez pas pu les exclure de la valeur de 
chacun des produits mentionnés à 8.1 


8.3.1 Paiements globaux pour les frais de livraison par des transporteurs à forfait ou publics ROSE der 
8.3.2 Paiements globaux de taxes de vente et de droits et taxes d’accise 


8.3.3 .Fotal.des escomptes, CepriSeS GE tCEMIS OS eee erm ressens eme eme Net coe ott seas ss med eee ni See SAR RE 


8.4 Total des ajustements (somme des articles de 8.3) ... 


Si les montants déclarés ci-dessus comprennent certaines sommes dont il est fait mention à la question 
9.1, produits achetés pour être revendus comme tels, prière de le signaler ci-après 


8.5 Valeur rectifiée des livraisons de produits de propre fabrication (8.2 moins 8.4 ou 8.2 si 8.4 est zéro) ....... nn. 


=F 


8.6 Montant reçu en paiement du travail exécuté sur des matières et des produits appartenant à d’autres établissements 
(inclure les montants reçus d’autres établissements de votre entreprise) ... 


8.7 Valeur totale des livraisons de produits de propre fabrication et montant reçu en paiement du travail 
exécuté (8.5 + 8.6) BU CH OT à seprees RER SPC DST D RS EP CE gseasusacteas Rene ere ce PR ire este ERP PU PO TON On RC 


5-3303-1.2 


9. CERTAINES SORTIES PROVENANT DE L’ACTIVITE NON MANUFACTURIERE (voir l'article 9 du Guide de déclaration) 


$ canadiens 


Valeur des livraisons de produits vendus dans l’état où ils ont été achetés (ometiveles cents) 


(les achats de ces produits doivent figurer a 7.1) 


ONU ICUIL OLA OM EE 2 rte Ce ROMO eT eme 0 ce Dee cle delle Ci ee to touted erat a vane, le ee Cle 
Indiquer ci-dessous les principaux produits compris dans cette valeur et donner le pourcentage estimatif que chacun représente. 


Produits Pourcentage estimatif 


9.2 Valeur comptable de la construction nouvelle, exécutée par vos propres salariés, pour votre propre usage 
(seulement le montant imputable au compte des immobilisations — doit tenir compte du cout des matériaux déclarés à 7.2 et de 
HREM PLO ads 4S) sista EE ne nome mies poppe eatin ns Insts ero weedy clue 


9.3 Valeur comptable des machines et du matériel produits par vos propres salariés et pour votre propre usage 
(seulement le montant imputable au compte des immobilisations — doit tenir compte du coût des matériaux déclarés a 7.3 et de 
Rempioia di A) PME TE RE re ES 


9.4 Recettes provenant de la vente d'électricité. . . . . ....... PER DITS OP TND TE : 


9.5 Recettes provenant du loyer ou de la location de machines et de matériel fabriqués par votre établissement. ................ ai 


9.6 Toutes autres recettes provenant des produits et services (à l'exception des recettes qui ne relèvent pas de l'exploitation comme les 
intérêts, les dividendes, etc.) ........ Pee ce cm A 


9.7 Lotalides'articles de RE luc emo Cu ek Rane 


10. Total de certaines sorties de l’activité manufacturière et non manufacturière (8.7 + 9.7) 


RENSEIGNEMENTS ADDITIONNELS 


11. Recettes provenant du loyer ou de la location d'immeubles (de terres, de bâtiments, de bureaux, etc). ................... 


12. Recettes provenant du loyer ou de la location de machines et de matériel autres que celles qui sont déclarées à 9.5 ci-dessus (i.e. de 
machines de tous genres, de moteurs, de camions de tous genres, de remorques, de tracteurs, d’autre outillage, etc.) 


13. VENTES DIRECTES de biens de consommation (durables ou non durables) au consommateur final pour son usage personnel: ee Ses 
(par “ventes directes” on entend les ventes au détail qui ne passent pas par les points de vente au détail habituels, c’est-à-dire les Ventes brutes 
magasins à succursales, les grands magasins et les magasins de détaillants indépendants.) des marchandises 

pendant la période de 

déclaration (moins les 
rendus, rabais, 
escomptes de 


: 4 eae x ‘ om Non caisse et taxes 
13.1 Cet établissement a-t-il fait des ‘‘ventes directes” pendant la période de déclaration? ....... ie) 2e] de vente) 
$ canadiens 
Si la réponse est oui, veuillez répondre aux questions suivantes qu. vous concernent: (omettre les cents) 


13.2 Ventes aux employés et au grand public par l'entremise de vos locaux de fabrication ou de vos salles d'exposition 


13.3 Ventes par la poste ou par abonnement 


13.4 Ventes par le porte-à-porte par vos employés ou des démarcheurs indépendants 


13.5 Toutes autres ventes directes, par exemple, pendant les expositions, foires commerciales, démonstrations à domicile, etc 


13.6 TOTAL DES VENTES DIRECTES 


REMARQUES DU RÉPONDANT 


Afin d'éviter à chacun de nous des ennuis et des dépenses, on effectue une vérification des changements notables dans les valeurs rapportées ou dans les mélanges 
de produits, etc., et l'on vous suggérerait de comparer votre copie du questionnaire complété avec celle de l'an dernier. Prière d’ expliquer, sur feuille séparée ci-dessous, 
les changements majeurs (e.. nouveaux produits manufacturés, changements de matières premières, prix, etc.) qui pourraient être mal interprétés. Prière d'expliquer 
aussi tout changement important relatif à l'emploi dû à l'agrandissement de l'usine, de grève, de feu, etc. 


Ventes directes 


14. EFFECTIF DE CET ÉTABLISSEMENT (voir l’article 14 du Guide de déclaration) 


| 


Nombre moyen 


Nombre d’heures-hommes 


Voir instructions relatives Traitements, de salariés d È NS : 
à la déclaration, salaires, pour la période (donnez votre meilleure estimation si 
articles 1:2-2ret 125; commissions, observée vous ne disposez pas de chiffres exacts) 
à la page | de la primes bruts, etc. T 
presente formule (omettre les cents) Hommes Femmes Travaillées Payécs 
| 
14.1 Salariés à cet emplacement 
14.1.1 Personnel de direction, administration 
EUVORICE EE core Pr etc | ARKKK XXXXX 


14.1.2 Travailleurs de la production manu- 
faCLU TE OR CR Ca do 


14.1.4 Autres travailleurs de la production 
et assimilés, y compris ceux qui tra- 
vaillent à la construction et à la 
production de machines ct de matériel 
pour votre propre usage (voir 9.2 
COS D PPT date brlanene eue re ae re 


14.1.9 Effectif total à cet emplacement 
CAE TAN ETAT) aoe 

14.2 Effectifs à d’autres emplacements 

14.2.1 Travailleurs de la production manufac- 


TURC re RE Run à bla anaes 


142-2 TOUS AUTICSSAATIES Se ee ee ee 


14.3 Effectifs totaux aux autres emplace- 
ments (voir section LS): 8 Sok 


XXXXX 


XXXXX 


14.4  Renscignements additionnels: 


14.4.1 Moyenne des salaires horaires, en dollars et cents 
14.4.2 Nombre d'heures de travail d’une semaine normale 


14.4.3 Moyenne des congés annuels payés (en semaines par annéc) 


OU 


14.4.4 Congés annuels payés en pourcentage des gains 


14.4.5 Nombre de jours fériés désignés et payés par année 


Personnel de 
bureau, de vente, 
etc., à cet 
emplacement 
(voir 14.1.1) 


Travailleurs de 
la production 
manufacturière 
à cet 
emplacement 
(voir 14.1.2) 


XXXXX 


15. Effectifs à d’autres emplacements inclus dans ce questionnaire (si nécessaire, joindre une feuille additionnelle) 


= 


Autres emplacements 
(numero et rue, 
municipalite, province) 


Activité 
principale 


= 


Traitements, 
Réservé a salaires, 
Statistique commissions, 


Canada primes bruts, etc. 


(omettre les cents) 


Nombre moyen 
de salaries pour 
la période observée 


Hommes Femmes 


Total (doiticorrespondre ail 43 /CHhaUt) lee «eee ne cie 
Hommes Femmes 
È nombre 
16. Propritaireset associés actifs: 22215 2er Mens niet) taney es set te ars olra) ey as lan te oser ee le ce ES 
STANDARD 


$—3303-1.2 


Short-form Questionnaire APPENDIX B 
E dr Statistics Canada Statistique Canada 


In all correspondence concerning this Si vous préférez recevoir ce question- 


questionnaire please refer to the first Manufacturing and Primary Industries Division naire en français, veuillez cocher [] 

seven digits in the top line of the mail- et retourner à la Division des industries 

ing address below. manufacturières et primaires, Statisti- 
ANNUAL CENSUS OF MANUFACTURES, 1978 que Canada, Ottawa, KIA 0T6 

Mailing Address (Please correct if necessary) Physical Location of Establishment (Please correct if necessary) 


Form CM 5—3303-1.7 


1. LOCATION OF THIS ESTABLISHMENT 


Yes No 
1.1 Has the location of this establishment changed from last year?. ............,......,...., 10 Dsl 
2. TYPE OF ORGANIZATION ae 
Individual : Incorporated Ë 
2.1 Check (V) your type of organization: ownership 10 Partnership 2 0 company 30 Co-operative 40 
2.1.1 If you have paid employees, please enter your Revenue Canada Payroll Deduction No. ........... AD 0) HOST Se AA = 
2.2 If an individual ownership or partner- Name \ Social Insurance No. 


ship, list names of each owner or partner 
and his or her social insurance number. 


If you wish, you may attach copies of your PROFIT AND LOSS STATEMENT and BALANCE SHEET instead of completing section 3. ALL OTHER SECTIONS 
MUST BE COMPLETED. 


3: FINANCIAL INFORMATION FOR REPORTING PERIOD (SEE OVERLEAF) Canadian $ 
(omit cents) 


3.1 Value of total inventories (excluding returnable containers): 


3.2 Opening 0k" >.< Mrs Pan shite: Oh sa eek. AN MORE, bese ewe ee Wee Rte Hale oc Shoe He 
3:3 CROSS ach cosa ot NO REMORCG on Obra eC NCR RRR aOR ORE MONE eT kc ere a RE ORR RC Ome eR Re en ane ES EN PE de UT 

2 as 2 Legs RS = ACTE f 
3:4. Revenue — (Excludednterests dividendsiandirents received) fiw oy. SLT T AAS AAR ee EI. EI Vee Be 
3.5.2 Expenses — Salaries and wages (including bonuses, commissions, etc. paid to own employees) .............,.....,,... 
3.5.3 Depreciation caress te: Ne de nsc easy De CID ETS Ce SU US Dors ce rue ah oe eme ele feu eee Pr. ene es Me Ne Tere 
3:51 All other expenses (including materials, supplies, services, fuel and electricity, etc). ...................... 
3.6 TOTAPADO VO EX PENSOES ee EE Na en et Bae ema) Bury CUS mates. ts 0 Nea gia apie A ES Lt By coe nes co 2 M eee 
Siler UN BOO Cee eR A A er ta te iris Ec toot ak PE Es ME En TR tein ar TES Pre Re POS APE PEAR art en ER ARRET Le O eC 


4. PRODUCTS 
List separately main products produced and sold and/or other major revenue producing activities such as custom work, sales of 
purchased goods, etc. and enter % of total revenue: ; 


% of Total Revenue 


§. CERTIFICATION I certify that the information contained herein is complete and correct to the best of 
my knowledge and belief and covers the fiscal year or period 


| | | 19] 7 14 | | | io | 


from 
Day Month Year Day Month Year 
Authorized person: - 
Signature Name (please print or type) 
Date Title 
Name of person to contact ; à Address including postal code j Telephone Telex 
(please print) (if different from mailing address above) Neue | Number | Ext 


5—3303-—1.7: 21-8-78 SEE OTHER SIDE FOR INSTRUCTIONS 


1. AUTHORITY 


The Annual Census of Manufactures is collected under the authority of the Statistics Act, Statutes of 
Canada, 1970-71-72, Chapter 15. 


2. REPORTING INSTRUCTIONS 


Please report for your fiscal year ending between April 1, 1978 and March 31, 1979. Completed ques- 
tionnaires must be returned within 60 days of receipt. Failure to comply may result in prosecution. Please 
keep one copy for future reference. 


3. FEDERAL PROVINCIAL AGREEMENTS: 


In order to avoid duplication of enquiry and to provide consistent statistics, agreements for the exchange 
of information, collected in this survey, have been made: 


— UNDER SECTION 10 OF THE CANADA STATISTICS ACT, with: 
Quebec Bureau of Statistics — for Quebec establishments only; 
Manitoba Bureau of Statistics — for Manitoba establishments only; 
Saskatchewan Bureau of Statistics — for Saskatchewan establishments only; 


British Columbia Central Statistics Bureau, Ministry of Economic Development — for British Columbia 
establishments only; 


The Statistics Acts of these Provinces include the same provisions for confidentiality and penalties 
for disclosure of confidential information as the Canada Statistics Act. Under Section 10 agreements 
the respondent does not have the right to instruct Statistics Canada to withhold the information, con- 
tained in this questionnaire, from the statistical agency of the province in which the establishment is 
located. 


~ UNDER SECTION 11 OF THE CANADA STATISTICS ACT, with: 


Newfoundland Central Statistical Services Executive Council — for Newfoundland establishments only ; 


Prince Edward Island Department of Industry and Commerce and the Prince Edward Island Depart- 
ment of Development — for Prince Edward Island establishments only; 


Nova Scotia Department of Development — for Nova Scotia establishments only; 

New Brunswick Office of the Economic Advisor — for New Brunswick establishments only; 

The Ontario Central Statistical Services — for Ontario establishments only; 

Alberta Bureau of Statistics — for Alberta establishments only; 

Each of the agreements under Section 11 obligates the respective provincial agency to make sub- 
stantially the same provision for confidentiality as the Federal Statistics Act. Nevertheless the Section 
11 agreement to share information relating to this establishment shall not apply if you object in 


writing to the Chief Statistician and mail this letter, together with the completed questionnaire, to the 
Manufacturing and Primary Industries Division of Statistics Canada. 


5330317 


Questionnaire abrégé 


i iy Statistics Canada 


Dans toute correspondance se rapportant 
à ce questionnaire, prière d’indiquer les 
sept premiers chiffres de l’adresse postale 
ci-dessous. 


APPENDICE B 


Statistique Canada 


Division des industries manufacturières et primaires 


RECENSEMENT ANNUEL DES MANUFACTURES, 1978 


If you prefer receiving this question- 
naire in English. please check here [] 
and return to Manufacturing and 
Primary Industries Division, Statistics 
Canada, Ottawa, KI A OT6 


Adresse postale (rectifier s’il y a lieu) Emplacement de cet établissement (rectifier s’il y a lieu) 


Formule RM 5—3303-1.8 


1. EMPLACEMENT DE CET ETABLISSEMENT 


Oui Non 
1.1 Y a-t-il eu changement d'emplacement par rapport à l’année dernière? . . . . . .............. 10 20 
2. FORME JURIDIQUE Société Entreprise 
2.1 Cochez (1) la forme juridique de votre établissement: Particulier 1 [] en nom 2 [J constituée en 3 Coopérative 4 [] 
: À er 2 , Collectif corporation 
2.1.1 Si Revenu Canada Impôt vous a assigné un numéro d’employeur, veuillez l’inscrire ici . . . . . .. . . ......,..,...,....... 
2.2 Sil s’agit d’une entreprise individuelle Nom ae SES Numéro d’assurance sociale 


ou d’une société en nom collectif veuillez 
inscrire le nom de tous les propriétaires %. eas = 
ou associés et leur numéro d’assurance 
sociale. 


Si vous désirez, attacher une copie de votre ÉTAT DES PROFITS ET PERTES et BILAN au lieu de remplir la question 3, VOUS DEVEZ CEPENDANT RÉPONDRE AUX 
AUTRES QUESTIONS. 


3. RENSEIGNEMENTS FINANCIERS POUR LA PÉRIODE COUVERTE PAR CETTE DÉCLARATION (VOIR AU VERSO) $ canadiens 
(omettre les cents) 
3.1 Valeur totale des stocks (exclure les contenants restituables): lf 
352 AU OUV CFDT one a nd case er or ee ee Pl ae cn ee eee SOUNDS INSEE. FEED F 
3.3 AUTANT ETIRE er CT ME EE os Naw 9 EE LT EE RO loys ni occlumes 
ee eros ca T 
3:4 Recettes = (Exclurelesintercts, lestdividendes etilesioversirecus):, .. ac) PPT ea PCT een eos emi MUR mn 
3.5.2 Dépenses — Traitements et salaires (y compris primes, commissions, etc. versées aux propres salariés) . .. ....,,:.....,... 
3:5.3 ATNONUSSCINC I TS nn ou ch. Gta og 
3:51 Toutes autres dépenses (y compris matières, fournitures, services, le combustible et l’électricité, etc.) . . ...,...... = 
3.6 OT IN É D ENSES CITES US Sener en erento ee eee ere oe ee en eee ee ee eae eee ener ert ee tae 
Bt RCV ENONCE rare wha as à Lem man ees PNR fn Neo coma nae ca we ta gis tip Dee Con done orne TE) D Ne ca eat 
4. PRODUITS 9 
numérez séparément les principaux produits fabriqués et vendus et/ou les autres recettes importantes telles que travail fait sur ISSO ons 
commande, ventes de produits achetés, etc., et indiquez le % des recettes totales: 


5. ATTESTATION 5 : : 3 Des : 
Jatteste que les renseignements fournis ici sont, autant que je sache, complets et 


exacts et couvrent l’année financière ou la période 


ae | | | | ret | 


du : : | 2 | v | 
Jour Mois Année Jour Mois Année 
Signataire autorisé. 
Signature <= see = Nom (en lettres moulées s.v.p.) - pa a ee 
Date Fonction officielle = a 
Nom de la personne à joindre Adresse, y compris le code postal, si elle Téléphone Télex 
(en lettres moulées s.v.p.) differe de celle ci-dessus Indicatif | Numéro Poste 
regional 


i 


VOIR LES INSTRUCTIONS AU VERSO 


5—3303—1.8: 21-8-78 


1. LEGALITE 


Le recensement annuel des manufactures est effectué en vertu de la Loi sur la statistique, chapitre 15, 
Statuts du Canada de 1970-71-72. 


_ INSTRUCTIONS RELATIVES À LA DECLARATION 


Veuillez déclarer votre année financière se terminant entre le 1! avril 1978 et le 31 mars 1979. Ces ques- 
tionnaires doivent nous être retournés dans les 60 jours après réception. Quinconque refuse de répondre 
s'expose à des poursuites judiciaires. Veuillez conserver un exemplaire pour consultation éventuelle. 


. ENTENTES FEDERALES-PROVINCIALES: 


Pour éviter toute double enquéte et assurer l’uniformité des statistiques, des ententes ont été conclues 
comme suit: 


AVEC LES ORGANISMES SUIVANTS, EN VERTU DE L’ARTICLE 10 DE LA LOI SUR LA STA- 
TISTIQUE: 


Le Bureau de la statistique du Québec — pour les établissements du Québec seulement; 
Le Bureau de la statistique du Manitoba — pour les établissements du Manitoba seulement; 
Le Bureau de la statistique de la Saskatchewan — pour les établissements de la Saskatchewan seulement. 


Bureau central de la statistique de la Colombie-Britannique, Ministére du développement économique — 
pour les établissements de la Colombie-Britannique seulement; 


Les lois sur la statistique de ces provinces prévoient les mêmes dispositions que la Loi fédérale sur la 
statistique pour ce qui est de la confidentialité et les mémes sanctions en ce qui concerne la divulgation 
des renseignements. Selon les ententes énoncées à l’article 10, l’enquêté n’a pas le droit d’empécher 
Statistique Canada de fournir les renseignements déclarés dans ce questionnaire à l’organisme statis- 
tique de la province où se trouve l’établissement. 


AVEC LES ORGANISMES SUIVANTS, EN VERTU DE L’ARTICLE 11 DE LA LOI SUR LA STA- 
TISTIQUE: 


Le Conseil exécutif des Services centraux de statistique de Terre-Neuve — pour les établissements de 
Terre-Neuve seulement; 


Le ministère de l’Industrie et du Commerce de l'Île-du-Prince-Edouard et le ministère du Développe- 
ment de l’Île-du-Prince-£douard — pour les établissements de l’Île-du-Prince-Fdouard seulement; 


Le ministère du Développement de la Nouvelle-Écosse — pour les établissements de la Nouvelle-Écosse 
seulement; 


Le Bureau du Conseil économique du Nouveau-Brunswick — pour les établissements du Nouveau- 
Brunswick seulement; 


Services centraux de la statistique de l’Ontario - pour les établissements de l'Ontario seulement; 
Le Bureau de la statistique de l’Alberta — pour les établissements de l’Alberta seulement; 


Chacune des ententes en vertu de l’article 1 1 engage l’organisme provincial intéressé à prévoir sensible- 
ment les mêmes dispositions en matière de confidentialité que la Loi fédérale sur la statistique. Toute- 
fois, la communication de renseignements sur votre établissement, autorisée par les ententes de l’arti- 
cle 11, ne se fera pas si vous vous y opposez en écrivant au statisticien en chef et que vous faites parve- 
nir votre lettre avec le questionnaire rempli à la Division des industries manufacturières et primaires de 
Statistique Canada. 


5—3303-1.8 


Head Office Questionnaire APPENDIX C 
| ip Statistics Canada Statistique Canada 


Manufacturing and Primary Industries Division 3 a. : » ; 
Si vous préférez recevoir ce questionnaire en 


Pe ae ee ce ce ANNUAL CENSUS OF MANUFACTURES, 1978 français, veuillez cocher (J et retourner à 
the first seven digits in the top line la Division des industries manufacturières 
of the mailing address below. HEAD OFFICES AND ANCILLARY UNITS ot Pruett Statistique Canada, Ottawa, 
Mailing Address (Please correct if necessary) Physical Location (Please correct if necessary) 


Form CM 5—3303—3.3 


1.1 AUTHORITY 1.2.4 If the activities of your head office and or sales or administrative offices 
have been included in a plant report, please check here and return the 
form. 


The Annual Census of Manufactures is collected under the authority of the 
Statistics Act, Statutes of Canada, 1970-71-72, Chapter 15. For further 
details see item 1.1 in the enclosed Reporting Guide. 


1.4 FEDERAL-PROVINCIAL AGREEMENTS 

In order to avoid duplication of enquiry and to provide consistent statistics, 

agreements have been made: 

—With the provincial statistical agencies of Quebec, Manitoba, Saskat- 
chewan and British Columbia under Section 10 of the Canada Statis- 
tics Act for the exchange of information collected in this survey for 
establishments located in Quebec, Manitoba, Saskatchewan and British 
Columbia respectively. The Statistics Acts of these Provinces include 
the same provisions for confidentiality and penaltics for disclosure of 
information as the Canada Statistics Act. 


— With all other Provinces under Section 11 of the Canada Statistics Act 
for the exchange of information relating to establishments located in 
their respective Provinces. The Section 1] agreement to share informa- 
tion relating to this establishment shall not apply if you object in writing 
and mail your letter, together with the completed questionnaire, to 
Statistics Canada. 


1.2 REPORTING INSTRUCTIONS 


The enclosed Reporting Guide is designed to assist in the completion 
of this report. The instructions are numbered to correspond to the items to 
which they refer. 


Report for your fiscal year ending between April 1, 1977 and March 31, 
1978. Completed questionnaires must be returned within 60 days of 
receipt. Please keep one copy for future reference. 


For further details on these agreements sec item 1.4 in the enclosed 
Reporting Guide. 
1.2.3 This form is used to collect data on activities carried on by head offices and 


all ancillary units as described below: 1.5 LOCATION Mes NG 


— Head offices of multi-establishment firms whose major activity is 
manufacturing. 


‘ YP 3 
— Sales offices, branch outlets, warchouses, laboratories, etc., (at any lo- SRS IAI SELON AU SOLS 


cation) which serve more than one manufacturing plant and which do not 1.6.1 Individual Partner- Incorporated Co-operative 
themselves constitute separate establishments (accounting entities). Ownership ship Company 
1 2 3 40 
a : : : : : No 
This report should not include any data which have been reported in other 1.6.2 Does this represent a change in 
Census of Manufactures returns for your company. organization from your last report? . 2. ..-....-4+ 2" El 


Date of change 


1.8 PRINCIPAL ACTIVITY AT THIS LOCATION 
Check only the ONL item which BEST describes the principal activity AT THIS LOCATION: 


1.8.1 Centralized administration Other administration Ancillary operations 
(Corporate general, home or central office) (divisional, branch or district office) (sales, distribution, warehousing, 
laboratory work, etc.) 
en 2h] 3 Specify = 
2: Inventories. Report book value of inventory (if any) held and owned by head office and ancillary units Opening Closing 
included in this report. Include goods in transit or on consignment in Canada. Do not include inventory 
held outside Canada or reported by a separate establishment of your firm. Canadian dollars (omit cents) 


INVENTORY for period covered by this report 


Goods manufactured by your firm and transferred to Head Office for sale. ................ 


in) 
i 


2.2 Goods purchased for resale in same condition as purchased, including raw materials held for manu- 
facturing Operations OT OUNOWHICOMPANR SN NN ONE ER arcs eee thew a anes 


I certify that the information contained herein is complete and correct to the best of 
my knowledge and belicf and covers the fiscal year or period 


] | | linsyr a | | l [ipoyr | 


2.9 CERTIFICATION 


from 
Day Month Year Day Month Year 
Authorized person: 
Signature Name (please print or type) 
Date Title 
Name of person to contact Address including postal code Telephone Telex 
(please print) (if different from mailing address above) Arca code INumber HS 


5—3303-—3.3: 21-8-78 SEE OTHER SIDE 


5.11 


eM 


TEA? 


7.4 


eS) 


CA 


9192 
95 


9.6 


Purchases and Transfers; Charged to head office and other units included in this report. Include only commodity items and not cost 
of services or overhead charges such as advertising, insurance, depreciation, rent, interest, etc. Report book transfer values (the amount 
credited to the manufacturing establishment) plus any transportation and handling charges, etc. paid by the Head Office, i.e. the 
laid down cost to the reporting Head Office, etc. 

Fuel and electricity 


Receipt of goods manufactured by establishments of your own firm and transferred to head office (and other units included in this 
report) for sale 


Purchases of goods from outside the firm for resale in the same condition as purchased 


Office supplies used 


Other materials and supplies used 


Sales of Goods and Services by head office and units included in this report. Report net selling value after sales discounts, returns and 
allowances, and excluding sales taxes, excise duties and excise taxes, and shipping charges by common or contract carriers. 


Sales of goods manufactured by establishments of your own firm, and transferred to head office: sce 7.1.1 above 


Sales of goods purchased from outside the firm for resale in the same condition as purchased; see 7.1.2 above 


Rental revenue from assets on your books produced by manufacturing establishments of your firm (unless already included in 
other Census of Manufactures reports of your firm) 


Revenue from services, excluding rentals and transfer payments from establishments of your firm for head office services 


OTHER SPECIFIED REVENUES 


11. Revenue from lease or rental of property (lands, buildings, offices, etc.) 


12. Revenue from lease or rental of machinery and equipment other than that included in 9.5 above (i.e. from machinery of all kinds, 
engines, trucks ol allty pes, trailers: tractors, other equipinent, OF... a ee eee eek ey 
SSS SS eS ne a ee | sh ee il ie 2 i Gn Sian akan A0 en oan 
Average number 
employed 
during reporting 


14.1 


14.19 At this location 


Gross salaries, 
wages, commissions, 
bonuses, etc. 
(omit cents) 


Canadian dollars 
(omit cents) 


Male 


period 


Female 


Employees included in this return: 


14.3 At other locations (please provide data for each location in 15 below) ................. RES TR RO PQ ED TE 
14.3.1 RAD cece. nie SR ahead aoe ree er COS CO EN gt Maan 
14.4 Supplementary information for employees at this location: 
1454.2". Number oMhours mise dardiw Ore weCke chy nucs testes ped dace bin à ne eo OR a 
14.43 "Average paid vacation (IN aumber ot weeks: per year)’. «4. eur se à à els à it a me ce Ce CU CRE 

OR 
14,44 «Vacation pay'as T''ofeamminsse ss as. Sr nn RE ee CN ee es eee DER re 
F4 4-S SP Numberotpadistatuton holidays per Ver MR ne emilie ne cn cuonein epoca stamens rare 

: ) : = Average number 

15.lmployecs at other locations included in this return (attach separate sheet if necessary) Gross salaries, employed 


—— — =, wages, commissions during reporting 
Location of Ancillary Unit Statisti bonuses, etc. period 
(Street and number, municipality Principal activity carried on c tte Aa (omit cents) 
name, province) Rage MSE Male Female 
a = =. = 
| as 
ree 2 = a —__— -—-—_—_. = = —-——-—+}-- + 
= — ee ner i ee re  — oe srt Be — alle 
ae = = Sal à 1 a al T 
i a il a id a T 
7 
KotalihouldiastteWithA AS Abo Ye ER RE Dia ennai ean = L 


5 —330 


3—3.3 


Dans 
rapportant a 
prière d’indiquer les sept premiers 
chiffres de l'adresse postale ci- 


Questionnaire du siège social 


B Statistics Canada Statistique Canada 


APPENDICE C 


Division des industries manufacturières et primaires 


toute correspondance se 


ce questionnaire, 


dessous, 


Adresse postale (rectifier s’il y a lieu) 


RECENSEMENT ANNUEL DES MANUFACTURES, 1978 
SIÈGES SOCIAUX ET UNITÉS AUXILIAIRES 


If you prefer receiving this questionnaire 
in English, please check here and 
return to Manufacturing and Primary 
Industries Division, Statistics Canada, 
Ottawa. KIA 0T6 


Emplacement de ce siège social (rectifier s’il v a lieu) 


Formule RM §--3303-—3.4 


Wot 


LEGALITE 


Le recensement annuel des manufactures est effectué en vertu de la Loi sur 
la statistique, chapitre 15, Statuts du Canada de 1970-71-72. Pour 
plus de renseignements, voir l’article 1.1 du Guide de déclaration 
ci-inclus. 


INSTRUCTIONS RELATIVES À LA DÉCLARATION 


Le Guide de déclaration ci-inclus a pour but de vous aider à remplir 
ce questionnaire. [ est numéroté de façon à correspondre aux articles 
du questionnuire. 


Ce questionnaire porte sur votre année financière terminée entre le 
187 avril 1978 ct le 31 mars 1979 et doit nous être retourné dans 
les 60 jours après réception. Veuillez consefver un exemplaire pour 
consultation éventuelle. 


1.2.3 Le présent questionnaire sert à recucillir des données sur les activités des 


sièges sociaux ct de toutes les unités auxiliaires ci-dessous: 


— Sièges sociaux des entreprises à établissements multiples dont l’activité 
principale est la fabrication; 


— Bureaux de vente, succursales de distribution, entrepôts, laboratoires, 
etc. (quei que soit leur emplacement) desservant plus d’un établissement 
manufacturier et ne constituant pas des établissements distincts (en- 
tités comptables). 


Cette déclaration ne devra pas inclure de données déjà déclarées par votre 
entreprise dans d’autres formules du recensement des manufactures. 


1.2 


.4 Si les activités de votre siège social ou de vos bureaux de vente ou d'admi- 
nistration ont été prises en compte dans la déclaration d'une usine, 
veuillez cocher ici et nous renvoyer le questionnaire. 


1.4 ENTENTES FEDERALES — PROVINCIALES 
Pour éviter toute double enquête et assurer l’uniformité des statistiques, 
des ententes ont été conclues: 
— Avec les bureaux statistiques des provinces de Québec, du Manitoba. 
de la Saskatchewan et de la Colombie-Britannique en vertu de l'article 
10 de la Loi fédérale sur la statistique, pour l'échange de renseigne- 
ments recueillis lors de cette enquête sur les établissements situés au 
Québec, au Manitoba, en Saskatchewan et en Colombie-Britannique 
respectivement. La législation statistique de ces provinces comprend 
les mêmes clauses de confidentialité et les mémes sanctions pour la 
divulgation de renseignements que la Loi fédérale sur la statistique. 
— Avec toutes les autres provinces, en vertu de l'article 11 de la Loi tedérale 
sur la statistique, pour l'échange de renseignements sur les établisse- 
ments qui s’y trouvent. L’entente en vertu de l’article 11 sur l'échange 
de renseignements sur votre établissement ne s'appliquera pas si vous 
tefusez par écrit et faites parvenir votre lettre accompagnée du présent 
questionnaire dûment rempli à Statistique Canada. 
Pour plus de renseignements au sujet de cesententes, voir l’article 1.4 du 
Guide de déclaration, ci-inclus. 
1.5 EMPLACEMENT Oui Non 
1.5.1 Y a-t-il eu changement d'emplacement 
panzapporteailiannéeidernicre? Met UE MON re 10 2 
1.6 FORME JURIDIQUE (cocher une case) 
1.6.1 Particulier Société Entreprise Coopérative 
en nom constituée 
collectif en corporation 
ALES 20 30 40 
1.6.2 Cela représente-t-il un changement de la Oui Non 
forme juridique depuis l'année dernière? ..,,,,...,... 1 20 


Date du changement 


1.8 ACTIVITE PRINCIPALE AU PRESENT EMPLACEMENT 
Cocher en regard de la rubrique qui décrit le mieux l'activité principale au présent emplacement: 
1.8.1 Administration centralisée Autre genre d'administration Activités des unités auxiliaires 
(siège social ou bureau central) (bureau de division, succursale (vente, distribution, entreposage, 
ou bureau régional) travail de laboratoire) 
1 2 3 Préciser 
2. Stocks. Déclarer la valeur comptable des stocks détenus (s’il y a lieu) et appartenant au siège Stocks d'ouverture Stocks de fermeture 
social et aux unités auxiliaires comprises dans ce rapport. Veuillez inclure les marchandises en 
transit ou en consignation au Canada, mais non les stocks détenus à l’extérieur du Canada ou déclarés re doll a are seen à 
par un autre établissement de votre entreprise. DIR CRÉAS (OMAME LEE GENS) 
STOCKS pour la période couverte par ce questionnaire. 
2.1 Produits fabriqués par votre établissement et transférés au siège social en vue de la vente. . . ...... | 
2.2 Produits achetés pour la revente dans l’état où ils ont été achetés y compris les matières premières 
Tescnyecs aux opérationsimanutacturières de yotre entreprise, UN NN 
29 ATTESTATION Jatteste que les renseignements fournis ici sont, autant que je sache, complets et 


exacts et couvrent l’année financière ou la période 


“ipa 


au 


| ! 


TONER] 


Jour Mois Année 


Jour Mois Année 


Signataire autorisé. 


Signature 


Date 


Nom (en lettres moulées s.v.p.) 


Fonction officielle 


Nom de la personne à joindre 
(en lettres moulées s.v.p.) 


Adresse, y compris le code postal, si elle 
diffère de celle ci-dessus 


Téléphone Télex 


Indicatif 
régional 


Poste 


lao 


5—3303—3.4: 21-8-78 


VOIR AU VERSO 


F A ; ‘sy é x à iG A Dollars canadiens 
Achats et transferts: imputables au siège social et autres unités compris dans ce questionnaire. N’inclure que les produits et non (omettre les cents) 


le coat des services ou les frais généraux comme la publicité, l’assurance, l’amortissement, le loyer, les intérêts. Déclarer la valeur 
comptable de transfert (le montant crédité à l'établissement manufacturier) et ajouter les frais de transport et de manutention, etc.. 
payés par le siège social, par exemple, le prix livré au siège social. 

Sail (CombuUstiblevcwelectricite: FR EN EE CRE RE CR oe DT AS D a PETA DE le PRE DR Me be 


7.1.1 Valeur des produits fabriqués par des établissements de votre entreprise et transférés au siège social (et autres unités comprises dans | 
ce questionnaire en vue de la vente) 


7.1.2 Achats de produits à l'extérieur de votre entreprise en vue de la revente en l'état 


74 OMIS TEA UTC AU USE CSM te mesh saeco cus US MN ier ero RE CE 4 
1 

ms ANÉTÉSPNATICTES ET TO UMMItUTOS AIS CES EE cms ahs. à Ge Reseed ne MORON carton ne eue CC EE 
f 
| 

7.6 Total 


Ventes de biens et de services par le siège social et les autres unités compris dans ce questionnaire. Déclarez la valeur de vente nette | 
après les escomptes. les reprises et remises et exclure les taxes de vente, les droits et taxes d’accise, les frais de livraison par des | 
transporteurs à forfait ou publics. 

9.1.1 Ventes de produits fabriqués par votre entreprise et transférés au siège social: voir 7.1.1 ci-dessus 


9.1.2 Ventes de produits achetés à l'extérieur de votre entreprise en vue de la revente en l'état: voir 7.1.2 ci-dessus. . . . .. ........ — 


9S Recettes provenant de la location de biens figurant dans votre comptabilité, produits par les établissements manufacturiers de votre 
entreprise (si elles n’ont pas déjà été déclarées dans un autre questionnaire du recensement des manufactures envoyé à votre entreprise) 


9.6 Recettes provenant des services, sauf la location et les transferts provenant des établissements de votre entreprise pour services 
rendus par le siège social \ 


AUTRES RECETTES 
11. Recettes provenant du loyer ou de la location d’immeubles, de terres. de bâtiments, de bureau, etc 


12. Recettes provenant du loyer ou de la location de machines et de materiel autres que celles qui sont déciarées à 9.5 ci-dessus (i.e. de 
machines de tous genres, de moteurs, de camions de tous genres, de remorques, de tracteurs, d’autre outillage). 
Perret eee eR ee Se ee ee a ee ee — 
| Nombre moyen 
Traitements, salaires, | de salariés 
commissions, E pour la période 
i 


primes bruts, etc. observée 
(omettre les cents) ' 
Hommes Femmes 
14.1 Salariés inclus dans le présent questionnaire: = Tr 
TFAUO ME Aupresenticmplacenionth EE ET NE LE PAPER CAN CET GS DER Pen | 
14.3 A d’autres emplacements (prière de fournir les données pour chaque emplacement à la section 15 
CISGESSOUIS) arte coe en ere et Ne mene He RE ne he tr che Ge EEE Rare; 7 ae 
| 
! 
14.3.1 Totaux | 


144 Renseignements additionnels sur les salariés au présent emplacement: 


144.2 Nombre d’heures de travail d’une semaine normale \ 


[443° Moyennerdes:congessanniuelstpayes(enisemaimes:par-annce)| 2.2.4 D MER Oe oe, eee eee eee ees | 
OU | 
I 44 (GonseSanntelsipaves enipoutcentage|des PAS RE D UT eee 
{ 
i 
1443 Nombre dejouretienesidésignesiet payeswoar AIMER nn sl 
+ ee ines 
RES ET ae 2 : : ma rereincetitveatrmrer Aiden ees | Nombre moyen 
5 xe ; ë >s e ace ce P 4 e © feuille £ , Ve 
15. lffectits à d’autres emplacements inclus dans ce questionnaire (si nécessaire, joindre une feuille Traitements, salaires, | de salaviés 
additionnelle) ee ay 
= = = COMMISSIONS, pour la période 
Emplacement des unités auxiliaires Réservé a primes bruts, etc. observée 
(numéro et rue, municipalité, Activité principale Statistique (omettre les cents) T 
province) Canada Hommes ip Femmes 
os _ a = fe 
= 2 ———- dle ss + 
2 SE = = se JE 
~ = nae oe JE { 
= = <= T— 
Total (doiticonrespondie avid NC RAU D tn ecu ea eee eee JE 
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APPENDIX — D — APPENDICE 


1970 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION 
(MANUFACTURING INDUSTRIES) . 


RÉVISION DE 1970 DE LA CLASSIFICATION DES ACTIVITÉS ÉCONOMIQUES 
(INDUSTRIES MANUFACTURIERES) 


Industry group and industry 


Groupe d’industries et industrie 


CAE 
1 — FOOD AND BEVERAGE INDUSTRIES 1 — INDUSTRIE DES ALIMENTS ET BOISSONS 
101 Meat and poultry products industries 101 Industrie de la viande et de la volaille 
1011 | Slaughtering and meat processors 1011 | Abattage et conditionnement de la viande 
1012 |-Poultry processors 1012 | Conditionnement de la volaille 
102 Fish products industry 102 Industrie de la transformation du poisson 
103 Fruit and vegetable processing industries 103 Préparation de fruits et de légumes 
1031 | Fruit and vegetable canners and preservers 1031 | Conserveries de fruits et de légumes 
1032 | Frozen fruit and vegetable processors 1032 | Préparation de fruits et de légumes congelés 
104 Dairy products industry 104 Industrie laitière 
105 Flour and breakfast cereal products industry 105 Meunerie et fabrication de céréales de table 
106 Feed industry 106 Fabrication d’aliments pour les animaux 
107 Bakery products industries 107 Boulangerie et pâtisserie (fabrication) 
1071 | Biscuit manufacturers 1071 | Fabricants de biscuits 
1072 | Bakeries 1072 | Boulangeries 
108 Miscellaneous food industries 108 Industries alimentaires diverses 
1081 | Confectionery manufacturers 1081 | Fabricants de confiserie 
1082 | Cane and beet sugar processors 1082 | Traitement du sucre de canne et de betteraves 
1083 | Vegetable oil mills 1083 | Moulins à huile végétale 
1089 | Miscellaneous food processors, n.e.s. 1089 | Traitement de produits alimentaires divers, n.c.a. 
109 Beverage industries 109 Industrie des boissons 
1091 | Soft drink manufacturers 1091 | Fabricants de boissons gazeuses 
1092 | Distilleries 1092 | Distilleries 
1093 | Breweries 1093 | Brasseries 
1094 | Wineries 1094 | Producteurs de vin 
2 — TOBACCO PRODUCTS INDUSTRIES 2 — INDUSTRIE DU TABAC 
IS Leaf tobacco processors ISA Traitement du tabac en feuilles 
155 Tobacco products manufacturers 155 Fabricants de produits du tabac 
3 — RUBBER AND PLASTICS PRODUCTS INDUS- 3 — INDUSTRIE DU CAOUTCHOUC ET DES PRO- 
TRIES DUITS EN MATIERE PLASTIQUE 
162 Rubber products industries 162 Industrie des produits en caoutchouc 
1623 | Tire and tube manufacturers 1623 | Fabricants de pneus et de chambres à air 
1624 | Rubber footwear manufacturers 1624 | Fabricants de chaussures en caoutchouc 
1629 | Miscellaneous rubber products manufacturers 1629 | Fabricants de produits divers en caoutchouc 
165 Plastics fabricating industry, n.e.s. 165 Fabrication d’articles en matiére plastique, n.c.a. 
4 — LEATHER INDUSTRIES 4 — INDUSTRIE DU CUIR 
11772 Leather tanneries 1702 Tanneries 
174 Shoe factories 174 Fabriques de chaussures 
es Leather glove factories 175 Fabriques de gants en cuir 
179 Luggage, handbag and small leather goods manufac- 179 Fabricants de valises, sacs a main et menus articles en 
turers cuir 
1792 | Boot and shoe findings manufacturers 1792 | Fabricants d’accessoires pour bottes et chaussures 
1799 | Miscellaneous leather products manufacturers 1799 | Fabricants d’articles divers en cuir 
5 — TEXTILE INDUSTRIES 5 — INDUSTRIE TEXTILE 
181 Cotton yarn and cloth mills 181 Filature et tissage du coton 
182 Wook yarn and cloth mills 182 Filature et tissage de la laine 
183 Man-made fibre, yarn and cloth mills 183 Fabrication de fibres, filés et tissus artificiels et synthé- 
tiques 
1831 Fibre and filament yarn manufacturers 1831 Fabricants de filés de fibres et de filaments 
1832 | Throwsters, spun yarn and cloth mills 1832 | Moulinages, filatures et tissages 
184 Cordage and twine industry 184 Corderie et ficellerie (fabrication) 
185 Felt and fibre processing mills 185 Industrie du feutre et du traitement des fibres 
1851 | Fibre processing mills 1851 | Usines de traitement de fibres 
1852 | Pressed and punched felt mills 1852 | Fabriques de feutre pressé et aéré 
186 Carpet, mat and rug industry 186 Industrie des tapis, des carpettes et de la moquette 
187 Canvas products and cotton and jute bags industries 187 Industrie des articles en grosse toile et des sacs de coton 
et de jute 
1871 |Cotton and jute bags manufacturers 1871 |Fabricants de sacs de coton et de jute 
1872 |Canvas products manufacturers 1872 | Fabricants d’articles en grosse toile 
188 Automobile fabric accessories industry 188 Industrie des accessoires en tissu pour l’automobile 
189 Miscellaneous textile industries 189 Industries textiles diverses 
1891 | Thread mills 1891 | Fabriques de fil 
1892 | Narrow fabric mills 1892 | Rubanerie (fabrication) 
1893 | Embroidery, pleating and hemstitching manufacturers 1893 | Fabricants de broderie, plissage et ourlets a jour 
1894 | Textile dyeing and finishing plants 1894 | Usines de teinture et de finissage de textiles 
1899 | Miscellaneous textile industries, n.e.s. 1899 | Industries textiles diverses, n.c.a. 


228 


1970 REVISION OF THE STANDARD INDUSTRIAL CLASSIFICATION 
(MANUFACTURING INDUSTRIES) — Continued 


REVISION DE 1970 DE LA CLASSIFICATION DES ACTIVITES ECONOMIQUES 
(INDUSTRIES MANUFACTURIERES) — suite 


ae Industry group and industry Groupe d'industries et industrie 
ode CAË 
=F 

6 — KNITTING MILLS 6 — BONNETERIE 
25 Hosiery mills 25 Industrie des bas et chaussettes 
239 Knitting mills (except hosiery mills) 239 Bonneterie (sauf fabrication de bas et chaussettes) 
2391 Knitted fabric manufacturers SON Fabricants de tissu à mailles 
2392 Other knitting mills 2392 Autres fabricants de tricot 

7 — CLOTHING INDUSTRIES 7 — INDUSTRIE DE L- HABILLEMENT 
243 Men’s clothing industries 243 Industrie des vêtements pour hommes 
2431 Men’s clothing factories 2431 Usines de confection de vêtements pour hommes 
2432 Mens clothing contractors 2432 Confectionneurs a forfait de vétements pour hommes 
244 Women’s clothing industries 244 Industrie des vêtements pour dames 
244] Women’s clothing factories 244] Usines de confection de vêtements pour dames 
2442 Women’s clothing contractors 2442 Confectionneurs à forfait de vêtements pour dames 
245 Children’s clothing industry 245 Industrie des vêtements pour enfants 
246 Fur goods industry 246 Industrie des articles en fourrure 
248 Foundation garment industry 248 Industrie des corsets et soutiens-gorge 
249 Miscellaneous clothing industries 249 Industries diverses de l'habillement 
2491 Fabric glove manufacturers 2491 Fabricants de gants en tissu 
2492 Hat and cap industry 2492 Industrie des chapeaux et casquettes 
2499 Miscellaneous clothing industries, n.e.s. 2499 Industries diverses du vétement, n.c.a. 

8 — WOOD INDUSTRIES 8 — INDUSTRIE DU BOIS 
251 Sawmills, planing mills and shingle mills Si Scieries, ateliers de rabotage et usines de bardeaux 
ASMA Shingle mills DS lel Usines de bardeaux 
2515 Sawmills and planing mills 25115 Scieries et ateliers de rabotage 
252 Veneer and plywood mills 252 Fabriques de placages et de contre-plaqués 
254 Sash, door and other millwork plants 254 Industrie des portes, châssis et autres bois ouvrés 
25411,2 | Sash, door and other millwork plants, n.e.s. 25411,2| Fabrication de portes, chassis et autres bois ouvrés, n.c.a. 
25422 Hardwood flooring plants 25422 Fabrication de parquets en bois dur 
2543 Manutacturers of pre-fabricated buildings (woodframe | 2543 Préfabrication de batiments (charpentes en bois) 

construction) 

25441 Manufacturers of wooden kitchen cabinets 25441 Fabricants d’armoires de cuisine en bois 
256 Wooden box factories 256 Fabriques de boites en bois 
258 Coffin and casket industry 258 Industrie des cercueils 
259 Miscellaneous wood industries 259 Industries diverses du bois 
2591 Wood preservation industry 2591 Traitement protecteur du bois 
2592 Wood handles and turning industry 2592 Fabrication de manches en bois et tournage sur bois 
2598 Manufacturers of particle board 2593 Fabricants de panneaux agglomérés 
2599 Miscellaneous wood industries, n.e.s. 2599 Industries diverses du bois, n.c.a. 

9 — FURNITURE AND FIXTURE INDUSTRIES 9 — INDUSTRIE DU MEUBLE ET DES ARTICLES 

D’AMEUBLEMENT 

261 Household furniture manufacturers 261 Industrie des meubles de maison 
2611 Furniture re-upholstery and repair shops 2611 Réfection de rembourrage et réparation de meubles 
2619 Household furniture manufacturers, n.e.s. 2619 Industrie des meubles de maison, n.c.a, 
264 Office furniture manutacturers 264 Industrie des meubles de bureau 
266 Miscellaneous furniture and fixtures manufacturers | 266 Industrie des articles d’ameublement divers 
268 Electric lamp and shade manufacturers 268 Industrie des lampes électriques et des abat-jour 

10 — PAPER AND ALLIED INDUSTRIES 10 — cee DU PAPIER ET ACTIVITES AN- 

NEX 

2710 Pulp and paper mills IN Usines de pâtes et papiers 
DIP) Asphalt roofing manufacturers 2 Fabricants de papier de couverture asphalté 
IE) Paper box and bag manufacturers 278 Fabricants de boîtes en carton et de sacs en papier 
2731 Folding carton and set-up box manufacturers AUS Fabricants de cartons pliants et de boites montées 
De Corrugated box manufacturers TS Fabricants de boîtes en carton ondulé 
2733 Paper and plastic bag manufacturers 2185 Fabricants de sacs en papier et en plastique 
274 Miscellaneous paper converters 274 Transformations diverses du papier 

11 — PRINTING, PUBLISHING AND ALLIED 11 — IMPRIMERIE, EDITION ET ACTIVITES AN- 

INDUSTRIES _  NEXES 
286 Commercial printing 286 Imprimerie commerciale 
287 Platemaking, typesetting and trade bindery industry | 287 Industrie du clichage, de la composition et de la reliure 
, commerciale 

288 Publishing only 288 Edition seulement 
289 Publishing and printing 289 Edition et impression 


See footnote(s) at end of table. — Voir note(s) a la fin du tableau. 
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Groupe d’industries et industrie 


12 — PRIMARY METAL INDUSTRIES 


291 Iron and steel mills 

292 Steel pipe and tube mills 

294 Iron foundries 

295 Smelting and refining 

296 | Aluminum rolling, casting and extruding 

297 Copper and copper alloy rolling, casting and extruding 
298 Metal rolling, casting and extruding, n.e.s. 


13 - METAL FABRICATING INDUSTRIES (EX- 
CEPT MACHINERY AND TRANSPORTA- 
TION EQUIPMENT INDUSTRIES) 


301 Boiler and plate works 
302 Fabricated structural metal industry 


303 Ornamental and architectural metal industry 


Metal door and window manufacturers 
Ornamental and architectural metal industry, n.e.s. 


304 | Metal stamping, pressing and coating industry 


Metal coating industry 
Metal stamping and pressing industry 


305 | Wire and wire products manufacturers 


Fastener manufacturers 
Wire and wire products manufacturers, n.e.s. 


306 Hardware, tool and cutlery manufacturers 
307 | Heating equipment manufacturers 

308 | Machine shops 

309 | Miscellaneous metal fabricating industries 


14 — MACHINERY INDUSTRIES (EXCEPT ELEC- 
TRICAL MACHINERY) 


Sill Agricultural implement industry 
315 Miscellaneous machinery and equipment manufacturers 
316 | Commercial refrigeration and air conditioning equip- 


ment manufacturers 


318 Office and store machinery manufacturers 


15 — TRANSPORTATION EQUIPMENT 
TRIES 


INDUS- 


321 Aircraft and aircraft parts manufacturers 
323 Motor vehicle manufacturers 
324 | Truck body and trailer manufacturers 


Truck body manufacturers 
Non-commercial trailer manufacturers 
Commercial trailer manufacturers 


325 Motor vehicle parts and accessories manufacturers 
326 | Railroad rolling stock industry 

3d) Shipbuilding and repair 

328 | Boatbuilding and repair 

329 Miscellaneous vehicle manufacturers 


16 — ELECTRICAL PRODUCTS INDUSTRIES 


331 Manufacturers of small electrical appliances 
332 | Manufacturers of major appliances (electric and non- 


electric) 


333 | Manufacturers of lighting fixtures 
334 Manufacturers of household radio and television re- 


ceivers 


335 | Communications equipment manufacturers 

336 | Manufacturers of electrical industrial equipment 

338 | Manufacturers of electric wire and cable 

339 | Manufacturers of miscellaneous electrical products 


Battery manufacturers 
Manufacturers of miscellaneous electrical products, 
n.e.s. 


See footnote(s) at end of table. — Voir note(s) à la fin du tableau. 


12 —- PREMIERE TRANSFORMATION DES METAUX 
Sidérurgie 

Fabriques de tubes et tuyaux d’acier 

Fonderies de fer 

Fonte et affinage 

Laminage, moulage et extrusion de l’aluminium 

Laminage, moulage et extrusion du cuivre et de ses alliages 
Laminage, moulage et extrusion des métaux, n.c.a. 


13 — FABRICATION DE PRODUITS EN METAL 
(SAUF MACHINES ET EQUIPEMENT DE 
TRANSPORT) 

Industrie des chaudières et des plaques 

Fabrication d'éléments de charpente métallique 

Industrie des produits métalliques d’architecture et 

d'ornement 

Fabricants de portes et fenêtres métalliques 

Fabrication de produits métalliques d’architecture et 

d'ornement, n.c.a. 

Industrie de l’emboutissage, du matriçage et du revête- 

ment des métaux 

Industrie du revêtement des métaux 

Industrie de l’emboutissage et du matriçage des métaux 

Industrie du fil métallique et de ses produits 

Fabricants d’agrafes 

Industrie du fil métallique et de ses produits, n.c.a. 

Fabricants de quincaillerie, d’outillage et de coutellerie 

Fabricants d'appareils de chauffage 

Ateliers d'usinage 

Fabrication de produits métalliques divers 


14 — FABRICATION DE MACHINES (SAUF ELEC- 
TRIQUES) 
Fabricants d'instruments aratoires 
Fabricants de machines et d'équipement divers 
Fabricants d'équipement commercial de réfrigération et 
de climatisation 
Fabricants de machines pour le bureau et le commerce 


15 — FABRICATION D’EQUIPEMENT DE TRANS- 
PORT 

Fabricants d’aéronefs et de pièces 

Fabricants de véhicules automobiles 

Fabricants de carrosseries de camions et remorques 

Fabricants de carrosseries de camions 

Fabricants de remorques à usage non commercial 

Fabricants de remorques à usage commercial 

Fabricants de pièces et accessoires d'automobiles 

Fabricants de matériel ferroviaire roulant 

Construction et réparation de navires 

Construction et réparation d’embarcations 

Fabricants de véhicules divers 


16 — FABRICATION DE PRODUITS ÉLECTRIQUES 
Fabricants de petits appareils électriques 
Fabricants de gros appareils (électriques ou non) 


Fabricants d'appareils d'éclairage dl. ; 
Fabricants de radiorecepteurs et de televiseurs menagers 


Fabricants d’ équipement de télécommunication 
Fabricants d’équipement électrique industriel 
Fabricants de fils et de câbles électriques 
Fabricants de produits électriques divers 
Fabricants d’accumulateurs 

Fabricants de produits électriques divers, n.c.a. 
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17 — FABRICATION DE PRODUITS MINERAUX NON 


Fabricants de produits en argile (de provenance canadien- 


Fabricants de produits en argile (importée) 


Fabricants d’éléments de structure en béton 
Fabricants de produits en béton, n.c.a. 


Fabricants de verre et d’articles en verre 


Industrie des produits minéraux non métalliques divers 
Fabricants de produits réfractaires 
Industries des produits minéraux non métalliques divers, 


18 — FABRICATION DE PRODUITS DU PETROLE ET 


Fabrication d’huiles et de graisses lubrifiantes 
Fabricants de dérivés divers du pétrole et du charbon 


Fabricants de matiéres plastiques et de résines synthé- 
Fabricants de produits pharmaceutiques et de médica- 


Fabricants de peintures et vernis 

Fabricants de savon et de produits de nettoyage 

Fabricants de produits de toilette 

Fabricants de produits chimiques industriels 

Fabricants de pigments et de colorants secs 

Fabricants de produits chimiques (inorganiques) indus- 


Fabricants de produits chimiques (organiques) industriels, 


Fabricants de produits chimiques divers 
Fabricants d’encres d’imprimerie 
Fabricants de produits chimiques divers, n.c.a. 


20 — INDUSTRIES MANUFACTURIERES DIVERSES 


Fabrication de matériel scientifique et professionnel 
Fabricants d’instruments et de produits similaires 
Fabricants d’horloges et de montres 

Fabricants d’appareils orthopédiques et chirurgicaux 
Fabricants d’articles ophtalmiques 


Fabrication de bijouterie et d’orfèvrerie 
Fabrication d’articles de sport et de jouets 


Fabrication d’enseignes et d’étalages 

Industries manufacturiéres diverses, n.c.a. 
Fabricants de balais, de brosses et de balais à franges 
Fabricants de boutons, de boucles et d’agrafes 


SIC : 
Industry group and industry de la 
Code Fa CAË 
17 — NON-METALLIC MINERAL PRODUCTS IN- 
DUSTRIES METALLIQUES 
Soil Clay products manufacturers 351 Fabricants de produits en argile 
3511 |Clay products manufacturers (from domestic clays) 3511 
ne) 
3512 jClay products manufacturers (from imported clays) Bow 
352 Cement manufacturers B52 Fabricants de ciment 
555 Stone products manufacturers 203 Fabricants de produits en pierre 
354 Concrete products manufacturers 354 Fabricants de produits en béton 
3541 |Concrete pipe manufacturers 3541 | Fabricants de tuyaux en béton 
3542 |Manufacturers of structural concrete products 3542 
3549 |Concrete products manufacturers, n.e.s. 3549 
355) Ready-mix concrete manufacturers 355 Fabricants de béton préparé 
356 Glass and glass products manufacturers 356 
3561 |Glass manufacturers 3561 |Fabricants de verre 
3562 |Glass products manufacturers 3562 |Fabricants d’articles en verre 
Bi Abrasives manufacturers 357 Fabricants d’abrasifs 
358 Lime manufacturers 358 Fabricants de chaux 
359 Miscellaneous non-metallic mineral products industries 599 
3591 |Refractories manufacturers 559 l 
3599 {Miscellaneous non-metallic mineral products industries, 3599 
OS. n.c.a. 
18 — PETROLEUM AND COAL PRODUCTS INDUS- 
TRIES DU CHARBON 
365 Petroleum refineries 365 Raffineries de pétrole 
3651 | Petroleum refining 3651 | Raffinage du pétrole 
3652 |Manufacturers of lubricating oils and greases 3652 
369 Miscellaneous petroleum and coal products industries 369 
19 — CHEMICAL AND CHEMICAL PRODUCTS IN— 19 — INDUSTRIE CHIMIQUE 
DUSTRIES : 
572 Manufacturers of mixed fertilizers Sie Fabricants d’engrais composés 
373 Manufacturers of plastics and synthetic resins 67e 
tiques 
374 Manufacturers of pharmaceuticals and medicines 374 : 
ments 
BMS) Paint and varnish manufacturers HS) 
376 Manufacturers of soap and cleaning compounds 376 
377 Manufacturers of toilet preparations Sr 
378 Manufacturers of industrial chemicals 378 
3781 |Manufacturers of pigments and dry colours 3781 
3782 |Manufacturers of industrial chemicals (inorganic), n.e.s. 3782 
triels, n.c.a. 
3783 |Manufacturers of industrial chemicals (organic), n.e.s. 3783 
n.c.a. 
379 Miscellaneous chemical industries 50) 
3791 |Manufacturers of printing inks 3791 
3799 | Miscellaneous chemical industries, n.e.s. 3799 
20 — MISCELLANEOUS MANUFACTURING _IN- 
DUSTRIES 
391 Scientific and professional equipment industries 391 
3911 | Instrument and related products manufacturers 3911 
3912 |Clock and watch manufacturers So 
3913 | Orthopaedic and surgical appliance manufacturers 5918 
3914 |Ophthalmic goods manufacturers 3914 
3915 | Dental laboratories 3915 | Ateliers de mécanicien-dentiste 
30 Jewellery and silverware industry 392 
393 Sporting goods and toy industries 593 
3931 |Sporting goods manufacturers 3931 | Fabricants d’articles de sport 
3932 |Toys and games manufacturers 3932 | Fabricants de jeux et de jouets 
397 Signs and displays industry 397 
399 Miscellaneous manufacturing industries, n.e.s. 399 
3991 |Broom, brush and mop manufacturers S991 
3992 |Button, buckle and fastener manufacturers 3992 
3993 |Floor tile, linoleum and coated fabrics manufacturers 3993 


Fabricants de carreaux, de dalles, de linoléum et de tissus 
enduits 


ABN 
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(INDUSTRIES MANUFACTURIERES) — fin 


ce Industry group and industry Groupe d industries et industrie 
+—— 
20 — MISCELLANEOUS MANUFACTURING  IN- 20 — INDUSTRIES MANUFACTURIERES DIVER- 
DUSTRIES — Concluded SES — fin 
3994 |Sound recording and musical instrument manufacturers | 3994 |Enregistrement du son et fabrication d’instruments de 
musique 
39954 |Stamp and stencil (rubber and metal) manufacturers 39954 | Fabricants de tampons et de pochoirs (en caoutchouc ou 
en métal) 
3996 Pen and pencil manufacturers 3996 Fabricants de stylos et de crayons 
39974 Typewriter supplies manufacturers 39974 | Fabricants de fournitures pour la dactylographie 
3998 | Fur dressing and dyeing 3998 | Apprêtage et teinture de fourrure 
39994 | Other miscellaneous manufacturing industries 39994 | Autres industries manufacturières diverses 


1 Effective 1972 Census of Manufactures, SIC 2544 was created as a separate industry; its establishments were formerly in SIC 
2541. — La classe CAE 2544, créée au recensement des manufactures de 1972, figure comme une industrie distincte; ces établissements 
SE Eu auparavant à la classe CAE 2541. 

2 Effective 1976 Census of Manufactures, SJC 2542 was eliminated as a separate class and included in SIC 2541. — Depuis le 

recensement des manufactures de 1976, la classe CAE 2542 ne figure plus a part mais est incluse dans la classe CAE 2541. 

3 Effective 1976 Census of Manufactures; created by the division of SIC 305. — Cette classe existe depuis le recensement des 
manufactures de 1976; elle a été créée par la division de la classe CAE 305. 

4 Effective 1976 Census of Manufactures, SIC 3995 and 3997 were eliminated as separate classes and included in SIC 3999. — 
Depuis le recensement des manufactures de 1976, les classes CAE 3995 et 3997 ne figurent plus à part mais ont été incluses dans la 
classe CAE 3999. 
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SELECTED PUBLICATIONS 


Reports on the Annual Census of Manufactures 


This report is one of the general, or all-industry, series pre- 
senting the results of the annual Census of Manufactures. The 
complete general series, containing principal statistics on indi- 
vidual industries and industry groups for all of Canada or its 
various geographical subdivisions, is as follows: 


Catalogue 


Annual Reports 


31-203 Manufacturing Industries of Canada: National and 
Provincial Areas 


31-209 Manufacturing Industries of Canada: Sub-provincial 
Areas! 


31-210 Manufacturing Industries of Canada: Type of Organi- 
zation and Size of Establishment. Discontinued; last 
issue, 1976. 


31-211 Products Shipped by Canadian Manufacturers 


31-212 Consumption of Containers and Other Packaging 
Supplies by the Manufacturing Industries 


57-208 Consumption of Purchased Fuel and Electricity by 
the Manufacturing, Mining and Electric Power In- 
dustries 


Biennial Reports 


31-401 Domestic and Foreign Control of Manufacturing, 
Mining and Logging Establishments in Canada 


31-402 Industrial Organization and Concentration in the 
Manufacturing, Mining and Logging Industries 


Occasional Reports 
31-522 Destination of Shipments of Manufacturers, 1974 


31-523 Structural Aspects of Domestic and Foreign Control 
in the Manufacturing, Mining and Forestry Industries, 
1970-1972 


31-528 Concepts and Definitions of the Census of Manufac- 
tures 


31-529 Apparent Domestic Availability of Selected Manu- 
facturing Products, 1975 


1 Principal statistics of industries for Economic regions, census divisions, 
(counties), Census Metropolitan Areas, specific Census Agglomerations 
and municipalities. 


In addition to these general reports, some 120 annual reports on 
individual industries contain quantities and values of products shipped and 
of materials used by the individual industry as well as some of the principal 
statistics carried in the general reports and certain additional industry 
information. 


A list of all the reports on the Census of Manufactures is included in 
the bureau’s Subscription Order Form, obtainable on request from the 
Publications Distribution Unit, Statistics Canada, Ottawa. 


CHOIX DE PUBLICATIONS 


Rapports concernant le recensement annuel des manufactures 

Le présent rapport fait partie de la série générale qui s’applique a 
toutes les industries et qui donne les résultats du recensement annuel des 
manufactures. Voici la série générale compléte contenant les statistiques 
principales sur chaque industrie en particulier et sur les groupes d’indus- 
tries au Canada entier ou dans ses différentes subdivisions géographiques: 


Catalogue 


Rapports annuels 


31-203 Industries manufacturières du Canada: Niveaux national et 
provincial 


31-209 Industries manufacturières du Canada: Niveau infraprovincial! 


31-210 Industries manufacturiéres du Canada: Forme d’organisation 


et taille des établissements. Ne paraît plus; dernière édition, 
1976. 


31-211 Produits livrés par les fabricants canadiens 


31-212 Consommation de contenants et autres matières d'emballage, 
par industrie manufacturière 


57-208 Consommation de combustibles et d’électricité achetés par 
les industries manufacturières et minérales et par les centrales 
thermiques des services d'électricité 


Rapports biennaux 


31-401 Le contrôle national et étranger des établissements du secteur 
de la fabrication, des mines et de l’abattage au Canada 


31-402 Organisation des industries et concentration dans le secteur 
de la fabrication, des mines et de l’abattage 


Hors série 


31-522 Destination des livraisons des manufacturiers, 1974 


31-523 Les aspects structuraux du contrôle national et étranger dans 
les industries manufacturières, minières et forestières, 1970- 
1972 


31-528 Concepts et définitions du recensement des manufactures 


31-529 Disponibilité national apparente de certains produits 
fabriqués, 1975 


1 Statistiques principales sur les industries pour les régions économiques les divi- 
sions de recensement (comtés), les régions métropolitaines de recensement, des 
certaines agglomérations de recensement et des municipalités. 


En plus de ces rapports généraux, il existe quelque 120 publications annuelles 
sur des industries particulières; celles-ci contiennent les données suivantes: quantité 
et valeur des produits livrés et des matières utilisées par chaque industrie, certaines 
des statistiques principales publiées dans les rapports généraux et certaines données 
supplémentaires sur chaque industrie. 


Le bulletin d'abonnement contient une liste de toutes les publications du re- 
censement des manufactures; on peut obtenir le bulletin d’abonnement en en 
faisant la demande à Distribution des publications, Statistique Canada, Ottawa. 
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EXPLANATORY NOTES 


The following abbreviated notes deal only with salient points or selec- 
ted inclusions or exclusions which might not be self-evident. Detailed 
concepts and definitions may be obtained by ordering Concepts and 
Definitions of the Census of Manufactures, Catalogue 31-528. This may 
be ordered from the Publications Distribution Unit, Statistics Canada, 
Ottawa, Ontario, K1 A OT6. 


1. Establishment. The smallest operating unit capable of reporting certain 
specified input and output data; usually a plant or mill. Numbers for 
1975 declined owing to the exclusion of existing establishments deemed 
to have no paid employees. Principal statistics of an establishment active 
in more than one municipality are prorated to ‘“quasi-establishment”’ 
locations, treated as establishments in compilations. 


2. Reporting period. Any fiscal year ending not earlier than April 1 of the 
reference year of later than March 31 the following year. 


3. Cost of materials and supplies. Generally, consumption of purchased 
items only at laid-down cost including transportation and handling charges, 
duties, etc. Includes transfers between units of the same company and 
work done on contract by others. At the manufacturing activity level, 
this item represents purchased items used in manufacturing operations. 


4. Cost of fuel and electricity. Consumption of purchased fuel and elec- 
tricity only, at laid-down cost including transportation and handling 
charges, duties; etc. Applies to large establishments only (see note on 
small establishments). Data for non-manufacturing activity included under 
manufacturing activity except where an ancillary office uses a separate 
“head office” report. In this latter case the fuel reported is included under 
cost of materials for ‘Total Activity” only. 


5. Value of shipments of goods of own manufacture. Net selling value 
of goods made by reporting establishment, or for its account, from its 
own materials. Excludes discounts, returns, allowances, sales tax, excise 
taxes and duties, returnable containers, common or contract carriers’ 
charges for outward transportation (but not own carriers’ delivery ex- 
pense). Includes repair and custom revenue, transfers to reporting units 
of same firm, all exports, book value of own products shipped the first 
time on a rental basis. Includes consignment shipments to other coun- 
tries, but domestic consignment shipments are included in inventory 
until sold. 


Value added. Net output as measured by gross output less purchased 
commodity inputs used and contract work by others. 


(a) Value added, manufacturing activity: value of shipments of goods 
of own manufacture plus net change in inventory of goods in process 
and finished goods, less cost of materials and supplies used, fuel and 
electricity. 


(b) Value added, total activity: consists of (1) value added, manufacturing 
activity and (2) value added, non-manufacturing activity. The latter is 
calculated by subtracting relevant commodity inputs from non-manu- 
facturing revenue or outputs; these commodity inputs are net of the 
change in inventories of goods purchased for resale. Non-manufacturing 
revenues include depreciable fixed assets produced by own work force 
for own use, revenue from product rentals, etc., but exclude non- 
operating revenue such as real property rentals, dividends, interest. 


6. Employees, salaries and wages. Salaries and wages are shown before 
deductions for income tax and employee portion of employee benefits 
and include payments for regular work, overtime and paid leave as well as 
bonuses, commissions paid to regular employees. Production and related 
workers in manufacturing activity include those employees at the establish- 
ment engaged in processing, assembling, storing, inspecting, handling, pack- 
ing, maintenance, repair, janitorial and watchmen services and working 
foremen. (Outside pieceworkers’ remuneration is included in cost of 
materials.) Respondents are asked for average month-end employment. 


7. Inventories. Book value of owned inventory held in Canada, including 
goods in transit and on consignment. 


8. Small establishments. For establishments below size limits varied to 
assure adequate coverage of industry totals by large-establishment returns, 
a simplified “short form” questionnaire is used or, if applicable a regular 
financial statement is accepted. This involves certain departures, beginning 
1970, from definitions used for large establishments. “Cost of materials, 
supplies and services” includes all purchased services and fuel and elec- 
tricity. Consequently, the value of fuel and electricity is not available 
for small establishments, resulting in an understatement of this item in 
certain industries and geographic areas. Number of employees is imputed 
from salaries and wages, with imputation also of male and female numbers 
and man-hours. All data are classified to manufacturing activity. Value 
added differs from that of large establishments in that purchased services 
are included with the cost of materials and supplies used for short forms, 
but excluded for large establishments, resulting in exclusion of purchased 
services from value added for short forms but its inclusion in value added 
of large establishments. Totals for size groups or geographical areas dom- 
inated by small establishments may have limited comparability with 
totals for previous years or other geographical areas. 


9. Head offices, sales offices and ancillary units. Included in the individual 
industry of the company’s largest activity. (The allocation of some such 
units to the major industry group level was discontinued with the 1970 
data.) 


NOTES EXPLICATIVES 


Les notes succintes ci-après s’appliquent uniquement aux points saillants ou — à 
certaines extensions ou restrictions pouvant nécessiter une explication. On peut 
obtenir sur demande les concepts et définitions détaillés en commandant Con- 
cepts et définitions du recensement des manufactures, n° 31-528 au catalogue, 
que l’on peut obtenir de la Distribution des publications, Statistique Canada, 
Ottawa (Ontario), K1A OT6. 


1. Etablissement. La plus petite unité d’exploitation, en général une usine ou une 
fabrique, en mesure de fournir certaines données sur ses entrées et sorties. Le 
nombre d’ établissements pour 1975 a diminué à cause de l’exclusion des établis- 
sements qui ont été jugés de ne pas avoir d'employés. Les statistiques principales 
d’un établissement exerçant son activité dans plus d’une municipalité sont at- 
tribuées au prorata a des quasi-établissement. Ces derniers sont considérés comme 
des établissements dans les totalisations. 


2. Période de déclaration. Toute année financière terminée au plus tôt le 1° avril 
de l’année de référence ou après le 31 mars de l’année suivante. 


3. Coût des matières et fournitures. En générai, il s’agit uniquement des produits 
utilisés et achetés au prix livré, les frais de transport et de manutention, les droits, 
etc., étant inclus. Comprend les transferts entre les unités d’une même société 
et les travaux exécutés par d’autres sous contrat, Au niveau de l’activité manu- 
facturière, ce poste représente les produits achetés qui entrent dans la fabrication. 


4. Coût du combustible et de I’ électricité. Il s ’agit uniquement du combustible et 
de l'électricité consommés et achetés au prix livré, les frais de transport et de manu- 
tention, les droits, etc., étant inclus. S’applique seulement aux grands établis- 
sements (voir note sur les petits établissements). Les données relatives a l’activité 
non manufacturière figurent avec le secteur de la fabrication sauf lorsque l’unité 
auxiliaire utilise un questionnaire distinct de “siège social”. Dans ce dernier cas, 
le combustible rapporté est compris dans l’item ‘Coût des matiéres...” sous la 
rubrique “Activité totale’ seulement. 


5. Valeur des livraisons de produits de propre fabrication. Valeur nette des ventes 
de produits fabriqués par l'établissement déclarant, ou pour son compte, à partir 
de matières lui appartenant, sans tenir compte des rabais, retours de marchan- 
dises, remises, taxes de ventes, taxes et droits d’accise, contenants restituables, 
frais de livraison payés à des transporteurs publics ou à forfait (mais non des frais 
de livraison de l'établissement même). Comprend les recettes au titre de répara- 
tions et de contrats, les transferts à d’autres unités déclarantes du même établis- 
sement, toutes les exportations, la valeur comptable des propres produits de l’éta- 
blissement donnés en location la première fois, Les livraisons en consignation des- 
tinées à d’autres pays sont comprises mais les livraisons en consignation au Canada 
figurent avec les stocks jusqu’à la vente. 


Valeur ajoutée. Production nette, soit production brute moins consommation 
de produits achetés et travaux exécutés par d’autres sous contrat. 


a) Valeur ajoutée, activité manufacturière: valeur des livraisons de produits de 
propre fabrication, plus variation nette des stocks de produits en cours et de 
produits finis, moins coût des matières et des fournitures utilisées, du com- 
bustible et de l’électricité. 


b) Valeur ajoutée, activité totale: comprend (1) la valeur ajoutée par l’activité 
manufacturière et (2) la valeur ajoutée par I’ activité non manufacturière. Cette 
dernière s'obtient en soustrayant les entrées de marchandises des recettes ou 
des sorties provenant de l’activité non manufacturière, après avoir soustrait 
de ces entrées la variation des stocks de produits achetés pour la revente. Les 
recettes provenant de l’activité non manufacturière comprennent les immo- 
bilisations amortissables produites par la main-d'oeuvre de l'établissement pour 
son usage propre, les recettes de location de produits, etc., mais non les re- 
cettes hors exploitation, comme les loyers d'immeubles, les dividendes, les 
intérêts. 


6. Salariés, traitements et salaires. Les traitements et les salaires sont pris en compte 
avant les retenues au titre de l'impôt sur le revenu et les cotisations aux fins des 
avantages sociaux versées par l'employé, et comprennent la rémunération des 
heures normales et supplémentaires et des congés payés, ainsi que les primes et 
commissions accordées aux salariés réguliers. Les travailleurs de la production 
et assimilés classés dans l’activité manufacturière comprennent les salariés de 
l'établissement affectés à la transformation, au montage, à l'entreposage, au con- 
trôle, à la manutention, à l'emballage, a l'entretien et à la réparation, ainsi que 
les concierges, gardiens et contremaitres de l'établissement. (La rémunération des 
ouvriers à la pièce de l'extérieur est comprise dans le coût des matières.) On de- 
mande aux enquêtés d’indiquer le nombre moyen de leurs salariés à la fin du mois. 


7. Stocks. Valeur comptable des stocks détenus en toute propriété au Canada, 
y compris les marchandises en transit ou en consignation. 


8. Petits établissements. Pour les établissements en deçà des limites de taille, mo- 
difiées afin de prendre en compte de façon aussi complète que possible des chiffres 
déclarés par les grands établissements, on utilise une “formule abrégée” ou, le cas 
échéant, un état financier ordinaire. On a dû pour cela s’écarter, à partir de 1970, 
des définitions utilisées pour les grands établissements. Le “coût des matières, 
fournitures et services” comprend tous les services achetés ainsi que le combustible 
et l'électricité. De la sorte, la valeur du combustible et de l'électricité n’est pas 
connue pour les petits établissements, ce qui entraine une sous-évaluation de 
ce poste pour certaines industries et régions géographiques. On impute le nombre 
de salariés à partir des traitements et des salaires, ainsi que le nombre d'hommes et 
de femmes et le nombre d’heures-hommes. Toutes les données sont classées à 
l’activité manufacturière. La valeur ajoutée diffère de celle des grands établisse- 
ments en ce que les services achetés sont compris dans le coût des matières et des 
fournitures sur les formules abrégées mais non sur les formules destinées aux 
grands établissements; par conséquent, les services achétés sont exclus de la valeur 
ajoutée sur les formules abrégées mais sont inclus dans le cas des grands établisse- 
ments. Les totaux des groupes de taille ou des régions géographiques où dominent 
les petits établissements peuvent ne présenter que peu de points de comparaison 
avec les chiffres des années précédentes ou ceux d’autres régions géographiques. 


9. Sièges sociaux, bureaux de vente et unités auxiliaires. Classés avec l’industrie 
qui représente l’activité principale de la société. (Le classement de certaines de 
ces unités au niveau des groupes a cessé à partir de 1970.) 
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